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This is a preliminary report based on all data 
available at the close of this project's participa- 
tion in Operation HARDTACK. The contents of 
this report are subject to change upon completion 
of evaluation for the final report. This prelimi- 
nary report will be superseded by the publication 
of the final (WT) report. Conclusions and recom- 
mendations drawn herein, if any, are therefore 
tentative. The work is reported at this early time 
to provide early test results to those concerned 
with the effects of nuclear weapons and to pro- 
vide for an interchange of information between 
projects for the preparation of final reports. 


When no longer required, this document may be 
destroyed in accordance with applicable security 
regulations. 
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ABSTRACT 


Although more than 70 devices were detonated during the two phases of Operation Hardtack, 
principal activity by DOD projects was limited to eleven shots. Five of these were DOD shots 
and siX were developmental. 
Two series of tests were conducted to develop immediate tactical doctrines. Underwater 
shots were fired in two environments, one in relatively deep water, and one on the bottom of 
Eniwetok Lagoon at a depth of about 150 feet. Although there had been previous underwater 
shots, many gaps existed in the knowledge of effects from weapons actually available in stock- 
pile. General objectives of this series were attained. Another series of four deve.loIlm.ental 
shots was 
instrumented 
DOD 
ects. 
theory, 
on 
much-higher-yield devices, or 
m high-explosive tests, existed regarding 
effects from a I-to-20 ton nuclear device. Yields from these four shots ranged from no nuclear 
yield, to about 20 tons. Although all of the specific objectives of this program were not realized, 
kuowledge of effects has been enhanced in the area of sub-kiloton detonations. 
The very-high-altitude shots were possibly the most important tests during Operation Hard- 
tack. Three shots were fired at altitudes from 85,000 to 250,000 feet. No previous shots had 
been made at these altitudes. Principal considerations were partition of energy, and, of imme- 
diate tactical and strategic concern, the effects on long-range communications, and on ICBM's 
in the immediate area. Most objectives were attained, although the need for further investiga- 
tions in this region eXists. 
Many individual projects participated in the low-yield, underwater, and high-altitude events. 
In addition, investigations on developmental shots were made in the fields of aircraft response, 
nuclear-blast detection, world-wide fallout, underground structures, and neutron flux. 
Operation Hardtack was the most extensive operation ever engaged in by the DOD. In general, 
the operation was successful, although there were some indiVidual objectives which were not 
:hieved. Knowledge of the effects of underwater and very-low-yield surface and near-surface 
shots was vastly increased. Much basic knowledge of very-high-altitude effects was gained. 
Aircraft and underground structures programs were successful. 
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PREFACE 


Operation Hardtack was concluded on 30 October 1958 with the approach of the Nuclear Test 
Suspension. Members of the DOD test organizations had been in the field for 10 months. This 
report, as written, is of necessity a Preliminary Report and much of the data is based on proj- 
ect ITR's and early calculations. It is believed, however, that the information contained herein 
will be of value. It is emphasized that much of the data is subject to change, as results are 
analyzed by the operating projects. 
The report is a summary of the seven technical programs which operated during the three 
phases (EPG, Johnston Island and NTS) of Operation Hardtack. In addition, a summary of the 
activities of the staffs of the Commanders at the various operating locations is included. 
Individual chapters and sections of this publication were written by members of the Weapons 
Effects Test Group who were most concerned with the activities reported. 
In many cases, this report discusses an overall program, and results of individual projects 
are not considered separately. For more detailed information on Hardtack results, the reader 
is referred to the Preliminary and WTReports of the projects . 
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r.-\'BLE A 
SV~t~IARY OF SHOT DATA A:->O E:\VIRO:\ME:\T.-\.L CO:\DITIO:-:S :-OR ::~;lwE70K ?ROVI:\C G?0L":-:D 


SHOT 


::ode Name 
Device ~ame 


Yucca 


Cactus 


Fir 


Butternut 


Koa 


:.\·ahoo 


'..'1olly 


.Nutmeg 


Yellowwood 


Magnolia 


Tobacco 


Sycamore 


Rose 


Umbrella 


Maple 


Aspen 


Walnut 


Linden 


Redwood 


Sider 


Oak 


'Hickory 


5equoia 


Cedar 


!)ogwood 


Poplar 


Pisonia 


JUniper 


Olive 


?ine 


T-eak 


·~uince 


Orange 


Fig 


Sponsor 
Predicted 


AFSWP 


LASL 


VCRL 


L..-\.SL 


L..-\.SL 


AFSWP 


L..-\.SL 


VCRL 


LASL 


L..-\SL 


L..-\.SL 


UCRL 


L..-\SL 


AFSWP 


VCRL 


VCRL 


L..-\SL 


LASL 


VCRL 


L..-\SL 


L..-\SL 


VCRL 


LASL 


liCRL 


VCRL 


liCRL 


L..-\.SL 


UCRL 


VCRL 


1:CRL 


.-\. FSWP 


AFSWP 


.-\FSWP 


AFSWP 


',1ELD 
Hycrodyna::-::c 
(70l:l1) 


16.9 = 1.6 kt 


1.36 = 0.03 ~tt 


S~.5 = ;.4 kt 


1.30 = O.OS Mt 


5.72 = 0.39 kt 


22.~ = 1.0 kt 


330 = 27 kl 


57.3 = 3.6 kt 


11.6 -= 0.3 kt 


91.5 = 6.0 kt 


15.5 = 1.1 !.:t 


TOlai 
Recommenced 


1. j kt •• 


17.5:: 1.5k~ 


1.36 = 0.03 :.1: 


S~ = 6 k:. 


1.30 :: 0.05 ~It 


10.5 = 1.5 kt 


5.9 :: 0.5 kt 


25.0 : 1.3 ~t 


320 ± ~5 k: 


5; ::!: '* kt 


11.3 = 1 kt 


91.S = 6.0 kt 


15 ± 1 kt 


9 = 1.5 kt 


20-1 ± 10 kt 
213 ± 10 kt 


319"Skt 
319"Skt 


1.46 " 0.09 ~!t 
1.46 ± 0.09 :-tt 


10.2 " O.S kt 
11 :t 1 kt 


412 = i kt 
412 :: 7 kt 


SSi:!:57kt 
900:!:60kl 


9.01 = 0.65 Mt 
S.9 = 0.6 ~!t 


13.4 = 0.4 kt 
13.2" 1.4 kt 


4.95 = 0.39 kt 
5.1 " O.~ kt 


'220 = 15 kt 
220 " 15 kt 


39i " 10 kt 
397 = 10 kt 


9.3 = 0.3 Mt 
9.3 :: 0.3 ~.It 


256 " 20 kt 
256 = 25 kt 


63.5 :: -1.0 kt 
65.0 :: 3.5 I.:t 


202 = i kt 
202 " i k"t 


2.0" 0.1 1>!t 
2.0:!: 0.1 Mt 


3.S ~!t •• 


o 
o 


3.S Mt" 


13 = .; tons 
21 = 1 tons 


• :->ot corrected for transmission time. 
T Tide in feet above mean low 10 ..... water. 


Estimated from dry r"Jns. World time clock not triggered. 
~ Depth of de\'ice ..... as 500 feet in 3.200 feet of water. 


Depth of de\'ice was 151) feet on 
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fABLE A SUMMARY OF SHOT DATA A:\D ENVIRO:\MENTAL CONDlTIOl'S FOR ENIWETOK PROVING GROUND (C.O .,:-r:) 


TIME AND LOCATION 


Code Name 
Date 
Time" 
Device Environment 
Height 
Atoll 
Site 
(EPG) 
(EPG) 
of Burst 


it 


Yucca 
28 Apr 
1-I40:00.256:i: 0.001 
Free Balloon 
85,000 
Bikini 
USS Boxer 60 mi W of Bikini 


Cactus 
6 May 
0615:00.1';2: 0.001 
Ground Surface 
3 
Eniwetok 
Yvonne 


Fir 
12 May 
0550:00.HS:i: 0.001 
Barge 
9.88 
Bikini 
Charlie 


Butternut 
12 May 
0615:00.113:i: 0.001 
Barge 
10.13 
Eniwetok 
Yvonne 


Koa 
13 May 
0630:00.H5: 0.001 
Ground Surface in 10' water tank 3.0 
Eniwetok 
Gene 


:,\'ahoo 
16 May 
1330:00.5 = O.ll 
Underwater 
- 500 § 
Eniwetok 
SW of Irvin 


·:lolly 
21 1>lay 
0630:00.116 :i: 0.001 
Barge 
13.06 
Eniwetok 
Yvonne 


Nutmeg 
22 May 
0920: 00.151 : 0.001 
Barge 
12.11 
Bikini 
Tare 


Yellowwood 26 May 
1400:00.1345 
Barge 
10.52 
Eniwetok 
Janet 


Magnolia 
27 May 
0600: 00.1096 
Barge 
13.88 
Eniwetok 
Yvonne 


Tobacco 
30 May 
1415:00.1507 
Barge 
9.06 
Eniwetok 
Janet 


Sycamore 
31 May 
1500:00.1457 :i: 0.001 
Barge 
11.64 
Bikini 
Charlie 


Rose 
3 Jun 
0645:00.1123 
Barge 
15.43 
Eniwetok 
yvonne 


l.lmbrella 
9 Jun 
1115:00.244 :i: 0.001 
Underwater (lagoon bottom) 
- 150 If 
Eniwetok 
NNE of Henry 


~aple 
11 Jun 
0530:00.1417: 0.001 
Barge 
11.58 
Bikini 
Fox 


Aspen 
15 Jun 
0530:00.1361 :i: 0.001 
Barge 
10.82 
Bikini 
Charlie 


Walnut 
15 Jun 
0630:00.1401 :i: 0.001 
Barge 
7.21 
Eniwetok 
Janet 


Linden 
18 Jun 
1500:00.1160;: 0.001 
Barge 
8.25 
Eniwetok 
Yvonne 


Redwood 
28 Jun 
0530: 00.1373 
Barge 
10.79 
Bikini 
Fox 


Elder 
25 Jun 
0630: 00.130 = 0.020 
Barge 
9.17 
Eniwetok 
Janet 


Oak 
29 Jun 
0730: 00.1467 
Barge 
6.5 
Eniwetok 
Alice 


'Hickory 
29 Jun 
1200:00.1455 
Barge 
12.11 ± 
Bikini 
Tare 


Sequoia 
2 Jul 
0630: 00.1320 
Barge 
6.5 
Eniwetok 
Yvonne 


Cedar 
3 Jul 
0530: 00.1369 
Barge 
10.84 
Bikini 
Charlie 


Dogwood 
6 Jul 
0630: 00.2445 
Barge 
12.25 
Eniwetok 
Janet 


Poplar 
12 Jul 
1530: 00.141 
Barge 
11.66 - 
Bikini 
Charlie 


Pisonia 
15 Jul 
1100:00.123 
Barge 
6.5 
Eniwetok 
Yvonne 


JUniper 
22 Jul 
1620: 00.139 
Barge 
12.11 
Bikini 
Tare 


Olive 
23 Jul 
0830:00.224 
Barge 
8.0 Est 
Eniwetok 
Janet 


Pine 
27 Jul 
0530:00.232 
Barge 
8.0 Est 
Eniwetok 
Janet 


T-eak 
31 Jul 
2350:05.597 
Redstone Missile 
250,000 
Johnston 


QUince 
6 .... ug 
1415:00.155 = 25 
Surface 
Eniwetok 
Yvonne 


Orange 
11 :\ug 
2330:08.607 
Redstone Missile 
141,000 
Johnston 


Fig 
IS Aug 
1~00:00.2516 
Surface 
Eniwetok 
Yvonne 
----- 


" Not corrected for transmission time. 
r Tide in feet above mean low low water. 


Estimate~ from dry runs. World time clock not triggered. 
t Depth of device was 500 feet in 3,200 feet of water. 


Depth of device was 151) feet on lagoon bottom. 


Recommended yield based on similar device previously tested. (Yield not measured on this shot. ) 
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fABLE A 
St,;~lMARY OF SHOT DATA AND El\VIROl\MEl\TAL CO!\DITIONS FOR E!\IWETOK PROVING GROUl\D (('oNT.) 


METEOROLOGICAL CONDITIONS (Surface) 


Station 
Code Name Number 


Holmes and !\arver 


Coordinates 
Air 


Pressure 
North 
East 
mb 


Yucca 
42 
1,011.5 


Cactus 
20 
106.370.00 
124,215.00 
1,010.5 


Fir 
" 
170,600.00 
76.200.00 
1,009.2 


Butternut 
3:> 
100.811.78 
123,319.35 
1,008.6 


Koa 
21 
149.360.00 
H,120.00 
1,010.5 


'"'ahoo 
44 
29,550.45 
61,514.78 
1,013.1 


;.."Iolly 
3·\ 
.01,834.10 
124,942.76 
1,010.2 


Nutmeg 
11 
99,949.89 
110,951.12 
1,012.5 


Yellowwood 
2tl 
143,993.96 
78,161.29 
1,010.8 


Magnolia 
3'~ 
101,343.99 
124,160.63 
1,010.5 


Tobacco 


Sycamore 


Rose 


Umbrella 


Maple 


Aspen 


Walnut 


Linden 


Redwood 


Ehler 


Oak 


Hickory 


SeqUOia 


Cedar 


!:>ogwood 


Poplar 


Pisonia 


Juniper 


Olive 


Pine 


T-eak 


Quince 


Orange 


Fig 


30 
145,137.26 
79,778.65 
1,010.2 


170,600.00 
76,200.00 
1,008.1 


29 
100,810.98 
123,315.00 
1,008.1 


4;1 
42,614.65 
76,029.01 
1,010.8 


I! 
169,298.97 
126,799.01 
1,010.5 


170,601.07 
76,071.05 
1,011.1 


3" 
143,995.91 
78,168.42 
1,011.0 


2:! 
101,876.77 
125,011.80 
1,010.2 


169,333.30 
126,787.28 
1,010.1 


2" 


2;' 


12 


24 


2" 


1:: 


145,136.42 
79,789.53 


124.981.45 
36,108.02 


99,950.35 
110,951.78 


101,870.70 
124,999.56 


170,600.45 
76,203.93 


145,135.10 
79,786.30 


169,650.45 
72,870.51 


103.212.29 
114,678.21 


99,950,77 
110,949.79 


145,137.81 
79,790.26 


142,548: 79 
76,109.98 


If, 
103,950.00 
126,185.00 


I:' 
103.950.00 
126,185.00 


1,008.7 


1,009.5 


1,010.1 


1,007.3 


1,010.2 


1,008.9 


1,008.1 


1,011.5 


1,009.5 


1,009.7 


1,009.3 


1,009.9· 


1,007.8 


Air Tem- 
Dew 
perature 
Point 
f 
F 


78.2 


80 


80.0 


80.6 


81.0 


87.5 


80.6 


81.3 


87.0 


80.0 


84.0 


83.4 


80.9 


86.0 


80.7 


81.3 


80.8 


88.1 


81.2 


81.3 


81.1 


82.0 


80.9 


83.2 


81.3 


82.3 


80.3 


87.5 


79.6 


80.1 


89.7 


86.1 


69.6 


72 


73.0 


74.0 


74.0 


73.0 


75.0 


72.5 


73.0 


72.0 


75.0 


74.0 


14.0 


72.0 


74.0 


74.0 


76.0 


77.5 


78.5 


74.0 


76.5 


81.3 


76.0 


76.3 


77.0 


81.9 


74.9 


78.9 


76.0 


75.5 


77.5 


78.0 


Visibility 


miles 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 


10 to 7 


4 to 1 


10 


8 


10 


10 


10 


• !\ot corrected for t:-ansmission time. 
t Tide in feet above mean low low water. 


Tide at 


Zero Time t 
it 


3,2 


4,8 


3.0 


2.6 


2.0 


3.4 


4.4 


3.1 


2.0 


2.1 


4.1 


5.0 


4.2 


2.9 


2.4 


2.8 


3.0 


3.2 


2.2 


1.2 


1.4 


2.3 


3.3 


5.0 


3.6 


2.3 


0.7 


0.9 


3.5 


1.3 


Wind 
Relative 
Direction 
Velocity 
Humidity 
deg 
knots 
pct 


055 


070 


070 


090 


050 


090 


090 


080 


090 


090 


080 


080 


090 


050 


070 


050 


090 


090 


065 


090 


120 


090 


090 


070 


090 


070 


020 to 200 


090 


130 


220 


090 


080 


20 


13 


17 


12 


16 


15 


16 


11 


14 


14 


12 


15 


22 


20 


22 


18 


17 


13 


10 


17 


14 


8 


17 


16 


17 


11 


4 to 7 


17 


13 


16 


12 


16 


75 


76 


80 


80 


79 


63 


83 


76 


63 


76 


74 


73 


79 


63 


81 


78 


84 


71 


92 


78 


87 


84 


83.5 


79 


85 


99 


83 


76 


89 


85 


67 


77 


Estimated from dry runs. World time clock not triggered. 
~ Depth of device was 500 feet in 3,200 feet of water. 


f Depth of device was 151) feet on lagoon bottom. 


Recommended yield based on similar device previous I)' tested. (Yield not measured on this shot.) 
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TAlIl.I: U 
SUMMAlty or SIIU) n.-\'I'\ ANIl l:NV!uUNMt.t.:TAI. l'lJNIJIIIUNS rull NtVAIJA ItSI Srlt: 


"A •• ~~~I al'I'IH.'alJl~. 
SlIoT' 
-------------yiTI.l,------------------- - 
- 
TIM£- ANII LoeA TlON 


Ul,.'VH·~ 
-------"-------------------roI;j---- 
1i""at; 
T.nll: 
-·-----uc;jcc-~hI- 
Stallun 
Nevada Stale Grid 
Ut!VICt!' 
Cutl~ NalUl.' 
Sponsur 
Pn:thl'h!tI 
lI:uhuchclIIll'al 
11)',ll"oll)'II,llIIh: 
Itcl'ufIIlllt:n,Jt'li 
IPS'I} 
(PST) 
Arca 
Numl"er 
CuonJinalt:s 
l:nVII'U'UIl~_"I_~L~~t ____ 
l: Icvalju~t..M.&_ 


It 
Hurlh 
.:l&ht 
It 


Edd)' 
LASI. 
til i :J hHlS 
I~ Scll 
06uu:oO.15 I 0.1 
Oalluun 
SOD 
1L 
9!)1.12~.9" 
681.~~0. U 
~.6.6.11 


toh.ra 
LASI. 
1.85 t 0.15 kt 
l.U • 0.1 kl 
:!!J Scp 
0605:66.011 • 0.001 
Balloun 
I.!IOO 
1L 
8~1.121.9t 
G81.S~0. U 
~.6&6.11 


l'amalpals 
NA 
i:! I to tuns 
tI (",:1 
.400:00.1:11 I 0.010 
Unde. ,rulII •• 1 
llUliud 
12 
IlL.02 
IHJIj,4.30.07 
Gl~. 789.:IK 
6.616.00 


(Jua)' 
LASL 
.. 0 I 151uns 
tJ I I 6 hilli 
10 Oct 
06JO:OO.IH t O.Ollt 
Steel ttl","C!' 
100 
le 
H! .... 1:!3.9 .. 
6t11.540.1t1 
".:J.loJ.62 


l.~a 
I_~SL 
1.15 .. U.l kt 
1.5 I 0.2 kt 
&30l·t 
0~20:00.1l6 t 0.001 
Balluvn 
.,!iOO 
1L 
851.12'1.9t 
6S1.~~0.lt 
5.6.6.H 


1101 n" 11011 
0.3 to 1.0 tunl!i 
1.17 I 0.06 tuns 
15 lkl 
OHOu:OO.15 It 0 .• 
T,ml)t!,·I •. \.'I!,· 
50 
t'F 
1'1 
H1.~2().H 
115.028.82 
3,1:1:t.:11 


LVlpn 
UCIl). 
NA 
!i.U t 
o.~ III 
- 
o.~ 
150d 
2:!OO:OO.1 ~O .. O.VO!. 
Umlcl·,:",.ulIIl 
TUIH",I 
12 
12c.0:! 
886,350.0" 
6:15,815.11 
6."'1.01) 


Uuna Ana 
LASI. 
lO I 
IU luns 
:16 I 
.. tun!> 
160 .. :1 
0610;00.IH. 0.001 
Ualluun 
"!it) 
1L 
851.12".9" 
GH1,5"O.I-I 
".636.H 


-:J 
It,o ." .... illa 
LAS), 
65 • 15 lonti 
92 .. 9 tuns 
18 (X'I 
0625:00.120 .. O.Oul 
Tillll.H!'· t!lwel' 
12.5 
3. 
8J-1,M7.11 
6t1l ,001 .... 
".Otl2.1:J 


S •. H:orru 
5." • I kl 
6.3 • 0.1i kl 
22 0,.', 
0530:UO.15 .. 0.1 
UaltuOIl 
" .. 50 
1), 
851.12".9" 
GK1.5~O. H 
5,6:16.41 


\\ rall.:~11 
90 • 20 lun. 
IIIi I 12 lunl!i 
22 Oct 
01l50:UO.1I5. 0.001 
UilHoun 
1,5(10 
.... 
Fa 
Hb,2·H"9~ 
lIG.O(JO.~~ 
".516.7. 


IlUShIllOIa: 
160 .. ]0 lumt 
Itlil • 10 lun~ 
22 (Jet 
15-10:00.12~ • o.uOI 
n •• lluun 
!,I1U 
!Ia 
lt€ii,G:J:t.t.9 
GH~."U.:'" 
",lH.:iO 


Sanlo.-.J 
5.0. 0.5 kt 
... ~ • 0.3 kl 
lG Od 
0220:0U,132.0.0UI 
Ualluun 
1,!iIlO 
.'1' 
Fa 
Hr. • .!-I!1.~8 
116,000.29 
-1,51';'11 


Uclbl'a 
2.5 I U,:I kl 
26 0.:1 
OIlOO:OO.IH • 0.001 
Iblloun 
1.~,OO 
11> 
n5I,'2,L!I" 
IjHl.5to.H 
5.l~,,'j." '; 


t:\':'II:*, 
NA 
55 .. :10 IlJlI~ 
2" 0.:1 
16UtJ:ou.15.0.1 
U".h!'IKIUlIII,t 
Tuum'l 
12 
12L.Ot 
k!IO.:!:1I.7" 
63".~·I~.:!ti 
G,!j2tJ.l!J 


~lal;lfn3 
~9 Ocl 
0320:00.15 .. 0.' 
Slcelt!)w..:!' 
f,O 
9~ 
H65,6:J3.tt!l 
684!.l1!1.:l6 
~.25~.H 


lIumboldl 
G .. 2 wnli 
1.8 I 0.7 tuns 
2~ Oct 
01;"5:00.101 J U.OUI 
TlmL.:r Iu,,"cr 
~5 
3v 
tt:IC.!JH".:!" 
6&1.311.6; 
-1,,,5:1.65 


Santa .-C 
1.25 .. 0.2 kt 
1.15 I 0.13kt 
29 U .. :l 
19UO:00.149 j 0.001 
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Wave form: 
Wave form: 
Wave form: 
Wave form: 
Wave form: 
Wave form: 
Wave form: 
Wave form: 


Shot Yucca, 2 kt, 440 miles; Kusaie - - - - - - - - - - - - - - - - - - - - - - 
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1.1 
BACKGROUND 


Chapter I 


INTRODUCTION 


In memorandums of 5 June 1956, 24 January 1957, and 4 February 1957, the Joint Chiefs of 


Staff approved incorporation of the following special shots in Operation Hardtack: (1) a very-high- 
altitude, balloon-borne detonation (90,000 feet) of about 2 kt (Shot Yucca); (2) a very-high-altitude, 
missile-borne detonation (250,000 feet) of about 4 Mt (Shot Teak); (3) an additional missile-borne 
detonation (125,000 feet) of about 4 Mt (Shot Orange); (4) an underwater event of about 10 kt det- 
onated at 500 feet below the surface in 3,000 feet of water (Shot Wahoo); and (5) an additional 
underwater event detonated on the bottom of Eniwetok Lagoon in 150 feet of water (Shot Umbrella). 


The Joint Chiefs of Staff also authorized the Armed Forces Special Weapons Project (AFSWP) 


to plan and implement, in coordination with the various services and the AEC, appropriate test 
programs to be conducted in conjunction with the aforementioned detonations, and to select ap- 
propriate nuclear devices. 
The Chief, AFSWP,. formulated these plans, and also a number of separate projects to be 
conducted in conjunction with selected development shots. Projects were designated with various 
private and governmental laboratories as project agencies. 
During the final planning and operational phases of the operation, the number of scheduled 
shots was increased from 25 to 35 and some projects were added and a few deleted. (See Tabie 
1.1 for final operating projects and agencies). Most shot additions had little effect on Depart- 
ment of Defense (DOD) participation with the exception of Shots Quince and Fig, development 
shots predicted to be approximately 10 to 50 tons in yield. They were of great interest to the 
DOD and extensive participation was authorized. Another change which vitally affected planning 
and organization was the movement of Shots Teak and Orange from Bikini Atoll to Johnston Is- 
land, and the resulting delay of three months. 
A second phase of Operation Hardtack was conceived near the end of the Pacific Operation. 
Tests involved in this phase were conducted at the Nevada Test Site (NTS). Primary· DOD in- 
terest again centered around very-low-yield devices. 
The overall Research and Development costs, including the major changes noted, were budg- 
eted at $28,662,074. 
The operational phase opened with the firing of Shot Yucca between the Eniwetok and Bikini 
Atolls on 28 April 1958, and ended at 2400, 30 October at the NTS when, by Presidential decree, 
an atomic test suspension became effective. 


1. 2 OBJECTIVES 


All EPG detonations during Operation Hardtack were barge shots except the five DOD shots 
mentioned in Section 1.1 and four surface shots (Cactus, Koa, Quince and Fig). NTS shots in- 
cluded balloon, tower and underground detonations. Major DOD efforts were concentrated on 
Shots Yucca, Cactus, Koa, Wahoo, Umbrella, Teak, Orange, Quince, Fig, Hamilton, and 
Humboldt, although individual projects participated in other shots. 
Department of Defense program participation was of a greater magnitude than on any pre- 
vious operation. Most experiments conducted in the EPG were of a nature that could not be 
carried out at the NTS, due to yield or environmental requirements. 
Program 1 was designed to determine air blast, underground shock, and underwater shock 


parameters and effects. Primary participation included the underwater shots, Wahoo and Um- 
brella; three surface shots, Koa, Cactus, and Fig; and the very-high-altitude shot, Yucca. Un- 
derwater and air-blast pressures from the underwater events provided input data to assist the 
individual services in determining safe-delivery ranges for ships and aircraft, and to support 
the target-response projects of Program 3. Ground-shock measurements from the surface 
bursts provided design criteria for hard underground structures and missile sites. Air-blast 
information from the very-high-altitude shot provided data to check theoretical estimates of 
energy partition at high altitude. In addition, blast and crater measurements made on a very- 
low-yield weapon will be of particular interest to the ground forces. 
Program 2 objectives were of a diversified nature. 
(a) Participation in the underwater events was developed to determine the gross radiological 
hazards resulting from underwater bursts. Included were free-field measurements, deck and 
selected compartment contamination, and ingestion and inhalation hazards from contamination 
entering the ships via ventilation and combustion air systems. 
(b) Neutron-energy-spectrum data collected will be used to supplement the presently inade- 
quate knowledge of neutron-energy spectrums from thermonuclear weapons. 
(c) Prompt-neutron measurements were to ,be determined from a very-high-altitude, small- 
yield weapon and the neutron-energy spectrum and gamma-ray dose at several distances from 
the two very-high-altitude, megaton-yield detonations were to be determined. 
(d) Radiation measurements in the nuclear cloud were to be made to obtain better data con- 
cerning the contribution of radioactive debris to world-wide contamination. 
(e) Neutron and prompt-gamma measurements, as well as close-in fallout data, were to be 
obtained from a very-low-yield device. 
Program 3 was designed for determination of the effects of underwater bursts on surface and 
subsurface vessels, and for the study of several types of land structures under various loading 
conditions. Information obtained from underwater bursts will aid in formulation of operational 
doctrine regarding delivery ranges and tactics for both surface and subsurface ships. Informa- 
tion obtained on the response of ship's structures will provide criteria for future designs. Data 
obtained from various earth-covered flexible arches tested under both long and short duration 
air blas~_, and deep reinforced-concrete slabs, tested under blast loading, will assist in deter- 
mining construction criteria for future underground structures. 
Program 4 was activated during the operational phase to determine the extent of chorioretinal 
damage caused by direct exposure to very-high-altitude, high-yield nuclear detonations at dis- 
tances from 50 to 350 naut mi from ground zero, and to relate experimental results to theoret- 
ical calculations. An extensive program was conducted at NTS to determine effects on animals 
located in field fortifications and armored vehicles near a very-low-yield burst. 
Nuclear weapon delivery by manned aircraft is often limited by weapon blast and thermal ef- 
fects on the delivery aircraft, and by nuclear radiation of the crew. Test data has indicated that 
blast' inputs and skin-temperature rise can be predicted within satisfactory limits, but that pre- 
diction of the response of the aircraft to these inputs is much less reliable. In order to perfect 
delivery tactics in the ranges of critical safety margins, B-52D, A4D-l, and FJ-4 aircraft were 
to fly several missions each, collecting data on the results of various inputs for Program 5. In 
addition to immediate problems of delivery tactics, much of the experimental data will provide 
information to modify and refine prediction methods for more general application to all aircraft 
types. 
Program 6 was assigned highly diversified objectives. They can be roughly divided irito four 
categories. 
(a) Electronic eqUipment located at various distances from the zero point was to collect data 
to determine the feasibility of using the electromagnetic pulse from a nuclear blast as a detector 
of future bursts over long and short ranges, and to study the fireball and nuclear cloud by radar 


26 


r, 


to determine ground zero and yield for use in tactical situations. 
(b) Investigations were to be made of the ionization effects of high-altitude detonations on 
communications systems dependent on the ionosphere for propagation, and to determine whether 
ICBM or antimissile missiles could be detected or controlled in the vicinity of a recent high- 
altitude detonation. 
(c) Investigations of the deleterious effects on fuses and their components as a result of gam- 
ma rays and neutrons from nuclear explosions were to be made. 
(d) On underwater shots, experiments were to be made to determine the feasibility of using 
nuclear explosions to clear Naval mine fields. This information will be of great interest to the 
Navy for both offensive and defensive warfare. 


One of the objectives of Program 8 was the evaluation of laboratory methods for determining 
the effects of thermal radiation on materials, a continuation of studies begun during Operation 
Plumbbob. The most important objective of current and urgent concern to the national defense 
was the investigation of damage-producing parameters associated with thermal radiation from 
high-altitude detonations. Of these, the thermal X-radiation was particularly important as a 
possible means of destroying incoming ICBM's. The program also assisted Program 4 in the 
study of retinal burns and made measurements of the thermal radiation from very-Iow-yield 
detonations. 
Program 9 was assigned a support miSSion, including documentary photography and support 
photography for all projects requiring this service. In addition, several projects were created 
to provide the carriers' (balloons and missiles) for the high-altitude events. Special assistants 
to the Commander, TU-7.1.3, were deSignated to coordinate these activities with various project 
agencies. 


1.3 
SUMMARY OF SHOT DATA 


Yields, meteorological data, and environmental data at firing time are shown at the beginning 
of this report. These yields must be considered preliminary and are subject to change. 


1.4 PROJECT PARTICIPATION 


Table 1.1 indicates the shots on which each project participated. 


1.5 
ORGANIZATION 


Under the authority of Secret letter, file SWPWT/960, Chief, AFSWP, dated 2 June 1953: 
subject: "Tests Involving Nuclear Detonations Participated in or Conducted by Agencies of the 
Government of the United States Outside the Continental United States," the responsibility of the 
Preparation, Operation, and Post-Operation Phases of Operation Hardtack was assigned to Com- 
mander, Field Command, AFSWP. 


The Director, Test Division, Weapons Effects' Test Group, a staff agency under the Commander, 
Field Command, AFSWP, was assigned the function of detailed planning and field implementation 
of the military weapon-effect program, Operation Hardtack. 
At the onset of Operation Hardtack, organization planning for the Task Unit 7.1.3 (TU-7.1.3) 


staff had been completed and was subdivided into two operating sections. The largest section 
was to be on Eniwetok Atoll where the majority of projects were located. A smaller composite 
staff was to be based at Bikini Atoll where the principle objectives were concerned with the three 
very-high-altitude shots. A deputy commander was designated for each atOll, thus allowing the 
Commander, TU-7.1.3, freedom of action in supervising DOD efforts for the entire operation. 


27 


TABLE 1.1 
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Organizational and personnel planning had all been based on the two-staff concept, with both staffs 
in supporting distance of each other. 
In January 1958, personnel of the advance party began to arrive at the Eniwetok PrOVing Ground 


(EPG). TU-7.1.3 was organized as a part of Joint Task Force 7 to conduct approved weapons- 
effects tests under the operational control of CTG-7.1 and the technical direction of the Chief, 
AFSWP (see Figure 1.1). It was activated on 15 March 1958, being completely operational on 
that date, with the organization functioning as outlined in the preceding paragraph. This organ- 
ization functioned smoothly until the first week in May. At that time, for valid reasons, higher 
authorities decided to move the launch sites for Shots Teak and Orange, the missile-borne, very- 
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Figure 1.1 Organization of Joint Task Force 7. 


high-altitude detonations, from Bikini Atoll to Johnston Island. The problems created in moving 
project personnel and equipment after completion of most construction and instrumentation will 
not be discussed here. However, the creation of a new staff necessary to man Johnston Island 
taxed the TU-7.1.3 headquarters personnel to the limit. At that time, fortunately, most project 
participation at the Bikini Atoll had been completed. This staff was reduced to one officer and 
one enlisted man. Personnel thus relieved formed the nucleus of the TU-7.1.3 Headquarters 
Staff at Johnston Island. Additional personnel were necessary, however, due to three facts: 
(1) the need for rapid construction, (2) a major change in the participation of many projects due 
to the shortage of land stations, and (3) Johnston Island was beyond the distance for direct sup- 
port of some of the staff agencies on Eniwetok. Additional personnel were furnished by the Eni- 
wetok staff and by sending additional personnel into the field from the Sandia Base office of the 
Dcls Weapons Effects Tests. A deputy for the Commander TU-7.1.3 was appOinted f~r Johnston 
Island (Figure 1.2). 
Midway in the Operation, an additional shot of great interest to the DOD, a very-low-yield 
device, was added. A reduced TU-7.1.3 staff was required in the EPG for an additional six 
weeks. Offices on Johnston Island were closed on 23 August, and on .Eniwetok on 26 August. 
However, some personnel remained at both sites for several additional days to complete roll-up 
activities. 


Prior to return of all personnel from the Pacific, the NTS phase of Operation Hardtack came 
into being. The organiiation followed the DOD NTS pattern. The Dcls, Weapons Effects Tests, 
became the Military D~puty Test Manager, and the DOD Test Group, having similar functions to 
TU-3 in the Pacific, became the operating agency for Weapons Effects Tests. The final detona- 
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Figure 1.2 Task Unit 7.1.3 organization. 


tion at the NTS occurred on 30 October 1958. 
In summation, the staffs supervised seven programs consisting of 47 projects in the EPG 


proper, six programs with 18 projects at Johnston Island, and five programs of 11 projects at 
NTS. 


1.6 
PERSONNEL 


It was considered advisable for the Personnel and Administration Officer fI'om the Support 


Division, Weapons Effects Tests, FCWT, to augment the TG-7.1 Staff as an Assistant Adjutant 
General atan appropriate time, primarily for the issuance of overseas travel orders, inasmuch 
as the plans and problems of TU-3 personnel (approximately half of TG-7.1) were more familiar 
to FCWT. All administrative procedures relative·to requests for orders, issuing of Civilian 
Identification Cards, and Military Air Trartsport Service (MATS) reservations for DOD agencies 
were processed through FCWT and coordinated with Program Directors and the FCWT Security 
Officer. Request for travel orders for TU-3 personnel continued to be processed through FCWT 
at Albuquerque, New Mexico, even after TU-3 was activated at the EPG. Figure 1.3 shows the 
TU-3 personnel strength as a function of time during the Hardtack operational phase. Section 
1.15 discusses the personnel arrangements at the NTS. 


1. 7 ADMINISTRATION 


The Administrative Section of TU-3 maintained offices at Eniwetok, Bikini and Johnston Is- 
land. Each office provide a the following services for those TU-3 personnel on its respective 
locations: (1) distribution of official and personal mail with related systems for suspense files, 
locator files, and correspondence logs; (2) maintenance of TU-3 central files; (3) maintenance 
and supervision of the control and receipt system for classified documents; (4) processing of 
outgOing correspondence; (5) mustering of personnel; (6) assistance in the preparation and dis- 
semination of administrative practices directed by higher headquarters; (7) assistance in cor- 
respondence of service members with their parent organizations on military matters; and (8) 
reports and reservations for air and surface transportation for return to the Continental United 
States. The administration at NTS is discussed in Section 1.15. 


1.8 
SECURITY AND CLASSIFICATION 


As during Operation Redwing, only certain aspects of the overall security function were as- 
sumed by the TU-7.1.3 office for the EPG phase of Operation Hardtack. These aspects consisted 
primarily of TU-3 badge-request processing, the maintenance of TU-3 security clearance rec- 
ords, and security liaison with TG-7.1 and TG-7.5, responsible for physical security functions. 
The TU - 3 and TG-7.1 Classification Officers operated a joint facility during the Eniwetok por- 
tion of the Operation. However, for the Johnston Island portion, these functions were separated. 
For the NTS phase, personnel of the Security Office, FCWT, were integrated into a Joint AEC- 
DOD Pass and Badge Office on 4 September 1958. The primary mission of the DOD Security Of- 
fice was·the certification of military clearances and the assignment of appropriate sigma cate- 
gories. Unlike previous continental tests, certain clearance formalities were eliminated, due 
to lack of time. This office ceased operations at the NTS on 4 November 1958, at which time 
clearance action reverted to the FCWT Office at Sandia Base, New Mexico. 


1.9 
OPERATIONS 


During the planning phase of Operation Hardtack, the Operations Branch of Weapons Effects 
Tests (WET) was occupied with reviewing project plans, consolidating and coordinating opera- 
tional requirements, and coordinating and publishing general planning information. Summaries 
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involving the requirements for ships, aircraft, sample return flights, timing signals, communi- 
cations facilities, navigational aids, weather information, and radiological safety, were prepared. 
Requirements information was extracted from project status reports, and with the experience 
from previous operations, formed the basic concept for Operation Hardtack operational planning. 
FCWT planning directives and SOP's assisted in providing guidance to projects on operational 
planning. 
During the ")perational phase, the Program Directors handled the direction and implementa- 
tion of project participation. The Operations Section reviewed, consolidated, and coordinated 
event data, daily transportation needs, communications and timing requirements, and main- 
tained continuous liaison with the J-3 Section of TG-7.1 in supplying these requirements. Cur- 
rent operational schedules, weather data, timing schedules, and current situation information 
was maintained by Operations Branch, and Program Directors and Staff Agencies of TU-3 were 
kept advised of all changes. Other operational functions such as reports, postshot information, 
general operational aSSistance, etc., were provided through Operations Branch. The Operations 
Officer with TU-3 offices at Bikini provided similar assistance to Bikini projects. 
Planning for the high-altitude events (Shots Teak and Orange) had been completed and carried 
almost to completion when the site location was changed from How Island, Bikini, to Johnston 
Island. Planning was begun immediately at Eniwetok on notification of the new site and continued 
at WET at Sandia Base during May and June 1958. Consolidations of requirements involving 
ships, aircraft, sample return and film proceSSing flights, timing signals, rocket firing, manned 
stations, weather data, practice rehearsals, etc., were prepared from review of revised project- 
status reports and the initial status reports of added projects. 


On Johnston Island and at Hawaii, projects were grouped under composite Program Directors, 
who accomplished a large part of the operations work within the projects. 
The Operations Section within TU-3 assisted as requested, published information and sche- 
dules as necessary, coordinated matters affecting more than one program, and performed nor- 
mal operations functions. 


1.10 
("r)MMUNICATIONS 


The primary communications function was to determine those facilities and/or services nec- 
essary to sustain military-effects programs and initiate action through support agencies for im- 
plementation. 
En i wet 0 k - B i kin i A t all . 
TG-7. 2 operated terminal telephone and teletype facilities at 
Ediwetok-Fred Island providing service to all activities. TG-7.5 provided all other inter- and 
intra-island communications support, including cryptographic, within the complex. Individual 
projects operated their own scientific communications equipment. 
Inter- and intra-island telephone systems were adequate for routine command and administra- 
tive purposes, but could not support remote-area, off-atoll, and shipboard activities of TU-3 
programs and projects. This latter requirement was provided through a series of six radio net- 
works with 63 stations at Eniwetok and three radio networks with 49 stations at Bikini. Radio 
Sets AN/VRC-18 and AN/PRC-I0 were utilized, and operated satisfactorily in these nets. 
JTF-7 coordinated and allocated all frequencies to support operations. TU-3 programs and 
projects, utilizing 55 frequencies from 0 to 9,800 Mc in support of their scientific effort, exper- 
ienced no major interference problems. 
J 0 h n s ton I s I and. JTF-7 operated all base and terminal communications facilities, in- 
cluding cryptographic. Due to the concentrations of scientific stations, wire circuits were uti- 


;, 


lized primarily for intra-island service with radio relegated to a secondary roll. 
.. 


JTF-7 allocated 58 frequencies from 0 to 10,125 Mc for the TU-3 scientific programs and 
I 


projects. Frequency interference from all conceivable sources was a continuing problem through- 


32 


out this phase of operations. Adequate means for determining interference sources were lacking. 
Although electromagnetic-countermeasure (ECM) equipment was available, it was relatively in- 
effective, due to equipment and antenna design limitations. Generally,ECM receiver sensitivity 
was far below that of scientific equipment. ECM equipment of the latest design should be avail- 
able for future operations involving large scale radio-frequency radiations. 


NTS. The AEC, through their contractor organizations, provided all telecommunications 
service to support the military-effects programs. Overall requirements were minor, and in- 
cluded normal administration telephones, and one radio network with two base stations and 15 
mobile stations. Scientific frequencies were not required, and no problems were encountered. 


1.11 
TIMING SIGNALS AND VOICE COUNTDOWN 


The TU-3 Electronics Staff Officer was responsible for the implementation of all timing signal 
reqUirements requested by DOD projects. These timing signals actuated project test instrumen- 
tation at specific times prior to, and at shot time. Requirements requested in Project Monthly 
Status Reports were reviewed, consolidated, and forwarded to all interested agencies. 
Timing Signals and Voice Countdown were provided by Edgerton, Germeshausen and Grier 
(EG&G); an AEC civilian contractor. All timing equipment was provided and maintained by this 
firm. Installation of all wire from the timing-distribution stations to project location was pro- 
vided by Holmes and Narver (H&N), another AEC civilian contractor. 
Timing signals were received by means of hardwire and radio-tone receivers. Hardwire sig- 
nals were available at most of the land stations, while radio-tone receivers were utilized at re- 
mote stations. Timing signals on ship stations were provided by a central radio station on each 
major ship, and then by wire to project stations. On the missile-borne very-high-altitude events, 
service to the distant project sites created new problems involving transmission of timing signals 
and voice countdown over long distances, availability of suitable transmission facilities within 
limited frequency allocations, and transmission of security event time information requiring im- 
mediate action. These distant project sites were provided voice countdown service transmitted 
by single-side band equipment. 
Timing signal dry runs were provided twice daily to give maximum assurance of instrument 
reliability at shot time. All projects were urged to participate on as many dry runs as possibl~. 
Additional timing signal dry runs were provided when necessary. 


1.12 SUPPLIES AND EQUIPMENT 


Standing Operating Procedure 40-1, 26 July 1957, was published to provide lOgistic informa- 
tion and to delineate logistical areas of responsibility to DOD projects. Projects were requested 
to anticipate their technical supply requirements for the entire operation and to procure these 
supplies for shipment to EPG, or to request assistance from FCWT. In most cases, the projects 
performed this action in a most complete manner. Emergency channels for the procurement of 
supplies were arranged either through the J-4 section of TG-7.1 or the equipment section of the 
AEC contractor. Normal housekeeping, office and limited technical requirements were obtain- 
able through J-4, TG-7.1, and as supplemented by expendable office supplies furnished by FCWT. 


Standing Operating Procedure 40-2, 10 September 1957, was published to assist DOD projects 
to properly prepare, mark and ship supplies and equipment to, from, and within the EPG. Dis- 
tribution of these SOP's included separate mailing to each agency's transportation office, plus 
a copy to the Project Officer. Reports from the port officials indicated some equipment was 
still received with improper or incomplete marking. However, it was noted that there was a 
marked improvement over past operations. The shipment of supplies and equipment from the 
EPG to the United States was monitored by the J-4 Section and a representative of TU-3. Con- 
sequently, retrograde shipments progressed more smoothly and with a decrease in lost or mis- 
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routed supplies. This was true, in spite of the necessity to divert shipment to Johnston Island, 
and later to divert equipment to NTS for the second phase of Operation Hardtack. 


1.13 
CONSTRUCTION 


The initial requirements for construction were originally requested from all approved proj- 
ects by Headquarters, AFSWP early in June 1957. As the requirements for construction were 
received by Chief, AFSWP, they were transmitted to FCWT, which was still in the field in Op- 
eration Plumbbob. Since many participating agencies were also engaged in Operation Plumbbqb, 
very few construction requirements were actually received until approximately mid-September 
1957. From this time until approximately early December 1957, construction requirements 
were received in good order although somewhat late under an ideal time table. The architect- 
engineer produced the preliminary and final drawings promptly after submission of criteria, and 
there was no hold-up in the field for lack of drawings. 
Operation Hardtack, like the preceding overseas operation, involved a considerable amount 
of ship modification work in a number of Naval shipyards. In order to coordinate this work and 
maintain an effective control over both costs and progress, an experienced Naval officer was as- 
signed to FCWT and stationed at the Long Beach Naval Shipyard. From this location, the work 
at all West Coast shipyards was coordinated and controlled. This arrangement worked excep- 
tionally well, and resulted in substantial savings in time and money, as compared to previous 
operations. 
It was found that all DOD construction, with the exception of certain Army Ballistic Missile 
Agency (ABMA) facilities on How Island, was in excellent shape from the standpoint of progress 
and schedules when it arrived in the field. The work on How Island was completed reasonably 
close to schedule, but only after expenditure of excessive overtime. All other test construction 
for DOD project participation elsewhere in the EPG wa:s completed well within scheduled dates. 
This was a marked contrast to the previous operation. 
Construction of support facilities, such as new barracks and laboratories, was from three to 
four weeks behind schedule and was never made up. The effects of this situation were minimized 
to a degree by moving projects around to utilize existing space assigned to late arriving projects. 
The decision to transfer the two ABMA shots to Johnston Island required a major amount of 
redesign and site adaptation of already-constructed facilities on How Island. Since all interested 
personnel were at the EPG, the redesign was accomplished by the architect-engineer at the EPG. 
One member of the G-6 staff of FCWT was detached and sent to Johnston Island to supervise the 
TG-7.1 construction at that site. 


Soon after return of the FCWT group from the EPG and Johnston Island, the second phase of 
Hardtack was initiated at NTS. The total DOD construction requirement for this operation was 
not large, compared to previous Nevada operations. However, the time schedule was extremely 
short and tight, requiring extensive effort on the part of all participating agencies to meet test 
schedules. All of the design was done in the field with construction closely following, and in 
many cases with no formal drawings. 
The cost of test construction at the EPG was approximately $1,650,000. The cost of construc- 
tion at Johnston Island was approximately $617,000. Support work-order costs in the EPG were 
listed at $85,000 and at Johnston Island as $103,000 .. Construction at the Nevada Test Site was 
listed at $49,000, with approximately $22,000 for field-support work. 


1.14 
FISCAL 


1. The following information will deal almost exclusively with Research and Development 
Funds under the control of CHAFSWP, as information is not available to Commander FCAFSWP 
with respect to expenditures by other services. However, on 10 September 1957, a summary of 
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expected expenditures was reported and is listed here to indicate the magnitude of this type of 
operation. 
Agency 
R&D Funds 
Other Funds 
Totals 


AFSWP 
$18,970,000 
$13,000,000 
$31,970,000 


Army 
3,758,250 
3,758,250 


Navy 
2,291,000 
8,109,000 
10,400,000 


Air Force 
425,000 
3,650,000 
4,075,000 


Grand Total 
$25,444,250 
$24,759,000 
$50,203,250 


2. As noted above, $18,970,000 was budgeted by AFSWP in September 1957. Following is a 
list of increases necessitated by increase in scope of approved projects, additional projects, 
and the move to Johnston Island. 


Source 
Project 
Amount 


AFSWP 
6.5 
$ 800,000 
AFSWP 
6.11 
600,000 
AFSWP 
Johnston 
2,962,576 


AFSWP 
Quince 
677,000 
AEC 
2.8 
240,000 


Air Force 
1.8 
117,500 


Air Force 
1.12 
10,000 


Air Force 
1.7 
50,000 


Air Force 
1.9 
64,000 


Air Force 
8.6 
30,000 


Air Force 
Very high altitude 
400,000 


Total 
5,951,076 
AFSWP 
18,970,000 


Grand Total, 
R&D Funds Controlled by AFSWP, 24,921,076 


From economies effected in the field it is anticipated that approximately $110,000 will be re- 
turned to the Air Force, plus $500,000 to $600,000 made available to finance the NTS portion of 
Operation Hardtack. 
. 


3. Terminating cost figures will not be available until the final test reports are submitted 
by the laboratories. However, it appears that R&D expenditures for EPG, Johnston Island and 
NTS will be: 
Laboratory Expenses 
Field Costs (Construction, Photo, Timing, etc.) 


Grand Total 


1.15 
ORGANIZATION AND LOGISTICS AT NTS 


$19,000,000 
4,075,000 


$23,075,000 


SUp P 0 r t G r 0 up. The DOD Support Group (Support Division, Weapons Effects Tests, 
Field Command, AFSWP) functioned as an element under the Office of the Test Manager. The 
Military Deputy Test Manager (Deputy Chief of Staff, Weapons Effects Tests) exercised super- 
vision over the Support Group. The mission was to provide administrative and logistical sup- 
port to DOD/ AFSWP partkipating agencies. In addition, logistical support was furnished the 
AEC per instructions to the Commander, Field Command, AFSWP, from the Chief, AFSWP, 
for implementing the Operation. 
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Sup ply and Pro cur erne n t. The General Supply Branch of the Support Group began 
operations 25 August 1958 .. The President's announcement on 22 August that test operations 
would be suspended 31 October 1958 was the implementing order. The mission was to provide 
depot, post camp and station supply support to DODI AFSWP agencies. Requisitions from tech- 
nical service sources and General Services Administration (GSA) for the period 25 August 1958 
to 15 December 1958 totaled approximately $15,000. Reynolds Electrical and Engineering Com- 
pany (REECO) supply facilities were utilized to a greater extent than in past operations because 
of the short preparatory phase for the Operation. Supplies and services obtained through REECO 
totaled approximately $10,000. A local purchasing and contracting office was operated on a 
part-time basis at 1734 South Main Street, Las Vegas, Nevada, where transactions totaling ap- 
proximately $40,000 were conducted. 


Rei i g i 0 u sSe r vic e s . 
An Auxiliary Catholic Chaplain for Lake Mead Base and a Prot- 


estant Chaplain assigned to Indian Springs Air Force Base were assisted by one enlisted man 
on a part-time basis furnishing scheduled services at the Site. Personnel of the Jewish faith 
were afforded government transportation to Las Vegas. 


Per son n e I. 
DODI AFSWP agencies provided military and civilian personnel to implement 
their test objectives. The foregoing agencies were augmented for administrative and logistical 
support by personnel assigned to Weapons Effects Tests Group, Field Command, AFSWP, plus 
2 officers and 35 enlisted personnel procured on a temporary basis. Personnel comprised a 
headquarters for the Test and Support Groups, Finance, Security, Supply, Motor Pool, Motor 
Maintenance and a dispensary. See Figure 1.3 for graph of personnel strength. 
Bill e tin g . 
Housing of DODI AFSWP sponsored agencies was administered by the Field 
Command Support Group. Two dormitories and 52 house trailers were allocated by the AEC. 
The peak period, 13 October 1958, reflected an overload of 50 percent when 256 personnel were 
being billeted. 
Mot 0 r Pool 0 per a t ion. 
The DOD Motor Pool was activated 1 September 1958. Motor 
vehicles and trailers comprised 187 units. Vehicles were dispatched on a daily basis, with the 
exception of weekly dispatches, when justified. Seventy-one vehicles were on loan during the 
Operation (63 to AEC and 8 to Indian Springs Air Force Base). Three rental sedans were ac- 
quired from REECO for command administrative support. Twenty-four hour capability was 
established when necessary and all commitments met. 
Com mer cia 1 T r a f f i c Act i v i t Y . 
Operations were routine with no appreciable in- 
crease pertaining to the issue of travel requests, bills of lading, etc. 
Vehicle and Generator Maintenance. Fourth-echelon maintenance plus machine 
shop services were accomplished as capability permitted. Vehicles in long-term storage were 
put into operational use by DOD maintenance personnel and restoraged by contractor personnel 
at the termination of the Operation. Fifteen generators were used, and necessary maintenance 
was performed by REECO. Warehouse issue, Las Vegas local Purchasing and Contracting 
Office, and REECO served as parts agencies. 
F i s c a I . 
Authorizations totaling $400,000 were allotted by AFSWP for extra- military costs. 
Expenditures consisted of six object classes as follows: 


02 
03 
04 


$71,000 
2,500 
2,000 


07 
09 
99 


$ 
500 
55,000, and 
219,000 


(AFSWC $49,000, OA NTS $55,000, and AEC $115,000). 


1.16 
SUPPORT PHOTOGRAPHY 


The mission of Program 9 was to provide documentary and technical photographic support 
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Figure 1.3 Task Unit 3 personnel deployment. 


to participating DOD agencies. The documentary support consisted of both still and motion- 
picture coverage of project activities to depict the scope of the project's effort, and to show 
significant results of their effort, for historical and report purposes. Still photography, in 
support of projects for illustrating preliminary and final reports, was conducted by TU-7.1.1. 
Motion-picture coverage to be used in the production of a Weapons Effects Film was provided 
by JTF-7. Technical photography, such as high-speed, time-lapse, and function-of-time pho- 
tography, was ~urnished by TU-5 (EG&G). 
During the planning phase of Operation Hardtack, it became evident that the needs of the 
various projects for photographically-collected data would fall on the five military-effects 
events: two high-altitude-rocket detonations, one high-altitude-balloon detonation, and two 
underwater detonations. Because of the varied nature and location of the detonations, more 
extensive and sophisticated camera installations were needed than on any prior operation. As 
the test series proceeded, additional shots of military interest were added to further increase 
the complexity and number of camera stations. 
For the high-altitude-balloon detonation, RB-36' s were used with a back-up camera install- 
ation mounted on the USS Boxer. For Shots Teak and Orange, the RB-36's were used with 
back-up s .. rface and ground stations. 
The photographic equipment used for all three high-altitude detonations consisted of streak, 
high- and medium-speed motion picture, rapid-sequence still, and Zenith cameras, utilizing 
both color and black-and-white film. 
The photographic instrumentation for the two underwater shots was baSically the same for 
each shot. The stations common to both shots consisted of a camera station on Site Elmer; 
camera stations on Site Glenn; an LCU camera station anchored in the lagoon; an RB-50 air- 
craft directly over surface zero at 25,000 feet altitude; three C-54 aircraft orbiting at 20,000 
feet range at altitudes of 1,500 feet, 9,000 feet, and 10,000 feet; and one RB-50 aircraft which 
provided vertical aerial photographic coverage of the target array before and after each shot. 
For Shot Wahoo, an additional camera station was installed in the hold of the EC- 2 to record 
effects of a deep-water detonation on the ships' structure. 
For "',t Umbrella, in addition to the basic installations, a camera station was installed on 
a barge 20,000 feet from surface zero, another camera station was installed on Site Henry to 
photograph rocket firings, and a trimetrogon-camera array was installed on a H-19 helicopter 
to photograph wave action at two surface instrument platforms. 
In addition to the major portion of the photographic effort on the five military effects shots, 
a somewhat smaller effort was expended on some of the AEC diagnostic shots. A camera sta- 
tion was installed to rc::ord the effects of the thermal pulse on certain materials. Several 
aerial photographic surveys of craters produced by land surface detonations were accomplished; 
aerial· surveys were made to locate strings of gages placed in the water prior to several shots; 
and mosaics were flown on Johnston Island, and all the islands of both Bikini and Eniwetok Atolls, 
for planning purposes. 
Before the five original military-effects shots had all been detonated, two additional shots of 
DOD interest were added to the program: two very-low-yield surface bursts on Site Yvonne at . 
the Eniwetok Atoll. This necessitated the establishment of two camera stations to cover the 
Yvonne events, and the addition of some still and.motion picture documentary coverage of the 
two events. In all, the documentary coverage consisted of about 66,000 feet of original 35-mm 
Eastman color negative film from which a military-effects motion-picture film report will be 
prepared after the operation. 
For historical and report purposes, approximately 3,500 black and white still negatives were 
exposed during the operation. 
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1.17 
REPORTS 


For the Interim Test Report program of Operation Hardtack, the Reports Office was respon- 
sible for (1) coordination of the preparation of technical reports in accordance with AFSWP re- 
quirements; (2) administration of the review and approval process; (3) review of certain aspects 
of the overall technical content; and (4) detailed editorial review of all reports for organization, 
writing and printing style, and presentation of tables, illustrations, and equations. 
The Reports Office also provided limited library service of published technical reports con- 
cerned with military effects, and some drafting and illustrating service for project personnel 
and others connected with the DOD test organizations. 
Operation Hardtack produced the largest AFSWP report program of any nuclear test to date, 
some 80 reports. A special system of publication was designed to cover those projects whose 
shot participation was extended in time and geographical location. To expedite early distribution 
of the first phase of such project's activities, some ITR's were published as basic reports with 
later supplements, for example: ITR-1612-1, ITR-1612-2, etc. (The final teports of these 
projects will be under one cover, numbered, ·for example, WT-1612.) 


Each ITR draft was first reviewed by the appropriate Program Director, then by the Analysis 
-Officer and by the Editor of the Reports Office, and lastly for final approval by the CTU-3 (for 
EPG projects) or the Director, DOD Test Group (for NTS projects) and by the Technical Director, 
Dc/s WET, FC AFSWP. 
Final security classification of the approved manuscript was then de- 
termined by the Classification Officer and an appropriate distribution selected by the Reports 
Office, both based on jOint AEC-DOD and AFSWP criteria . 
. After completion of this test-site processing, the approved and classified manuscript was 
transmitted to Reports Branch, FCWT, at Sandia Base, where the report was prepared for 
printing (preparation of camera copy), a process that included additional drafting and illustra- 
tions and complete type composition, proofreading, and makeup into pages. (No changes in 
content were made after release of the report from the test site.) This camera copy was then 
transmitted to the Technical Information Service Extension, US AEC, Oak Ridge, Tennessee, 
for printing and distribution. 
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2.1 
INTRODUCTION 


Chapter 2 
SHOT WAHOO 


Shot Wahoo was the underwater detonation of a 10-kt nuclear device in the ocean off the south- 
western sector of Eniwetok Atoll. The device was detonated on 16 May 1958 at a depth of 500 
feet over a sloping bottom, which had a depth of 3,000 feet at the shot location. A target array, 
consisting principally of three destroyers and an EC-2 liberty ship, was moored in deep water 
at varying ranges and orientations from surface zero. In addition, manned destroyers and two 
manned and submerged submarines were operating near the test area. 


order 
to build ships and submarines to deliver 
e weapons, to know more about the radiological ef- 
fects and damage that ships will receive from underwater nuclear explosions, and in order to 
develop tactics for delivery of the new weapons, a great deal of information was needed. The 
underwater tests during Operation Hardtack were designed to supply the needed information. 
In order to achieve this general primary objective, the following specific objectives were· 


established for the various partiCipating projects: (1) measurement of the pressure-time his- 
tories of the underwater shocks as a function of distance and depth in support of ship damage 
studies and of the effects of refraction; (2) measurement of air blast and surface phenomena; 
(3) determination of the hydrodynamic yield of the weapon through a study of the time of arrival 
of the shock wave at intervals close to the weapon; (4) study of the vulnerability of ships to ra- 
diation; (5) study of contamination ingress into ships; (6) determination of the characteristics of 
the radiological environment; (7) determination of the hull loading and the response of surface 
and subsurface ships resulting from the underwater shock waves; (8) . determination of the ma- 
chinery response and damage by nuclear shock-induced hull motions; and (9) demonstration of 
a safe-delivery range for this specifiC burst depth. 
The test objectives of the underwater program, in summary, were to document the basic 
effects data with regard to initial and residual radiation, air overpressures, underwater shock 
pressures, crater measurements, mechanics of base surge, and radiological contaminants and 
to document the response of selected targets to underwater shock pressures. The purpose of 
the objectives was to provide information that would permit determination of safe minimum 
standoff distances for delivery of nuclear antisubmarine warfare weapons by existing vehicles 
and improvement in predictions of the lethal range of nuclear antisubmarine warfare weapons 
against submarine type and surface ship targets in shallow and in deep water. 


2.1. 2 Background. Prior to Operation Hardtack there had been only two underwater nuclear 
bursts, Shot Baker (Operation Crossroads) and the Operation Wigwam detonation. Crossroads 
Baker was a 23 ± 3 kt burst at a 90-foot depth in 180 feet of water. A major array, consisting 
of battleships, carriers, cruisers, destroyers, submarines (both surface and submerged), and 
merchant ships was subjected to the effects of this shot. 
The scarcity of scientific data obtained, however, seriously restricted the applicability of 
the observed damage to the general problem. This is particularly so, since the pressure pulse 
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in the shallow water at Crossroads Baker was made complex by multiple reflection from the 
bottom and surface, and was completely nonrepresentative of the deep-water cases. In addition, 
the machinery of these ships was not operating, making extrapolation of damage to operating 
ships highly uncertain. During Operation Wigwam, a 32 ± 3 kt device was detonated at a depth 
of 2,000 feet in approximately 16,000 feet of water. Here the emphasis was upon the determin- 
ation of submarine lethality. Three model submarines (Squaws) having diameters and scantlings 
four-fifths the size of the SS-567 submarine, were employed. These models had only simulated 
equipment. Damage to operating equipment was not considered. Surface ships in the Wigwam 
array were limited to instrument barges, and the shock motions recorded on these barges can- 
not be reliably interpreted in terms of damage to Navy ships. 
Considered from the attitude of safe delivery, the two previous detonations yielded little 
usable data. A major uncertainty existed in predicting the degree of response levels which 
would cause damage to operating equipment. Other questions existed regarding the response 
level generated by shallow-angle-of-attack shock waves; on the transmission of the shock mo- 
tions of the hull to the rest of the ship; and on other phenomena that had assumed new importance 
in nuclear weapon effects, such as radiation, refraction, cavitation, and reflection influences. 
Safe ranges established in operational doctrine prior to Shot Wahoo were affected by these un- 
certainties, as well as the uncertainties regarding radiation effects. Removal of the uncertain- 
ties would result in establishing the minimum safe ranges that would permit the development of 
the full delivery potential of ships and submarines. 
Planning for the underwater shots of Operation Hardtack began shortly after the end of Op- 


eration Wigwam. The Chief of Naval Operations apPOinted a group, (William J. Thaler, of the 
Office of Naval Research, as chairman) to draw up plans fOr fUrther underwater tests as a part 
of Operation Hardtack. The title of the group was Special Weapons Effects Test Planning Group 
(SWET) with representatives from Navy Bureaus, and the Chief of Naval Operations (CNO). Rep- 
resentatatives of AFSWP and of various laboratories and other agencies were invited to partici- 
pate and supply advice to the SWET Group. 
In order to make underwater weapon-effect predictions for surface ships and submarines 
under general conditions, it was necessary to understand more about radiation effects, as well 
as the entire range of transition from the production of free-field pressures in the water through 
final hull and equipment damage to the ship. 
This range of transition can be divided into the following phases: (1) generation of free-field 
pressures; (2) relation between the free-field pressures and both the loading and initial response 
of the hull (the interaction problem); (3) transmission of the hull motions to the remainder of the 
ship (the shock pattern throughout the ship); (4) relation between the hull velocities and the type 
and amount of damage produced in the ship's hull (hull damage); (5) relation between the magni- 
tude of shock level which is observed in the shock pattern throughout the ship and the resulting 
equipment damage (shock damage). 
In planning the underwater shots, it was considered desirable to have as ideal a shock wave 
as possible for at least the first several ship locations in order to obtain the most optimum re- 
lationships between the shock wave and Ship response. Furthermore, the shot geometry should 
be such that it would answer as many questions as feasible. The location of Shot Wahoo had to 
meet these requirements and, in addition, had to present a feasible operational situation. 
After consideration of many plans, it was decided that three destroyers and an EC-2 liberty 
ship would comprise the array. The destroyers would be placed at locations where effects would 
range from moderate-equipment damage to no damage. The EC-2 would be placed at a severe- 
hull-damage range. The array would include barges, for mooring ships and for support of proj- 
ect activities, and coracles, for data collection (Figure 2.1). 
In early test planning, Shot Wahoo was called Little Wigwam. After many meetings of the 
Special Effects Test Planning Group (SWET Group) and reports (SWET-l, 2, 3, 4, 5), the 
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SWET-'; report was tentatively accepted by CNO in December 1956. Comproml;;c,; reg:1:-dint; 
funds available. ships that could be used in the target :.l.rray, :lnd shot d:l'tes wcr': made. :lnd 
SWET-5 was approved by CNO, the Joint Chiefs of Staff. 3.nd the Secretary oi Detell:;~ (Rei~r­ 
ence 1). The date for Shot Wahoo was established in April 1957 as 1 June 1953. 
Me:mwhile. there wer'.~ in~ernational considerations, dis:lrr:!ament proposaL . ..l:.G t::c ,,·-::ssi- 
oiiity th3.t nuclear tests would be stopped. These f3.ctors I.::lused a deCision to be m:ld,~ tC :1c!v:lnco:' 
the date of Shot Wahoo by tWO weeks. This was done despite the 3.o':ice of oce:1nog:-:1pne:·s. 3.C:·- 
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Figure 2.1 Early planning array for Shot Wahoo. 
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ographers, :lnd naval experts who predicted extreme difficulties due to weather, heavy seas, and 
strong winds before 1 June. The directed date for Shot Wahoo was set at 15 May 1958. 
In May 1957, the Assistant Secretary of Defense directed th3.t a drastic reduction, from about 


S 28 million to S 20 million, be made in the DOD rese3.rch funds for Operation Hardtack. This, 
in turn, meant a cutback in the underwater program. 
The progr3.m as finally approved, shown in "Operation Hardtack Weapons Effects Progr:tm, " 


(Reference 2), was published by Headquarters, AFSWP, in August 1957 and sent to Field Com- 
mand, AFSWP, for final planning and implementation. 
Shot Wahoo was to simulat~ 


weapon detonated 500 feet below the surface, in water 3,000 feet deep. 
~ 
ApprclVed objectives, projects, project agencies :tnd funding breakdown are shown in Tables 


2.1, 2.2. and 2.3. 
No. attempt has been made to separate the costs of the two underwater shots, 


Wahoo :lod Umbrella; therefore, participation and funding for both are indicated in the tables. 
In June 1957, as 3. result of a meeting of certain Buships and AFSWP personnel and project 


oiiice!"s :lt the Long Beach ~aval Shipyard, the USS Fullam (00--474), USS Howorth (00-592) 
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TABLE 2.1 
PROJECTS AND AGENCIES PARTICIPATING IN SHOTS WAHOO AND UMBRELLA 


Project 


1~1 
1.2 
1.3 
1.5 
1.6 
1.11 
1.13 


2.1 
2.2 
2.3 


3.1 


3.3 


3.4 


3.5 
3.8 


6.7 
6.8 


Title 


Underwater Press~re Measurements 
Air Blast Measurements 
Surface Phenomena Measurements 
Free-Field Pressure Measurements 
Water-Wave Measurements 
Yield Measurement 
Hydrographic Survey 


Shipboard Radiation on Vulnerability 
Shipboard. Contamination lngress 
Characteristics of the Radiological 
Environment 


Special Charge Studies 


Shock Studies of Ships Machinery 
and Equipment 
Loading and Basic Target Response 
(surface ships) 
Hull Response (submarine) 
Damage Assessment 


Mine Clearance Studies 
Underwater Influence and Mine 
Reactions 


Agency 


Naval Ordnance Laboratory 
Naval Ordnance Laboratory 
Naval Ordnance Laboratory 
Naval ElectroniCS Laboratory 
Scripps lnstitute 
Armour Research Foundation 
Office of Naval Research 


Naval Radiological Defense Laboratory 
Naval Radiological Defense Laboratory 
Naval Radiological Defense Laboratory 


Underwater Explosives Research 
Division 
David Taylor Model Basin 


Underwater Explosives Research 
Division 
David Taylor Model Basin 
Bureau of Ships 


Naval Ordnance Laboratory 
Mine Defense Laboratory 


TABLE 2.2 
FUNDING FOR UNDERWATER-TEST PROJECTS 


Project 
Title 
AFSWP 
Navy 
Total 


1.1 
Underwater Pressure Measurements 
592,000 
800,000 
1,392,000 
1.2 
Air Blast Measurements 
472,500 
625,000 
1,097,500 
1.3 
Surface Phenomena Measurements 
30,000 
136,000 
166,000 
1.5 
Free-Field Pressure Measurements 
400,000 
400,000 


1.6 
Water-Wave Measurement 
89,000 
89,000 


1.11 
Yield Measurement 
150,000 
150,000 
1.13 
Hydrographic Survey 
60,000 
60,000 


2.1 
Shipboard Radiation Vulnerability 
486,400 
486,400 


2.2. 
Shipboard Contamination lngress 
273,300 
273,300 


2.3 
Characteristics of the Radiological 
681,800 
260,000 
941,800 


Environment 


3.1 
Special Charge Studies 
89,000 
211,000 
300,000 


3.3 
Shock Studies of Ships Machinery 
600,000 
600,000 


and Equipment 
3.4 
Loading and Basic Target Response 
1,051,000 
89,000 
1,140,000 


(surface ships) 
3.5 
Hull Response (submarinc) 
300,000 
300,000 


3.8 
Damage Assessment 
100,000 
100,000 


6.7 
Mine Clearance Studies 
100,000 
100,000 


6.8 
Underwater Influence and Mine 
300,000 
100,000 
400,000 


Reactions 


Support 
1,890,000 
500,000 
2,390,000 


Grand Total 
7,665,000 
2,720,000 
10,385,000 


Ships and Facilities, Navy (Target preparation) 
10,400,000 


Task Group 7.3 services 
No dollar value 
Target Array 
No dollar value 
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(Figure 2.2), USS Killen (DD-593), and SS Michael Moran (EC-2) (Figure 2.3) were selected 
from the reserve fleet as target ships. At this meeting of project officers, the shipyard was 
given preliminary information on what would be required. 
The Bureau of Ships was responsible for readying the ships, as such, activating the necessary 
ships' machinery, and preparing for mooring the array. The individual projects were respon- 
sible for their own planning, funding, instrument installation, and readiness. TG-7.3 was re- 


TABLE 2.3 
FUNDING FOR SUPPORT ITEMS OF UNDERWATER SHOTS 


Items 


Squaw rehabilitation 
Mooring targets 
Technical photography 
Weapon suspension and firing 
Timing signals 


AFSWP 


200,000 
540,000 
450,000 
300,000 
400,000 


1,890,000 


Navy 


500,000 


500,000 


Total 


200,000 
1,040,000 
450,000 
300,000 
400,000 


2,390,000 


sponsible for the operational problem of assembling the ships, barges, and equipment at the 
EPG and getting the target array moored. 
This division of responsibility required that close liaison and good working relationships be 
established early. To fill this obligation, the Bureau of Ships and Field Command, AFSWP, 
each sent resident representatives to the Long Beach Naval Shipyard as coordinators of the work. 
This arrangement was most beneficial in working out the many problems associated with the work 
being done. 
To assist the Commander, Field Command, AFSWP, in selecting proper target distances to 
accomplish the objectives of the tests, a panel of experts was appOinted with membership from 
BuShips, ONR, and Headquarters, AFSWP, under a chairman from Field Command, AFSWP. 
This gro"- had the title "Target Positioning Advisory Panel. " 


About 1 August, CNO designated the USS Bonita (SSK-3) (Figure 2.4) as the submarine target 
for Shot Wahoo. The destroyers and the EC-2 were taken into the Long Beach Naval Shipyard 
on 1 September 1957. The Bonita was taken to the San Francisco Naval Shipyard in November 
1957. 
. 
For Shot Wahoo it was planned to use eight Navy YC barges as mooring platforms for the tar- 
get ships and as floating instrument stations for various projects. The barges were procured by 
the Bureau of Ships, towed to Hawaii, and modified as necessary in the Pearl Harbor Naval Ship- 
yard. 


2.1. 3 Procedure. The A r ray. Shot Wahoo was fired against an array consisting of target 
ships and barges. The latter served doubly as mooring pOints for the targets and as floating sta- 
tions for various projects (FigUre 2.5). Also included in the array were the coracles (Figure 2.6), 
a new type of station evolved from the skiffs used during Operations Wigwam and Redwing. The 
planned distances and orientations of the major targets are shown in Figure 2.1. 
The N u c I ear De vic e . 
The suspension and firing systems for the nuclear devices were 
considerably simplified to reduce cost. Instead of the large barge used during Operation Wig- 
wam, telephone buoys were to be used for suspension. The firing panels were to be mounted in 
LCM hulls secured near the buoys. Firing signals were received by radio and transmitted for 
the LCMs to the devices by instrument cables (Reference 2). 


Fie e t Sup po r t . 
In addition to the target ships, there were 23 other ships present in the 
vicinity of Wahoo at shot time (Figure 2.7). 
Of these, the destroyers Mansfield, Benner, and 
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Figure 2.2 DD-592 Ex-USS Howorth. Shown in the Wahoo array with washdown in operation 
just prior to shot time. Surface zero was off the starboard beam of this ship. 


Figure 2.3 EC-2 Ex-Michael Moran. Shown in the Wahoo array with washdown in operation. 
Right center is the Number 2 barge with surface zero just off the right edge of the picture. 
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Figure 2.4 USS Bonita (SSK-3) being placed in the Umbrella array. In the background can 
be seen the YFNB-12 which acted as the instrument platform for the submerged Squaw and 
the USS Bolster, one of the work tugs of TG 7.3. The line of buoys to left of the YFNB 
supported the instrument cable to the submerged Squaw. 


and to provide project instrument platforms. 
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Orleck and the submarine, Sterlet, participated in a training exercise during the shot. The 
Bonita was not moored in the array, as had been intended, because of difficulties in mooring, 
due to rough weather. The other ships present were part of TG-7.3 and included the command 
ship, USS Boxer; the USS Monticello, used as a center of boat operations; the USS Renville, 
which was equipped to function as the radiological safety center; and the tugs and salvage ships 
used in mooring and which stood by for emergency target recovery, or salvage, if needed. 
Air Sup p 0 r t . 
Aircraft participated in the photographic missions necessary for technical 


Figure 2.6 Coracle, moored around the shot area. These special 
stations supported projects collecting radiation information. 


photography. Other assistance proyided by TG-7.3 and TG-7.4 included helicopters for radio- 
logical surveys, recovery of data, transportation of samples and personnel; and aircraft for 
cloud sampling and for air-sea rescue. 
Preparation of Targets. The scientific objectives of the underwater shots imposed 
several special requirements on the preparation of the target array. Some of these require- 
ments were unique in the history of weapons testing. 


One special requirement was for mooring the Shot Wahoo array in deep water. Small skiffs 
had been moored during Operations Redwing and Wigwam, and large ships had been anchored 
in very deep water. Shot Wahoo was different because it required the mooring of a large num- 
ber of ships, barges, and buoys in 3,000 to 6,000 feet of water and, yet, with such precision 
that some horizontal distances were specified to within 100 feet. The shot location selected was 
in the lee of Eniwetok Atoll, and, though some shelter from rough seas was thus obtained, the" 
conditions were essentially representative of the open sea. The mooring operations were planned 
and executed by TG-7.3 with the assistance of personnel from the Bureau of Ships (Reference 3). 
Another requirement was for unattended operation of ships' main and auxiliary machinery for 
long periods. Target ships in previous tests had all been in a cold-iron condition. The YAG's 
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used during Operation Castle were prepared for remote operation, but were not target ships and 
had simpler machinery systems. Since the shock damage to a piece of machinery is presumed 
to be more severe when the machinery is operating, and since personnel could not be kept aboard 
in the lethal radiation fields expected, automatic controls had to be devised and installed. This 
was accomplished on the three destroyer targets under instructions issued by BuShips and under 
the supervision of Project 3.8. 
A third requirement arose from the expected near-lethality of the shock the EC-2 would sus- 
tain. Should the ship sink in 3,000 feet of water, the scientific data collected, including the evi- 
dence presented by the damaged ship itself, and many tens of thousands of dollars, of instrumen- 
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Figure 2.7 Shot Wahoo: active ships around surface zero. 


tation, would be lost. To prevent this, the ship was given enough reserve buoyancy to float with 
the holds flooded. This was done by filling the holds with empty oil drums and improving the 
general watertightness of the ship. To provide stability and, at the same time, to simulate cargo, 
the holds were ballasted with water, concrete, and gravel. In this ship no machinery was acti- 
vated. 


Part of the preparation of the target array was to provide washdown systems on the ships and 


48 


.,' 


on the instrumented barges. This accomplished three objectives: (1) early boarding for recovery 
of data, (2) reduction of the magilitude of the decontamination effort required, and (3) simulation 
of the radiological condition aboard delivery destroyers, in a downwind location. 


2.1.4 Preparatory Operations. Three operations of significance were conducted before the 
operational phase began: (1) In November 1957 there was a trial of the barge mooring and of 
the device placement system off Oahu, Hawaii, in a depth of water approaching that expected in 
the EPG, 500 to 1,000 fathoms. These tests were successful and supported the feasibility of the 
plans. (2) During October 1957, a bottom survey in the area of the Wahoo and Umbrella sites 
was conducted, and other oceanographic data was obtained to assist in selecting the best positions 
for surface zero. This survey was arranged through ONR and later became a part of Project 1.13. 
(3) The high-explosive tapered-charge tests, Project 3.1, with the DD-592 as target, were con- 
ducted off Santa Cruz Island, California, in January 1958. 
These tests served to confirm the adequacy of planning before the targets were towed to the 


EPG and, in the case of the DD-592, fulfilled the high-explosive part of the objective of Project 
3.1 in comparing the shock motions produced by tapered-charge with those produced by nuclear 
detonation. All these tests were conducted by units of TG-7.3 except the oceanographic survey, 
which was done by ONR. The tapered-charge tests were under the technical direction of the 
Project 3.1 officer and under the technical control of Field Command, AFSWP. 


The tapered-charge tests were conducted from 17 to 25 January, and the DD-592 was returned 
to Long Beach Naval Shipyard for final preparation, prior to being towed to Eniwetok. 


Work on the USS Bonita (SSK-3) was completed in the San Francisco Naval Shipyard on29 


·January. The Bonita was then sent to San Diego for final preparation at the Naval Repair Facil- 
ity before departure for EPG. 


Following the tapered-charge tests, a meeting of the Target Positioning Advisory Panel was 
held in Washington. Distances to the target ships from Shot Wahoo surface zero were set as: 
EC-2, 2,300 feet; DD-474, 
feet; DD-592, 
feet; and DD-593, 
eet (Figure 2.8). 
In detailed planning of the mooring of the target ships by TG-7. 3 and BuShips, it was determined 
that Barge 3 was not needed. It was decided to merely omit this number, rather than confuse all 
previous planning by renumbering the other barges. Barges then would be, from the atoll, Num- 
bers 1, 2, 4, 5, 6, 7, 8, and 9. 


2.1.5 Test Operations. The operational phase of Operation Hardtack began with the mov~­ 


ment of personnel and equipment from the United States to the EPG. Ships, barges, and equip- 
ment were towed or transported from their respective shipyard or port. 


TOwing of the EC-2 began on 3 February and was completed at EPG on 1 March. Similarly, 
towing of the DD-474, DD-592, and DD-593 began in early March. The Bonita proceeded on 
her own power. All vessels arrived about 15 April. 
The barges readied by the Pearl Harbor Naval Shipyard were towed as completed, with the 
first tow beginning about 1 January. Heavy weather caused minor delays in the tow schedules. 
In general, however, the schedules were adhered to. The after engine room of the DD-592 . 
flooded during tow, because of a corrOded pipe plug, which was open to the sea. Heavy weather 
prevented immediate corrective action, but the engine room was later pumped out. Little dam- 
age to instrumentation was done, since only a few gages were installed there. The camera 
mountings remained watertight. The zero buoy and the barge were scheduled to be moored 
from 25 March 1958 to 1 May. 
TG-7.3 began mooring barges in late March and continued this work until just a few days be- 
fore the scheduled shot date, 15 May. Winds of 25 to 35 knots and seas 10 to 20 feet high were 
most unfavorable. Extreme difficulty was encountered in accomplishing the mooring, and the 
project work on various barges of the array. Since the barge decks had to be kept clear of 
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equipment until after mooring, delays in installing and checking out equipment resulted. Trans- 
fer of material to the barges was hazardous to personnel and equipment. Some supplies were 
lost over the side, and some personnel fell in the water while being transferred from boats. 
To assist in target preparations, TG-7. 3 had a repair ship, USS Hooper Island (AR 17), 
moored near Site Elmer. The three destroyers and Bonita were nested alongside the Hooper 
Island during the late field preparations. The EC-2 was moored close by. 
The USS Monticello, (LSD- 35), and the boats assigned from the TG-7. 3 Boat Pool provided 
transportation to the target array area and boat service between the barges and ships. Fre- 
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Figure 2.8 Wahoo target array at shot time, showing approximate water depths. 


quent changes in schedules, due to bad weather, had to be made to adjust to unexpected situa- 
tions; delays in getting on station were occasioned by the possibility of contamination from 
other shots; failur"e to get information resulted from overloaded communications and conflicting 
requirements. In the rush of last- minute preparations, two items assumed great importance: 
(1) Shot Wahoo Zero hour of 1100, 15 May, was established,-and (2) about a week before shot 
date, it became apparent to operational personnel that, due to difficult weather, it would be 
dangerous, if not impossible, to remotely submerge Bonita. Resurfacing would be hazardous, 
possibly leading to loss of the ship. Accordingly, CTG-7.3 made CNO aware of this concern 


50 


and advised CNO that it was planned to place Bonita to southeast of surface zero as a manned 
station at a safe range. The CNO concurred. Since TG-7.3 had already moored Barge 9, and 
Barge 8 was still to be moored, it was decided to simply tie _ Barge 8, which was completely in- 
strumented, to Barge 9, allowing the wind and sea to stream Barge 8 to seaward. Thus, the 
positions of Barges 8 and 9 were transposed. 
Earlier it had been planned for the target ships to be moored in the array about iour days be- 
fore shot time, but due to bad weather, this was not possible. Full-power runs of machinery, 
washdown systems, and timing signals were conducted in the lagoon. On 13 May, one critical 
anchor leg of a barge failed, and it was necessary to move the snot date to 16 May to repair this 
broken mooring. 


On 14 Mayall target ships were towed to the vicinity of the shot area for further tests of ma- 
Chinery, washdown systems, and timing runs. They remained under tow overnight. The EC-2 


TABLE 2.4 
DISTANCES OF TARGET ARRAY UNITS FROl\I SURFACE 
ZERO, SHOT WAHOO 


Ship 
Distance from 
Surface Zero 


ft 


YC-1 
EC-2 
YC-2 
-SZ- 
Z Barge 


YC-4 
00-474 
YC-5 
00-592 
YC-6 


YC-7 
00-593 
YC-9 
YC-S 


Distance from 


Mean Centerline 


ft 


142 5 


0 
24 5 


0 
47 N 


114 5 
149 N 
232 5 
232 5 
95 5 


47 N 


320 N 
166 5 
64 5 


True Headings 
of Ships 


30S· 30' 


249· 30' 


329· 00' 


242· 00' 


was placed in her moor on 14 May. On 15 May the destroyers were placed in the array moor, 
and the full-scale trial of the device placement was accomplished (Figure 2.10). The USS Grasp 
remained over surface zero during the night. 
During the late timing runs on 15 May, the lockout signal was, through error, not used, and 
all Project 2.3 coracle stations were triggered. In order to save the experiment, Project 2.3 
worked throughout the night, and a two-hour delay, until 1300, was called to give adequate time 
to rearm. 


Starting at 0900 on 16 May, the weapon was lowered into pOSition, final evacuation of the tar- 
get array was begun, and the USS Grasp left the zero-buoy area about 1100, while ships and 
boats moved to pre-selected positions south of surface zero to await the detonation. Several 
operational ships were deployed to the south of surface zero. Project personnel had permission 
to place limited instrumentation in the USS Orleck, USS Benner, and USS Mansfield. The ap- 
prOXimate locations of the target-array stations and the manned ships are shown in Figure 2.7, 
Figure 2.8, Figure 2.9 and Table 2.4. 
Between 1130 and 1145 the arming and firing party over surface zero asked for two I5-minute 
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Figure 2.9 Wahoo array looking from near surface zero down the destroyer line. 


Figure 2.10 Placing the Wahoo device. The USS Grasp is moored stern to the zero 
buoy in the process of transferring the device to the buoy. At the left can be seen 
the LCM platform which housed the firing racks and the small buoys supporting the 
instrument cable to the device. 
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delays to correct radio difficulties. Their difficulties corrected, the party was evacuated by an 
aircraft rescue boat at 1230. 
At 1330 on 16 May 1958 Shot Wahoo was detonated. 
Early recovery of some data, particularly that of a radiological nature, was accomplished 
before dark on 16 May~ 
On 17 May the target ships were hosed down, monitored, and data was recovered as safety 
considerations permitted. When all projects were ready, the ships were taken from their moor- 
ings and towed into an anchorage near Site Fred where decontamination was performed, using 
teams from the USS Renville. This was accomplished in about 4 days. 


2.2 
WAHOO BLAST AND SHOCK 


An accurate knowledge of free-field blast and shock phenomena from underwater detonations 
is one of the basic ingredients needed for determining lethal and safe-delivery ranges and for 
design of ship structures and machinery. Seven projects were involved in obtaining blast and 
shock or supporting data on Shot Wahoo: underwater pressure-time histories for use by ship 
damage projects; visible surface phenomena such as the spray dome, water column, base surge 
and water waves; air overpressures versus time; yield determination; and area oceanography. 
Data obtained was generally to be examined together with that of Operation Wigwam and of high- 
explosive tests in order to provide an ability to predict shock phenomena for any underwater- 
burst geometry. 


2.2.1 Wahoo Oceanography. In order to allow intelligent planning of the target array, in- 
cluding positioning of the device and anchoring of the target array, it was necessary to ascer- 
tain the composition and characteristics of bottom sediments and the relief and slope of the 
ocean bottom, well in advance of Shot Wahoo. This work was accomplished during September 
and October 1957, by personnel from ONR, Columbia University Geophysical Field Station 
(CUGFS), U. S. Naval Mine Defense Laboratory (USNMDL) and the U. S. Navy Hydrographic 
Office (HyDro), with the U. S. Fish and Wildlife Service Motor Vessel, Hugh M. Smith. Some 
of the 1957 work was reported in the ITR of Project 1.13 (Reference 4), ITR-1608, which en- 
compassed additional oceanographic work in the Shot Wahoo surface-zero vicinity. The final 
WT report by this project will cover the entire oceanographic picture. 
B 0 tt 0 m Sur v e y . 
Difficulties experienced during Operation Wigwam with a towed-target 
array made an anchored array on Operation Hardtack desirable. Work accomplished with the 
motor vessel Hugh M. Smith showed that the ocean floor was composed of fine-to-coarse coral 
sand which would permit anchoring of the array. Additional samples were taken from the USS 
Rehoboth during the operational phase of Operation Hardtack with KuJ,lenberg and Phleger corers. 
These samples again showed the bottom consisted of blocks of coral and calcareous algae near 
the atoll shore, grading into a fine calcareous sand beyond the 600-fathom depth. 
o c e anD e p t h. The bathymetric survey conducted by the Columbia University Field Sta- 
tion showed the Shot Wahoo site bottom to be smooth, with a very steep slope. Depth of water 
along the array is shown in Figure 2.8. Surface zero, as shown by this figure, was at a water 
depth of about 3,200 feet. 


Sou n d Vel 0 cit y. HyDro made preshot bathythermograph (BT) observations from barges 


YC-4, YC-5, and YC-7 and obtained additional BT profiles from the DD-593 at minus 15, minus 
5 and minus 1 minutes. Target ship locations are shown in Figure 2.8. Data, similar to that 
from the DD-593, were lost for the DD-592 and DD-474 due to failure to receive timing signals. 
Preshot data showed significant changes can occur within a short time interval. Figure 2.11 
shows such changes between 1100 and 1200 hours on D- 6. Figure 2.12 presents the extrapolated 
sound-velocity distribution along the array at shot time. At the DD-593, the cross section was 
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Figure 2.11 Comparison of BT observations at 1100 and 1200 of Shot Wahoo minus 6 days . 
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based on the minus-I-minute B~ trace. The remaining portions of the cross-section were ex- 
trapolated, utilizing information on periodicity of temperature changes obtained from previous 
observations. 


2.2.2 Hydrodynamic Yield Determination. General experimental procedure for determining 
hydrodynamic yield is described in Section 3.2.2. On Shot Wahoo, Armour Research Foundation 
(ARF) failed to obtain necessary data on shock-arrival times close-in to the device. Three 


~eeks' effort was lost in trying to place telemetering and other equipment in the buoy which was 
to support the weapon. Normal transportation difficulties associated with large ship movements, 
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. Figure 2.12 Extrapolated sound velocity cross section along the array at Wahoo shot time. 


frequent inability to work due to sea conditions, and necessary restrictions of work to daylight 
hours, all combined to seriously limit work accomplished in the buoy. The project did succeed 
in instrumenting another surface-zero platform, a barge section, starting on D - 11. However, 
after the barge section was moved from dry land to the shot site early on D - 1, reception was 
questionable. Finally, the telemetering system was joined to the pressure-switch strings in 
the hope that reception would improve, once a nearby tug, used for lowering the weapon, de- 
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parted. During the attachment process, the delicate doppler cable was crimped between the 
barge and tug, and rendered useless. It was still hoped that the pressure-switch system would 
provide data, but reception remained inadequate through shot time, despite continued attempts 
to improve the signals. No data were obtained. 


2.2.3 Underwater Shock Pressures. Free-field underwater-pressure data were needed pri- 
marily for sl:.'p-damage projects.· The source, intensity, and time history of all pressure pulses 
near target vessels were desired, since this data forms the first step in the sequence of fre.e- 
field pressure to loading to response to damage. In addition, pressure-time (p-t) measurements 
at various depths and ranges from the burst were desired in order that the effects of refraction, 
reflection, and cavitaqon could be studied. 
B a c k g r 0 u n d . 
Shot Wigwam was the only previous underwater nuclear shot· in deep water. 
Pressure-time histories, as measured during Operation Wigwam, were in good agreement with 
theoretical predictions (Reference 5). It was considered, therefore, that satisfactory predictions 
of the most important shock-wave parameters could be made for isovelocity water conditions. 
Shot Wahoo data were desired, nevertheless, to check Shot Wigwam results. Approximate equa- 
tions for isovelocity water obtained from Shot Wigwam data for the shock-wave parameters of 
peak pressure and impulse were: 


I 


(WR 
I/3)1.13 
4.38 X 106 


( 
WRtl3) 0.91 


1.176 X 104 W I /3 


psi 


psi-sec 


Where W is the yield expressed in kt and R is the slant range in feet (NavOrd 4500). 


(2.1) 


(2.2) 


Op 
.tion Wigwam results broadly confirmed the shape and values of the peak-pressure field 
predicted, considering refraction effects. However, predictions of a large pocket of pressures 
well over 800 psi in the range between 12,000 and 17,000 feet were not confirmed as data was 
not obtained in this region. Accordingly, full verification of the importance of refraction and of 
the prediction methods of Brockhurst and others was not obtained. It was hoped that Shot Wahoo 
would provide this verification. 
Pressure waves rdlected from the air-water surface are negative, and reduce the pressure 
behind them to a pOint where cavitation can take place. The region near the surface will, there- 
fore, be momentarily filled with bubbles whose collapse may produce a pressure pulse as great 
as the direct shock in areas close to the cavitation region. A number of TNT tests have shown 
definite evidence of this pulse and a few measurements of cavitation collapse were obtained on 
Operation Wigwam. Since the exact mechanism of collapse, and size of pulse duration and am- 
plitude were not known, measurement and interpretation of the cavitation pulse were objectives 
on Shot Wahoo. 


During Operation Wigwam, the shock wave reflected from the bottom had a greater apparent 
effect on ships at a 30,000-foot range than did the direct shock. While neither shock was dam- 
aging at 30,000 feet, there appeared to be small regions of focusing at 15,000 feet and closer, 
where the reflected wave could have been damaging. Shot Wahoo was expected to provide addi- 
tional information about the importance of reflected waves. Also of interest was any screening 
effect of the cavitation bubbles upon the bottom reflection. 
E xp e rim e n tal PIa n. 
Two projects, Navy Electronics Laboratory (NEL) and the Naval 
Ordnance Laboratory (NOL), participated in measuring Wahoo underwater pressures at ten 10- 


56 


" 


cations. Four of the NEL stations were on barges (YC's 
_ 
downwind and the fifth was on the DD-593 
YC-1, EC-2, DD-474, DD-592, and DD-728 at ranges 
feet respectively. 
NEL used the same equipment as on Operation Wigwam, except for new magnetic-tape re- 
corders. Recording equipment was self contained in 7-by-7-by-8-foot huts. After the barges 
had been moored, the huts, along with booms, winches, and gage strings had to be placed aboard. 
NOL instrumentation was also similar to that used on Wigwam; the circuitry and packaging of the 
magnetic recording units had been improved, and electronic gages were somewhat modified. 
The primary measuring instruments used by NOL were tourmaline-piezoelectric gages. 
Twelve to fourteen gages were equally spaced, down to 2,000-foot depths. A few Wiancko 
variable-reluctance gage's were also used on the electronic-gage strings. NOL used ball-crusher 
gages at depths of 50, 100, and 150 feet, and mechanical pressure-time gages down to depths of 
140 feet to augment data in the near-surface regions .. NEL, at its YC-4 station, used 16 piezo- 
electric gages,spread at 50-foot intervals, down to 800 feet. Data from this station was telem- 
etered, since there was a possibility the barge would not survive. At the other four NEL stations, 
ten piezoelectric and variable-reluctance gages were alternated at 100-foot intervals down to 
1,000 feet. Three ball-crusher gages were also attached at each electronic-gage position at 
these four stations. 
Res u 1 t s . 
Both NEL and NOL experienced considerable loss of data. Failures in ships' 
circuits between EG&.G timing-signal stations and power supply caused loss of all electronic 
data on the two close-in destroyers. One of two NOL recorders on the EC-2 failed to operate, 
due to water leal,age from the washdown. MPT data on DD-474 was lost on D - 1 when a tug 
pre-initiated the gages during the process of repositioning the destroyer. NEL magnetic re- 
corders failed to record properly on YC-5 and YC-6 for unknown reasons. On the YC-8, gen- 
erators failed prior to shot time. Only one string of NEL ball-crusher gages, DD-593, survived 
the shot. This string was lost during recovery operations. 
The variation with slant range of peak underwater overpressures obtained on Shot Wahoo are 
shown in Figure 2.13. Peak pressures ranged from 45 to 1,840 psi. Ball-crusher peaks were 
somewhat smaller than electronic data at comparable depths. The correlation of data from close- 
in deep gages with the free-water curve (10 1.1:) confirms scaling Equ<Ltion 2.1 for isovelocity 
conditions developed from Wigwam data, since at deep levels and short ranges one would expect 
little refraction or surface effects on peak pressures. Figure 2.14 shows a plot of the data and 
predicted peak overpressure contours based on an average thermal structure for the Eniwetok 
area. It remains to be seen whether a better fit will result when contours are computed, based 
on the more realistic thermal structure shown in Figure 2.12. However, Wahoo data are too 
scanty to make a good evaluation of current techniques for computing departures from isovelocity 
values, due to refraction effects. 
Pressure-time histories at several locations are shown in Figure 2.15. It is to be noted that 
the wave form at the EC-2 is much as expected ideally, whereas those at the DD-593 show con- 
siderable distortion due to the refraction influence. For the DD-593 records, the origin of the 
time scale was taken as the arrival time of the main shock at the 100-foot depth. 


EPT and MPT data obtained on Shot Wahoo are summarized in Table 2.5. Bottom reflections 
had peaks around one seventh of the main pulse at the EC-2 range, but were about equal in 
strength to the main pulse at the DD-593. However, surprisingly, no bottom reflection was 
noted on the DD-593 records for depths less than 400 feet. Pulses due to cavitation collapse 
were much weaker than reflected pulses at a range of 2,000 and 3,000 feet, and were not ob- 
served at the range of the DD-593. 
Table 2.6 compares measured durations from shock-wave arrival to cut-off against computed 
isovelocity water values for selected EC- 2 and DD-593 gages. Cut-off times were arbitrarily 
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Figure 2.13 Underwater pressures versus range, Shot Wahoo. 
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Figure 2.14 Comparison of peak underwater pressures 


with predicted contours, Shot Wahoo. 
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TABLE 2.5 
SUt-It-IAlty OF EPT AND IIIPT UNDEHWATEH SllOCK DATA, SllOT WAllOO 


llol"izonlal 
Hange 


fl 


(DD-593) 
(DD-593) 
(DD-593) 
(DD-72S) 
-72S) 


• MPT gages. 


------------------.------ ----------_ 
.. __ .. __ .. _--------- 
Gage 
____________ ~~li_I~_~!I~)(___ 
Cavitation Pulse 
Bottom Reflection 


I 
I 
Peak 
Tillie of 
DUI·alion of 
Peak 
Time of 
Peak 
Time of 


)upll 
Pressure 
An·ival 
Positive Phase 
Pressllre 
An·ival 
PresslIl'e 
Arrival 


fl 
I)~---------ll-l;;-e-;;----m_;;_;:;-c---~---psi----- --I;~cc-----Psi-----'-msec --- 


100 
1,8·10 
10.1 
90 
1,3:10 
4,10 
300 
1,3!l0 
4:1U 
22 
124 
li4.J 
ISS 
1,000 
S25 
1,liOO 
,1:17 
5!l 
47 
740 
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S!JO 
1,000 
1,530 
447 
71 
15 
782 
220 
SOl 


1,525 
1,<\60 
483 
102 
240 
752 
1,875 
1,3·10 
512 
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·15 
!lliO 
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68S 
!lot 
!l61 
120* 
1,0!l0 
!l0· 
9S1 
24'1 
455t 


100 
187 
1.1 


200 
105 
300 
110 
0.6t 
3.li 
,100 
140 
2. :It 
.1. 3 
l1S 
5:12. !It 
500 
102 
5.11 
[,.2 
140 
627.71' 
600 
135 
7.!l1 
5.6 
!l0 
517.11- 


700 
145 
11.5t 
105 
50S.7"t 
SOO 
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16.1t 
6.2 
170 
500.3t 
!l00 
136 
21.2t 
113 
4!16.21- 
1,000 
145 
25.1t 
7.6 
1-15 
468.3t 
50* 
45 
1.9 
102 
4651 
100* 
52.4 
1..6 
10-1 
460t 


t Aftet· arrival of main shock at 100-foot station at same range. 
t After arrival of main shock. 


taken as the time the pressure returned to zero in cases where the arrival of the surface reflec- 
tion was uncertain. Isovelocity values were obtained from graphically-computed differences in 
path length of the direct and reflected waves assuming a con~tant wave velocity of 5,000 It/sec 
and ideal reflection. The agreement between the measured and comouted durations was rather 
good at the EC-2 .... 
foot range), but was poor at the DD-593"foot range) and increas- 
ingly so, with depth. Inspection of Figure 2.12 indicates that many of the differences can be ex- 


TABLE 2.6 
DIRECT SHOCK WAVE DURATIONS, SHOT WAHOO 


Gage Depth 


it 


100 
300 
500 
SOO 


825 
1,000 
1,525 
1,825 


25 


66 


109 
125 


2.2 
6.8 
13.2 
19.8 


22.0 


22 


59 
71 


102 
120 


1.1 
3.6 
5.2 
6 .) 


7.6 


plained by the velocity structure of the water. For example, the direct ray, in going to DD-593 
gage pOints below a depth of 400 feet, apparently must travel through the strong velocity gradient 
of the thermocline so that strong refraction may increase its trajectory length. On the other hand, 
the reflected ray will travel at a higher velocity and with less refraction, since a great portion of 
its trajectory is in the 5,050 ft/sec isovelocity region above the thermocline. 
In order to provide a rough estimate of a bottom-reflection coefficient, calculations were made 
of bottom-reflected pressures expected, based on Equation 2.1. The distance traveled by the 
bottom-reflected wave was calculated by adding slant range to the hypothetical distance found by 
multiplying the difference in arrival time of the main shock and reflected wave by an assumed 
sound velocity of 5,000 ft/sec. Results shown in Table 2.7 indicate an average reflection co- 
efiicient of 0.30 for EC-2 gages and 0.48 for DD-593 gages. Since errors in the computed dis- 
tance traveled by the bottom reflection are much more probable for the DD-593 gages, the value 
of 0.30 for reflection coefficient is preferred. 


2.2.4 Visible Surface Phenomena. It would be desirable to be able to predict the size of the 
spray dome, water column, plumes, base surge, and other visible-surface phenomena from ,a deep 
water shot. The amount of water forced up is important because it has a definite bearing on the 
water waves formed, which can cause damage to nearby land areas; and because it is the source 
of the base surge, which flows out following water collapse. It is felt that base surge is pri- 
marily responsible for deposits of contamination from an underwater explosion. 
Visible-surface phenomena were recorded by timed technical photographs from four surface 
stations and four aircraft flying around, or directly over the burst. Viewed from the air, the 
first visible evidence of the Wahoo \Jurst was an expanding disk on the water surface, consisting 
of a white patch with a dark fringe, which indicated arrival of the shock wave. The dark fringe 
was the direct shock-wave slick, whereas the white patch, which reached a maximum radius of 
1,600 feet, was the spray dome thrown up by the direct shock wave. At about 0.58 second after 
first appearance of visible surface effects (SZT), a jagged white ring appeared at a radius of 
about ~, 100 feet and grew rapidly inward to a 1,500-foot radius at 0.71 second, leaving a white 
annulus around the spray dome. It is believed that this jagged white ring and ensuing annulus 
were spray thrown up by the cavitation pulse; time of occurrence is in rough agreement with 
cavitation-pulse time observed by underwater pressure gages at the EC-2. 


At about one second after surface-zero time, additional dark slicks and white-spray patches, 
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due to shock-wave reflections from the ocean bottom, appeared in the neighborhood of the EC- 2. 
These slicks expanded rapidly but unsymmetrically from their pOints of origin, leaving isolated 
white patches of spray in the region between the burst and the reef. These scattered patches 
are believed to have been points where the bottom-reflected shocks were focused by bottom ir- 
regularities. 
From surface stations, first Visible effect was the .shock wave transmitted to the air above 
the water-air interface. Immediately thereafter, a ball-shaped dome of spray was visible. 
Figure 2.16 shows the development of the dome, which reached a maximum height of 940 feet at 
about 7 1'2 seconds. First evidence of the formation of the primary plumes appeared at about 1 
to 2 seconds after surface zero time in the midst of the spray dome at an altitude of 300 to 400 


TABLE 2.7 
BOTTOM REFLECTION COEFFICIENTS, SHOT \VAHOO 


Vessel 


EC-2 
EC-2 
E--2 
EC-2 


00-593 
00-593 
00-593 
00-593 
00-593 
00-593 


Gage 
Depth 


ft 


300 
825 


1,000 
1,875 


400 
500 
600 
700 
800 
1,000 


Distance 
Slant 
Traveled 
Range 
by Bottom 
Reflection 


it 
it 


5,160 
4,630 
4,430 
3,560 


11,544 
11,505 
11,435 
11,372 
' 11,317 
11,208 


Calcul:J.ted 
Measured 


Bottom 
Bottom 
Reflection 
Reflection 


PressuI'e 
Pressure 


psi 
psi 


670 
188 


740 
226 
790 
220 
l,llOO 
~37 


265 
118 
266 
140 


267 
90 
269 
105 


271 
170 


275 
145 


Pressure 
Ratio 


0.28 
ll.31 
0.28 
0.34 


0.45 
0.53 
ll,34 
0.39 
0.63 
0.53 


feet. Growth of the plumes is shown in Figure 2.16. The plumes reached a maximum height 
of about 1,760 feet and diameter of about 3,400 feet at 15 1/ 2 seconds. Plume collapse is shown 
in Figu_ 
2.17, with the bulk of the water falling back into the ocean. The portion remaining 
air- borne, known as base surge, was clearly distinguishable 25 seconds after surface zero 
time. 
It was roughly circular in shape, As the surge clouds progressed outward (Figure 2.17), 
they thinned out considerably and became quite patchy. Patches of the surge cloud were still 
visible at 12 minutes. 
With passage of the base surge, the well defined white-circularpatch of Figure 2.17 was ob- 
served around surface zero. This patch had a radius of about 3,800 feet at 3 minutes. A foam 
ring was still barely visible at 17 minutes', with a radius of 4,300 feet. This reSidual ring was 
believed to be due to a st,rong circulation caused by the gravity rise of the shot bubble. Water 
spread out radially from surface zero, resulting in an accumulation of foam at the edge of the 
patch as seen in Figure 2.17. It is reasonable to assume that the residual patch coincided with 
the region of contaminated surface water. 


2.2.5 Air Overpressures. The air-overpressure field developed by underwater detonations 
is of particular interest for definition of ranges at which low-flying aircraft can safely direct 
atomic attacks against submarines. The only available overpressure data for deep-water shots 
had been from high explosive tests. During Shot Wahoo, NOL obtained air-overpressure data 
by. employing two near-surface stations at the EC-2 and DD-474, and two balloons anchored on 
the EC-2 and YC-1, with mechanical gages at 500- and 1,000-foot altitudes. Electronic gages 
used were ultradyne type, diaphragm-inductance gages. The mechanical-gage-pressure sys- 
tem was the same as that used on rockets during Shot Umbrella and is described in Section 3.2.5. 
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Figure 2.16 Growth of Shot Wahoo plume. 
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Figure 2.17 Plume collapse and base surge. 
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Re s u 1 t s. Air-blast data obtained on Shot Wahoo is summarized in Table 2.8. The two 
balloon-borne gages at the EC- 2 were lost, because the balloon broke away prior to recovery. 
The near surface, ultradyne gage at the DD-474 did not record, due to failure of power supply 
to the central timing-signal center. Maximum pressure recorded was 0.21 psi, at 30-foot alti- 
tude an~oot ground range. At least two peaks of approximate like values were observed. 
The first pulse is thought to have been produced by the underwater-shock wave being transmitted 
across the water-air interface. The second pulse is thought to have been produced by the ex- 
plosion bubble, the air shock being created either by bubble movement of the water or venting of 
) 
hot gases from bubble to air, Or both. The second peak on the mechanical-gage record at 30- 
foot level at the EC- 2 was obscured by many oscillations in the record. This was probably due 
to the whipping of the boom on which the gage was mounted. The electronic-pressure-time rec- 


TABLE 2.8 
SUMMARY OF AIR BLAST DATA, SHOT WAHOO 


First 
Second 
First 
Second 


Gage 
Location 
Range 
Altitude 
Shock 
Shock 
Shock 
Shock 
Pressure 
Pressure 
Arrival 
Arrival 


ft 
ft 
psi 
psi 
sec 
sec 


Ultradyne 
EC-2 
30 
0.18 
0.11 
0.48 
1.08 


Mechanical 
EC-2 
30 
0.21 
Obscured 
0.52 
Obscured 


Mechanical 
YC-1 
500 
0.12 
0.17 
1.10 
1.58 


i\lechanical 
YC-l 
1,000 
0.08 
0.14 
1.40 
1.92 


ord at the same EC- 2 station is shown in Figure 2.18, along with the first and second pulses from 
the 500-foot balloon gage at the YC-l. These wave forms are similar to those produced by high- 
explosive-underwater explosions. Shot Wahoo air-blast pressures of the first shock pulse are 
compared with predictions based on high-explosive work in Table 2.9. These predictions were 
made by cube-root scaling of extrapolated 32-pound TNT data. There is good agreement between 


TABLE 2.9 
COi\lPARISON OF PEAK AIR OVERPRESSURES 
WITH PREDICTIOI\S 


Gage 
Range 
Altitude 
Shot Wahoo 
HE 


Pressure 
Pressure 


ft 
ft 
psi 
psi 


Ultradyne 
30 
0.18 
0.22 


Mechanical 
30 
0.21 
0.22 


Mechanical 
500 
0.12 
0.11 


Mechanical 
1,000 
0.08 
<0.01 


measurements and predictions. However, no firm conclusions on scaling high explosives to nu- 
clear data can be drawn because of the small amount of data available. 


2.2.6 Deep-Water Waves. One of the deep-underwater-shot objectives was to document wh.ter 


waves and inundation caused by the detonation. The data was desired to further understand gen- 
erative processes; propagation characteristics, and inundation. Operation Wigwam, the only 
previous nuclear deep-water test, yielded a limited amount of wave data. 
Ex per i men tal P ran. 
Water-wa ve- measurement stations established by the Scripps In- 
stitution of Oceanography (SID) for Shot Wahoo are shown in Figure 2.19. The pressure-time 
(p-t) station near the Site James shore line was simply a strain-gage pressure transducer con- 
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nected by electric cable to a shore-based strip-chart recorder. The transducer was installed 
in 52.7 feet of water and operated asa differential gage with reference to sea-level changes. 
This unit 
Mk VIII wave recorder, was identical to those used on Operations Castle and Red- 
wing. Five other underwater p-t sensors (compliant bladders) were attached to deep-sea moor- 
ings at 100-to-150-foot depths. The bladders were connected by a pressure-transmitting hose 
to a modified BRL self-recording gage. The BRL gage had an aneroid-type sensor which drove 
a recording stylus over a battery-driven, chronometrically-governed, glass disk. The normal 
speed of the disk was changed and the units were accessorized with a pressure-reserve tank, 
solenoid-actuated air valves, ·suitable plumbing, battery-power supply and circuits for receivi:1g 
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Figure 2.18 Air overpressure records, Shot Wahoo. 


timing signals. The entire recording package was installed in NRDL coracles (doughnut-shaped 
floats, about 10 feet in diameter) and connected to the hose leading to the bladder below. Two 
pitch-and-yaw systems were installed on destroyers; these were essentially a set of gyros which 
fed information to a strip-chart recorder. The gyro systems were capable of measuring pitch 
variations up to :: 30 degrees and yaw to ±60 degrees. Finally, several cameras were installed 
on sites to photograph wave action on target ships or on wave poles installed on reefs. Figure 
2.19 shows the camera station on Site James. 
Res u 1 t s . 
The Mk VIII record, Figure 2.20, shows the first water-wave disturbance ra- 
diating from surface zero to be a trough about 0.6 foot in depth. None of the other subsurface 
p-t units or gyro units provided any data, due primarily to timing-signal problems. However, 
photographs of ship motion confirm that the initial disturbance, as in Operation Wigwam, was 
a trough; at the EC-2, it was six feet in depth and arrived at H + 24 seconds. Figure 2.20 also 
shows that the third and fourth troughs were considerably deeper than the following crests. This 
unbalance may have been caused by loss of water due to passage over the reef into the lagoon, 
and/or a reflectance effect. 
As shown by Figure 2.20, the highest wave crest was about 10 feet, near the reef line. Pho- 
tographs of wave poles in the same vicinity show maximum-wave heights had increased to 18 
feet above tide stage over the reef. As a result, Site Irwin and the southeast part of Site James 
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Figure 2.19 Water-wave measurement stations, Shot Wahoo. 
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Figure 2.20 Subsurface pressure as a function of time, Station 160.03, Site James, 
Shot Wahoo. Test was at 1330 on 16 May 1958; tide stage was plus 3.5 feet; depth of 
transducer was 52.7 feet; range from surface zero was 7,025 feet on bearing of 
7 degrees 26 minutes true. 
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Figure 2.21 Inundation elevations for Site Irwin. Elevations are in feet above tide stage. 
Average elevation of island above tide stage was plus 6 feet. Range was 8,000 feet. 
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received considerable inundation damage. Results of a postshot survey of Site Irwin are shown 
in Figure 2.21. As can be seen from this figure, waves reaching Site Irwin approached approx- 
imately along a line normal to the reef. Inundation effects decreased rapidly with increasing 
angles away from the normal to the reef line, to the pOint where sites such as Glenn received 
negligible flooding. 


2.3 
NUCLEAR RADIATION EFFECTS 


2.3.1 General. Three projects of Program 2 were devoted to the documentation of nuclear- 
radiation phenomenology from underwater detonations. Basically, it was the purpose of these 
projects to document the gross gamma free-fields produced about the pOints of burst, to meas- 
ure the consequent dose rates and dosages generated on destroyer-type-target ships, and to 
evaluate the hazards generated by the ingress of the resultant contaminants into the interior of 
these ships. 


2.3.2 Objectives. The particular objectives of the nuclear-radiation projects were to: (1) 
measure the complex gamma field at a number of positions within 10,000 yards of the under- 
water detonations as a function of time, (2) collect samples of the air-borne debriS produced, 
(3) document the gamma-radiation fields aboard three moored destroyers exposed to the radio- 
logical environment at locations of possible operational interest, (4) determine the shipboard 
transit (remote source) and contaminated water gamma-radiation fields, (5) measure the gamma- 
ionization decay of a fallout sample collected on a destroyer a few minutes after shot time, (6) 
determine if an inhalation hazard existed within a destroyer-type ship due to ingress of contam- 
inants via ventilation or combustion air systems, (7) estimate the external gamma-radiation dose 
and dose rate due to i~gress of contaminants, and (8) measure particle-size distribution of in- 
gress contaminants in an attempt to correlate biological dosimetry and physical measurements. 


2.3.3 Background. With the advent of nuclear weapons for antisubmarine warfare, it became 
essential that the effects of underwater detonations of such weapons on surface-delivery craft 
be experimentally determined. The definition of a safe standoff distance with respect both to 
physical damage and nuclear radiation was of prime importance in the development of tactical 
doctrine involving these weapons. To obtain sufficient data to permit an eventual operational 
analysis to determine the safe radiological standoff distance for various tactical maneuvers, 
measurements of both the gamma free field and resultant shipboard phenomena were required. 
Prior to Operation Hardtack the only underwater nuclear detonations were Shot Baker of 
Operation Crossroads and the one shot of Operation Wigwam. Neither of these two shots yielded 
measurements of gamma dose rate or gamma dose as a function of time and distance which were 
suffiCiently detailed to permit reliable prediction of these phenomena in other situations. Al- 
though some gamma-field data was obtained during Operation Crossroads (References 6 and 7) 
and Operation Wigwam (Reference 8), the available pre-Hardtack information was fragmentary 
and insufficient for accomplishment of a satisfactory operational analysis. In general, early 
time-based data was lacking, and too few data pOints were available for the construction of re- 
liable gamma-dose contours. 
The available data in the area of shipboard radiation effects from underwater detonations was 
also limited. For the purpose of an operational analYSiS, extensive and detailed information 
was required on: (1) the various radiation sources generated by the underwater detonation, in- 
cluding remote, enveloping or surrounding, and shipboard sources; (2) the attenuation afforded 
by ships' structures and machinery, and (3) the ingress of contamination into the ships' interior 
and resultant radiological hazards. 
Although investigations of gamma-radiation sources outside the ship had been performed for 
a fallout environment during Operation Castle (Reference 9) and Operation Redwing (Reference 
10) and to a limited extent on the Wigwam underwater detonation (Reference 11), the informa- 
tion obtained was neither sufficiently complete nor, in some cases, directly applicable to the 
underwater weapon-delivery problem. 
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Ship radiation-shielding studies conducted prior to Operation Hardtack (Reference 10) indi- 
cated that radiation attenuation was dependent on ship geometry, the changing geometry of the 
several radiation sources with respect to the ship, and the gamma-energy spectra, which 
changes with time and weapon. In order to extend the range of relationships between shipboard 
situation and radiological environment to cover conditions directly applicable to the weapon de- 
livery problem, it was necessary that typical delivery ships (destroyers) be instrumented and 
exposed to the dynamiC radiological phenomena resulting from the underwater detonations of 
Operation Hardtack. 
The contamination-ingress problem first became apparent after the Baker Shot of Operation 
Crossroads. Eighteen months after this shot, studies of the after-engine-room ventilation sys- 
tem of the USS Crittenden indicated that personnel in this compartment would have been exposed 
to lethal quantities of radiation due to ingress of radioactive aerosol, had the ventilation system 
been open or operating (Reference 12). As a result of this finding and those of other supporting 
laboratory and theoretical studies, tests were conducted on the ventilation and boiler-air sys- 
tems of ships (YAG 39 and 40) subjected to fallout from surface megaton detonations during 
Operation Castle (Reference 9). It was learned that the average activity concentration in un- 
protected ventilation cubicles was of the order of 0.02 percent of the average weatherside con- 
centration and that it could be reduced substantially by use of paper filters or electrostatic 
precipitation devices. These findings, however, pertained only to a fallout environment and 
could not validly be applied to the underwater burst, where the nature of the contaminating aer- 
osol would be different. 
In general, some information existed prior to Operation Hardtack on almost all aspects of 
free-field and shipboard radiation phenomena. TillS information, however, was extremely 
limited and, in most cases, not directly applicable to the underwater burst situation. Thus, 
there was an urgent need to document the radiological environment generated by underwater 
detonations and to determine the radiological effects and consequent hazards produced by the 
environment on delivery ships in the vicinity of the detonation. It is important to note that it 
was not the purpose of the projects to perform an operational analysis of the weapon delivery 
problem, but to gather sufficient experimental data to permit such an analysis to be performed. 


2.3.4 Experimental Method. Documentation of Gross Gamma Fields. The pri- 
mary documentation of the gamma fields generated by the underwater nuclear detonation was ac- 
complished by means of a newly-developed Gamma-Intensity-Time Recorder (GITR). This 
instrument was a portable, self-contaL.ed unit consisting of a radiation detector and amplifier 
with time base, a recording system, a battery pack, and miscellaneous instrument control 
switches and associated circuitry. The GITR is shown in Figure 2.22. For close-in regions 
where very-high-dose rates were expected, a high-range, high-time resolution, gamma dose- 
rate versus time detector-recorder instrument was used. The high-range instruments were 
modifications of the Gustave I detectors d~veloped by the Army Signal Engineering Laboratories 
(ASEL) for use on Operation Plumbbob (Reference 13). The gamma-dose-rate-versus-time 
instruments were mounted throughout the area of interest on coracle floating platforms as well 
as on major target ships. The coracle-mounting platform is shown in Figure 2.23. Coracles 
were developed as the result of experience gained with deep-moored skiff stations used in the 
fallout program of Operating Redwing. 
The time-dependent measurements described above were supplemented with total-dose meas- 
urements made with NBS film-pack dosimeters. The film packs were distributed throughout the 
target array on coracles, as floating film packs (FFP), and at various positions aboard the 
three target destroyers and the EC-2. The floating film packs consisted of a film pack mounted 
in a small styrofoam float, which was connected to a larger identifier float made of the same 
material. For Shot Wahoo, a free-floating version of the FFP was used, while on Shot Umbrella 
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Figure 2.22 The GITR Model 103 instrument 
with the outer water-tight case cover removed. 
The detector is shown mounted on main instru- 
ment assembly. 
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most of the FFP's were moored. Both versions of the FFP are shown in Figure 2.24. 
Samples of radioactive debris deposited from the transit cloud were obtained through use of 
incremental collectors located both at coracle and ship stations. The physicochemical informa- 
tion obtained from the collected samples was intended primarily for use in obtaining corrections 
for application to the GlTR dose-rate records. 
The Shot Wahoo instrument array, showing the coracle, ship, and floating-film-pack locations 
is presented in Figure 2.25. This array included 21 deep-moored coracle stations, the three 
destroyers and the EC-2, and approximately 70 FFP's distributed through the array. It should 
be noted that not all FFP's are shown on Figure 2.25, since FFP's not recovered are omitted. 
The coracle stations were deep moored in advance of the detonation and activated by radio- 
timing signals just prior to the event. For Shot Wahoo, the FFP's were dropped from aircraft, 
both prior to and after the event, in order to discriminate between the dose accrued during the 
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Figure 2.24 Various types of floating film packs. 


dynamiC portion of the burst sequence and that accrued from residual contamination. 
Following the detonation, all instrumentation was recovered as early as radiological and op- 
erational conditions permitted, and the data was read out and analyzed. 
Docu mentation of Shipboard Radiation. The three target destroyers (DD) were 
instrumented with GlTR's to obtain gamma-dose-rate histories and with NBS film packs for 
total dose documentation. GlTR's with unshielded detectors and film packs were installed at 
locations representing major battle stations. GITR instruments which had been fitted with di- 
rectionally shielded detectors were installed on the fantail of each destroyer to record transit, 
i. e., remote-source radiation. Special underwater GlTR's capable of automatic postshot sub- 
mersion were also mounted on the fantails of the ships to obtain data on the dose rates which 
existed in the water surrounding these ships. The location of the various GlTR's is shown in 
Figure 2.26. 
To provide early decay information, a fallout collector connected to a fully-shielded GlTR 
was employed. This installation was on the DD-592 only and its location is also shown in Figure 
2.26. 
The project instrumentation was installed on the destroyers prior to the event, and checkouts 
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Figure 2.26 Location and designation of GITR stations on target destroyers. 
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were performed through D - 1. The GITR's were designed to be started by means of an H - 5- 
second-timing signal from the ship timing-control center. During the period of instrument op- 
eration, the ship's washdown system was operating t6 simulate normal tactical conditions. The 
GITR instruments had running times of 12 or 60 hours depending on type, and the GITR record 
tapes and film badges were recovered as soon after these times as feasible. 
Contamination Ingress Documentation. For purposes of evaluating the inhala- 
tion and external gamma-radiation hazards due to ingress of contamination into the ship's in- 
terior, the USS Howorth (DD-592) was utilized. Three compartments, galley, after-engine 
room, and after crew's berthing, and their associated ventilation system, and the after fireroom, 
in which a full power airflow was maintained through an unfired boiler, were used as test spaces. 
Gamma-intensity recorders, incremental air samplers, total air samplers, surface (deposition) 
samplers, and small animals (mice and guinea pigs) were placed in selected locations within 
these compartments. The instrument locations are shown in Figure 2.27. 
To simulate air-flow conditions typical of a ship under atomic-warfare conditions, 20 percent 
of rated air flow was to have been maintained through the test ventilation systems, while the re- 
mainder of the ship was closed. The 20 percent rated-flow condition provided a known situation 
that represented a maximum air flow for a ship with blowers off. Full-power air flow was 
maintained through an unfired boiler for the fireroom test. 
To obtain data on weatherside phenomena, an air sampler and an animal station were installed 
above the washdown on the top of a platform above the forward gun director. 
Consistent with radiological safety, the collected samples and animals were recovered as 
soon after the detonation as possible. Following recovery, the animals were sacrificed on a 
predetermined schedule and tissue counts were made. Air and surface samples were also to 
have been counted. Records from the GITR instruments were recovered upon expiration of 
their running times. 


2.3.5 Results and Discussion. The gross-gamma field documentation effort during Shot Wa- 
hoo was adversely affected by an accidental transmission of a radio timing Signal at 1600 hours 
on D - 1. As a result of this transmission, the GITR's and sampler instruments aboard the 21 
coracles were activated and began to run down. Since this would have neutralized the gamma- 
field documentation array, an emergency rearming effort was initiated with the objective of re- 
arming as many of the critical coracles as possible in the time remaining before the shot. As 
a result of this effort, 14 coracle stations were rearmed, and despite tne increased probability 
of instrument failure inherent in an emergency operation of this type, 9 of the 12 more critical 
coracle stations showed a high percentage of proper instrument operation. 
Gamma Field Documentation. The gamma-versus-time traces obtained during Shot 


Wahoo revealed that no gamma radiation was observed at the time of venting of the shot. This 
finding is demonstrated in Figure 2.28, which shows a representative gamma-dose-rate record. 
In the first 30 seconds after the shot, which could be defined as the period of initial radiation, 
no gamma radiation was observed, even at stations as close as 3,900 feet to surface zero. It 
was apparent that direct gamma radiation, either from the nuclear detonation or from shine di- 
rectly from the resultant water column or plumes, was either extremely low or completely non- 
existent. After about SO seconds, a Significant rise in gamma activity did occur at the clo;;e-in 
stations. This was indicative of the arrival of the highly radioactive aerosol known as the base 
surge. However, with its passage over downwind stations, the gamma activity did not show an 
abrupt drop off but, instead, followed this initial dose-rate peak with a series of succeeding 
peaks as shown in Figure 2.29. The resulting complex curve could be resolved into a series of 
individual curves to show the passage of distinct dose-rate-activity peaks at downwind stations. 
This resolution of the experimental curve is demonstrated in Figure 2.30. The activity con- 
tinued for a period of abOut 10 minutes as the peaks passed. The complexity of gamma traces 
was most apparent at downwind stations but was also evident to a lesser degree at crosswind 
stations. 
The complete reason for the complex traces is presently undetermined; however, it appears 
to have been caused by a number of successive base surges inherent in the mechanism of the 
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cloud formation after venting. This, in turn, could be further complicated by a reversal of the 
upwind base surge through action" of the existing surface winds and by breaking up of the original 
coherent mass of radioactive aerosol through turbulence and variations in wind structure. These 
perturbations of the initial base surge by wind effects allowed the downwind stations to monitor 
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Figure 2.28 Dc)se rate versus time for std-GITR. Coracle at DRR 7.2 (277 deg T, 
6,920 feet) Tape 080. Cumulative dose from GITR trace: 1 min 0.55 r; 3 min 184 r; 
5 min 356 r; 8 min 442 r; 12.5 min 470 r. Film pack dose: tripod 435 r, float 340 r, 
Shot Wahoo. Warning: Increase values read from this gamma trace by 10 percent. 
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not only the original downwind base surge, but also the complex surge structure incident to the 
reversal of the upwind base surge. 
For distances less than about 7,000 feet, the arrival of the gamma-activity peak indicated 
that the radioactive material "moved outward from surface zero with a velocity of the order of 
100 ft/sec. However, because of the complexity of the gamma traces, the mechanism of trans- 
port of this material was not fully explained. 
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For distances greater than about 7,000 feet, the comparison of arrival time with the known 
distance from surface zero indicated that the surface winds were primarily responsible for the 
movement of radioactive debris. Therefore, winds-aloft data and hydrographic plotting do not 
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Figure 2.29 Dose rate versus time for std-GITR. Coracle at DL 7.2 (231.5 deg T, 
7,100 feet) Tape 94. Cumulative dose from GITR trace: 1 min 0.7 r; 3 min 164 r; 
5 min 306 r; 8 min 444 r; 12.5 min 472 r. Film pack dose: tripod 390 r, float 390 r, 
Shot Wahoo. 


appear to be required for prediction of radiological fields resulting from this type of shot. 
At all points of observation, the free-field gamma .activity was essentially over about 15 min- 
utes after zero time. 
Total gamma-dose data from the floating film packs was roughly correlated to data from the 
GITR' s; however, precise comparison was not possible because of the present lack of informa- 
tion on the exact location of film packs during exposure. This data should become available 
from analysis of the preshot and postshot photographs of the array. 
A map of the Shot Wahoo array, showing the total dose received at various stations within one 
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Figure 2.30 Dose rate versus time for std-GITR (lower graph). Coracle at D 8.0 
(251 deg T, 7,580 feet) Tape 123. Cumulative dose from GITR trace: 1 min 0 r; 3 min 
65.4 r; 5 min 235 r; 8 min 398 r; 12.5 min 468 r. Film pack dose: tripod 340 r, float 0 r, 
Shot Wahoo. Warning: Increase values read from this gamma trace by 10 percent. The 
upper graph of this figure shows the resolution (peeling) of the GITR trace into individual 
peaks. Coracle at D 8.0 (251 deg T, 7,580 feet) Tape 123. All values should be increased 
by 10 percent. The heavy black line represents sums of dose rates due to two or more 
overlapping peaks, Shot Wahoo. 
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minute after detonation, is shown in Figure 2.31. 
Incremental Sampling of ,Deposited "Debris. Samples of deposited debris were 
taken in an attempt to determine the activity contribution of contamination deposited on the cor- 
acles and ship surfaces to the total gamma fields measured by the GITR's. Since it was origin- 
ally considered that the field from deposited contamination could represent a substantial fraction 
of the total measured field, some method of separating the two components was considered essen- 
tial. However, the amount of deposited radioactive material proved so slight as to be negligible, 
and no correction was required. This is evidenced by the fact that GITR traces returned to back- 
ground after final passage of the cloud. The radioactive debris collected by the incremental col- 


Figure 2.31 Map of Wahoo array "showing doses received at coracle stations within 
one minute after shot time. 


lectors was, therefore, used to determine the debris-deposition rate and decay rate for the 
various locations throughout the array. The deposition period was found to be usually short in 
the upwind and crosswind positions, and the longest deposition duration was found to occur at 
downwind stations, but even there, it did not exceed 10 minutes. 
Shipboard Gamma Radiation Fields. Gamma traces recorded on the decks of the 
ships revealed apprOximately the same data as recorded at nearby coracle stations. A signifi- 
cant rise in weather-deck gamma activity did not occur until about 30 seconds to one minute 
after zero time, again indicating the arrival of the highly radioactive base surge. The complex- 
ity of downwind traces, as recorded by the coracle stations monitoring air-borne debris, was 
again evident in the traces of weather-deck gamina activity. A typical upwind trace is shown in 
Figure 2.32, and a typical downwind trace is shown in Figure 2.33. 
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Fig11re 2,32 Dose rate vel'sus time for GITR at Station 1, 
Pilot HOllse on EC-2. 
EC-2 at 029.5 deg T,~ 
Tape 081. 
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Fig\.lre 2.33 Dose rate verSllS time for GITR at Station 1 on DD-593. 
00-593 at 249.8 deg T,~ 
Tape 033. Cumulative dose from 
GITR trace: 1 min 0 r; 3 min 62.9 r; 5 min 287 r; 8 min 569 r; 12.5 
min 7,22 r; 25 min 748 1'. 
Film pack dose: 330 r, Shot Wahoo. Warn- 


ing: Increase values read from this gamma trace by 10 pel·cent. 


The shipboard washdown systems were operating throughout the time of passage of the air- 
borne debris. 
The influence of the superstructure on external radiation fields is shown by inspection of Fig- 
ure 2.34. As can be seen, the total dose measured by the film packs varies directly with the 
solid angle of radioactive cloud subtended at the film pack position. There appears to be a char- 
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Figure 2.34 Plots of film-pack doses and estimated solid angle of radioactive 
cloud subtended at film packs at various locations on main decks of DD-474, 
DD-592, DD-593, Shot Wahoo. 
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200 


acteristi~ curve shape for the three ships, regardless of their attitude or distance from surface 
zero. 
In order to appreciate the intensity of the dose rate, it should be noted that the average total 
accumulated gamma dose on the weather-deck of a ship located 9,000 feet from surface zero 
reached 300 r in less than 12 minutes as demonstrated in Figure 2.35. Since the deposit radia- 
tion sources contributed a negligible amount to this total accumulated dose, it is safe to assume 
that transit doses present the only significant danger from gamma radiation on the deck of a ship 
when the washdown system is operating. 
Below decks, the gamma radiation was attenuated to varying degrees, depending on the spe- 
cific location. The best protection was afforded at locations below the water line. Table 2.10 
shows that the total dose on the bridge complex was about two-thirds the main deck dose, while 
the total dose in the portion of the aft engine room below the waterline was about one-tenth the 


82 
. 


· " 
... 


TABLE 2.10 
AVERAGE 24-HOUR GAMMA DOSES ABOAHD 
TABLE 2.11 
RATIOS OF GAMMA DOSE IN COMPARTMENTS TO DOSE 


TAHGET DD's BASED UPON FILM BADGE DATA, SIIOT WAHOO 
ON WEATHER DECK, BASED ON AVERAGE FILM BADGE 


r 


DATA, SHOT WAHOO 


Compartment or Area 
DD-474 
DD-592 
DD-593 


Compal'hnent or Area 
DD-474 
DD-592 
DD-593 
l' 
l' 
l' 


Above Waterli'nc, 33 Feet 
Above Waterline, 33 Feet 
Bridge Complex 
610 
420 
180 
Bridge Complex 
0.61 
0.67 
0.53 
Above Waterline, 11 to 16 Feet 
Above Waterline, 11 to 16 Feet 
Fwd Quarters 
650 
420 
160 
Fwd Quarters 
0.65 
0.67 
0.47 


Hadio Central 
580 
400 
150 
Radio Central 
0.58 
0.63 
0.44 
Galley 
730 
'160 
200 
Galley 
0.73 
0.72 
0.59 
Main Deck 
1,000 
630 
340 
Crew's Washroom 
0.73 
0.78 
Crew's Washroom 
0.51 


0:> 
730 
500 
170 
t.) 
Above Waterline, 2 to 4 Feet 
Above Waterline, 2 to 4 Feet 


Crew's Mess 
Crew's Mess 
0.40 
0.33 
0.21 
400 
210 
72 
Fwd Fire Hoom 
0.29 
0.26 
0.20 
Fwd Fire Hoom 
290 
170 
67 
Fwd Engine Room 
0.23 
0.17 
0.13 
Fwd Engine Room 
230 
110 
45 
Aft Fire Room 
0.29 


Aft Fire Room 
180 
Aft Engine Room 
0.27 


Aft Engine Room 
170 
Aft Quarters 
0.59 
0.58 
0.41 


Aft Quarters 
590 
370 
140 
Steering Gear Room 
0.49 
0.47 
0.29 
Steering Gear Room 
490 
3uO 
98 


Below Waterline, 3 to 6 Feet 
Below Waterline, 3 to 6 Feet 


Magazine 
Magazine 
0.31 
0.33 
0.19 
310 
210 
65 
Fwd Fire Room 
0.11 
0.06 
0.06 


Fwd Fire Room 
110 
37 
19 
Fwd Engine Room 
0.08 
0.05 
0.03 


Fwd Engine Room 
76 
29 
10 
Aft Fire Room 
0.09 


Aft Fire Room 
54 
Aft Engine Room 
0.11 


Aft Engine Room 
66 


main deck dose. It can be noted from the doses presented for the DD-474 and DD-592 that any 
location on or above the main deck for a ship located within a mile downwind of surface zero 
would subject an individual to an accumulated gamma dose of more than 400 r. Since it has 
been previously shown that essentially all of the 24-hour dose was sustained in a time period of 
less than 20 minutes after shot, it can be assumed that the indicated doses were primarily ac- 
crued during this interval. A complete listing of the ratios of gamma dose in various compart- 
ments to the dose on the main deck is shown in Table 2.11. 
Shipboard Transit and Contaminated Water Radiation Fields. By com- 
paring Figures 2.35 and 2.36, it is seen that transit radiation is the only significant source of 
radiation at shipboard positions. The total gamma dose, including transit sources and deposit 
sources, is hardly distinguishable from the total gamma dose due to transit sources alone. It 
could be surmised that the washdown systems were extremely effective in reducing the gamma 
dose due to deposit sources to a negligible value and that, as a result, only transit dose was 
recorded at washed stations. However, film-pack dose data from stations abo':e the washdown 
area show approximately the same results as those stations in the washdown area, thereby in- 
dicating that even at the unwashed locations, a high percentage of the total dose was due to remote- 
source radiation. Also, it is seen from Figure 2.35 that practically all the total accumulated dose 
was rece!.red within 14 minutes after zero time on a ship located 8,900 feet downwind from surface 
zero and that contribution by deposited contamination after this time was essentially negligible. 
Because of the failure of timing signals, no data concerning contaminated water radiation fields 
was obtained on this shot. 
Shipboard Fallout Gamma Decay. 
An attempt was made to record the gamma- 
ionization decay of a shipboard-collected fallout sample; however, no data was obtained because 
of the general shipboard timing signal failure, which resulted in the specially-shielded decay 
GITR not being activated. 
Inhalation Hazards Due to Ingress of Contaminants. The results of doses 
received by animals on DD-592 show that acute internal doses received during the first 50 hours 
after shot, as a consequence of exposure at unprotected weathers ide locations, were 168 rads 
(1 rad = unit of absorbed dose of 100 ergs/gm) for mice and 336 rads for guinea pigs. This ship 
was loc 
d 
downwind from surface zero. 
The highest O-to-50-hour internal dose received in an interior compartment was 47 rads. This 
dose was sustained by guinea pigs in the galley. All other animals except the guinea pigs in the 
crew's quarters sustained internal doses between 1. 5 and 15 rads during the first seven days after 
the shot. The guinea pigs in the crew's quarters sustained about 0.5 rad during the same period. 
Although the ventilation system was to have been operated at 20 percent of rated air flow, the 
ship-power failure whi.::h occurred during Shot Wahoo resulted in the shutdown of all blowers. 
The e:-.:posures noted above were, therefore, sustained under unknown air-flow conditions. In- 
duced air flow was probably quite high at the time of passage of the rapidly-moving base surge, 
but with the blowers not operating, there would ha:ve been little subsequent air flow to scavenge 
the compartments. These conditions may have contributed to the rather high internal doses 
found during Shot Wahoo. 
External Gamma Radiation Due to Ingress of Contaminants. Within test 
compartments, no dose rate data were obtained on the external gamma activity due to ingress of 
contaminants for this shot, because of the failure. of ship's power to receive the timing signals 
which were to have activated the GITR instruments. Although compartment surface samplers 
were recovered as soon as the radiological situation permitted, their activity at time of recovery 
was too low to count because of high local background. Therefore, only radiological survey data 
were obtained within the compartments on Shot Wahoo. 
Particle Size Distribution of Contaminants. Since the total and incremental 
air samplers depended upon timing Signals for activation, again, because of power failure, no 
air samples were collected. 
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Figure 2.35 Total gamma doses on deck of DD-593 after Shot Wahoo. 
Values are averages of data from GITR stations 2, 3, and 4 which 
include effects from both transit and deposit radiation sources. 
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Figure 2.36 Transit gamma doses on deck of DD-593 
after Shot Wahoo. Transit doses result only from 
radiation sources remote from the ship. 
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2.3.6 Conclusions. It was evident from the data obtained during Shot Wahoo that the primary 
source of radiation from a deep underwater burst of this type and depth was a transit source, the 
radiation from the base surge as it passed a particular location. This was not an immediate ef- 
fect, but was dependent on the distance of the pOint of observation from surface zero. The base 
surge had a velocity of approximately 100 ft/sec to about 7,000 feet from surface zero. At more 
distant stations, the time of arrival appeared to be dependent on the direction and velocity of 
surface winds. 
Free-field gamma activity virtually ceased at all iocations by H + 15 minutes, thereby per- 
mitting normal operations 'as soon as the base surge had passed. During this initial period, 
doses in excess of 100 r were expected at locations less than three miles downwind from sur- 
face zero, while doses in excess of 400 r were expected at downwind locations of less than one 
mile. In order to receive no more than 25 r total dose, the standoff distance should have been 
on the order of four miles, while the safest approach direction would naturally have been from 
upwind of surface zero. 
Aboard ships, the free-field gamma activity was modified by the superstructure. Even on 
weather decks, some degree of protection was afforded by the superstructure during passage of 
the base surge. Better protection was naturally afforded at interior locations, with dose re- 
/ 


duction factors up to five or six in locations above the waterline and reduction factors between 
9 and 30 in locations below the waterline. 
Internal radiation doses of animals for the first 50 hours after shot ranged from 336 rads, 
received by guinea pigs exposed on the unprotected director platform, to 0.5 rad received by the 
guinea pigs in the crew's compartment. The highest O-to-50-hour dose sustained in an interior 
compartment was the 47-rad dose received by guinea pigs exposed in the galley. These doses 
were received for an open-air system without fans operating, although the fireroom maintained 
a full combustion power air flow. It is to be noted that animals at all stations except the crew's 
compartment received doses in excess of 0.9 rad during the first seven days following exposure. 
By comparison of the external doses produced on the ship by the transit cloud with the internal 
doses sustained, it is evident that the primary consideration in the weapon delivery situation is 
reduction of the external dose received during the first several minutes. If this reduction is ac- 
complished by distance, the ingress of contaminants should become completely insignificant. If, 
on the other hand, dose reduction is accomplished by additional ship shielding and the ship op- 
erates at a distance comparable to that at which the DD-592 was exposed, the ingress of contam- 
inants may require some consideration. 


2.4 
SHIP RESPONSE AND DAMAGE STUDIES 


2.4.1 Introduction. With the incorporation into the fleet of nuclear antisubmarine weapons 
deliverable by surface ships and submarines, it was necessary that a re-evaluation of the ship 
response and damage predictability for underwater nuclear explosions be made. It was found 
that the means were insufficient to give the needed answers to questions regarding a safe range 
for such delivery of underwater nuclear weapons by surface ships and submarines. 
In developing atomic age tactical-delivery doctrine, it was necessary to answer the question 
of what is the safe standoff distance for a destroyer, for instance, delivering an atomic depth 
bomb. It is important to note at the outset that there was no single answer to this question, be- 
cause a large number of variables were involved, each of which could have a pronounced effect 
on the answer. These principal variables were the yield of weapon, depth of burst, depth of 
water, reflection characteristics of sea bottom, abrupt temperature gradients with depth of the 
water which produce refraction of the shock waves, the structural type of the ship, the draft of 
ship, the type of machinery installed, and the orientation of the ship with respect to the under- 
water detonation. 
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To properly represent the effects of these parameters on the safe-standoff-delivery range, it 
was necessary that a family of curves be prepared for each general type of ship. Likewise, other 
various degrees of damage, i. e., light, moderate, and severe, would require appropriate addi- 
tions to the above family of curves. Although abbreviated, approximate or gross curves of the 
above type had been prepared prior to Operation Hardtack. The meager data upon which they 
were based, however, did not satisfactorily answer the questions posed. In brief, safe ranges 
estimated prior to the Hardtack shots, of necessity, contained sizable safety allowances because 
of the lack of data. The limited data available came from two previous full-scale nuclear under- 
water tests, some model and theoretical work, and prior conventional high-explosive-underwater 
tests. 
The two previous full-scale nuclear underwater tests, Operation Crossroads Baker and Opera- 
tion Wigwam, had given indicative, but not definitive, answers. The geometry is discussed in 
Section 2.1. 
To supplement the meager full-scale data from those two shots, theoretical and model-ship 
studies werep~i;l.d,.ucted, and previous underwater conventional high;'explosive test data were re- 


e:xam~ll@:l.~~~~:lh~tesults of these studies, as well as the high-explosive test data, predictions 


on;the(~,~l(s~~~!,a:tiousship types to the pressure field generated by an underwater nuclear 


detot1a:trt5t\lfWll*s}~yeloped. These predictions, however, included many generalizations which. 
until ptdVen'~aftd, cast considerable doubt upon the results. Thus, a full-scale check was needed. 
Also, it was' clear that damage to shipboard operating equipment required a test of operating 
vessels; because previous tests had included only ships' machinery and equipment in a non- 
operating, or cold-iron condition, the shock response of which could be considerably different 
under operational conditions. In addition, the final step of correlating response to damage re- 
quired considerable amounts of test data to permit adequate statistical correlation. This infor- 
mation in turn would be useful in the shock-hardening design of future ships, including future ship 
machinery. To help satisfy this requirement for a large amount of test data within economical 
limits, the tapered-charge technique had been conceived. This technique proposed the use of rel- 
atively inexpensive high-explosive detonations of a type which would simulate the early phases of 
a nuclear generated shock wave against full-scale ships. However, this proposed technique also 
required a full-scale underwater nuclear test for confirmation. 
The need was therefore established for a full-scale underwater nuclear test, in relatively deep 
water, exposing target ships with ships' machinery and equipment in operation. The deep under- 
water event, Shot Wahoo configuration, was thus selected. The ship target array chosen for Shot 
Wahoo consisted of three destroyers (DD-474, DD-592 and DD-593), a merchant ship (EC-2 type), 
and a submarine (SSK-3). 


Because of the previously listed number of contributing variables which had to be considered 
in the nuclear depth bomb safe-delivery-range problem, it was essential to document the response 
of each vessel as completely as feasible. The target ships, therefore, were relatively highly in- 
strumented to document the loading and response of the hull structure and ships' machinery. This 
would permit subsequent correlation with the underwater free-field phenomena measurements, and 
with the ship hull and machinery damage recorded. Thus, from the expected full-scale under- 
water nuclear test results, together with related ship model and tapered charge work, it was 
believed that safe delivery ranges for other yields and burst geometries could also be developed. 
The Program 3 effort on Shot Wahoo consisted of four general categories: (1) pre-Wahoo, 
preliminary Hardtack tests of tapered-charge technique; (2) hull response and damage studies 
of surface ships; (3) hull response studies of submarines; and (4) shipboard machinery and equip- 
ment shock damage studies. Each of these categories is successively described in Sections 
2.4.2 through 2.4.5. 
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2.4.2 Preliminary Hardtack Tests of Tapered-Charge Technique. Prior to Operation Hard- 
tack, a series of explosion tests employing high explosive tapered charges against one of the 
Hardtack target ships, the destroyer DD-592, was conducted in January 1958 off Santa Cruz 
Island, California. One of the primary purposes was to provide a full-scale test on the tapered- 
charge technique of simulating an underwater nuclear detonation, which could subsequently be 
checked by Shot Wahoo. 
o bj e c t i v e s. All the objectives of the Hardtack Project 3.1 tests were closely related to 
the subsequent tests of effects of underwater nuclear bursts on ships, which were conducted 
later in the summer of 1958 at the EPG during Operation Hardtack. Thus, the main objectives 
of the tapered-charge tests were: (1) to provide a pretest experimental check on the target dam- 
age predictions for Shot Wahoo, in order that optimum placement of the ship targets could be 
achieved for the later Hardtack effort; (2) to calibrate instrumentation on the target ships and 
check out the adequacy of the recording-equipment installations and shock mountings which were 
designed by the participating agencies for the later Hardtack effort; and (3) to develop and check 
the high explosive tapered-charge technique as a method of simulating and determining the ef- 
fects of underwater nuclear detonations on ships. 
B a c k g r 0 u n d . Considerable interest had been generated in the proposed high explosive 
tapered-charge technique, because, if successful, it would enable the Navy to obtain much effects 
data on ships without recourse to future full-scale nuclear testing. The tapered-charge tech- 
nique was thus conceived as a long-range method of determining shock effects of underwater 
atomic detonations on ships; more specifically, to provide an economical method of obtaining 
large quantities of data which could be the basis for a statistical study of shock response versus 
damage. 
The technique utilizes specially formed (i. e., tapered) high explosive charges to simulate a 
reproduction of shock-wave forms of underwater nuclear detonations against ships. An example 
of ,the initial shock wave from such a tapered high p''''1>losive charge, which simulates the initial 
shock wave from a nuclear detonation, as compared to the same yield of conventional high ex- 
plosive charge, is shown in Figure 2.37. Limitations of the technique are that the later under- 
water shock loading phases, such as the bottom reflections, surface cavitation reloadings, and 
bubble pulses, are not as equally well represented as the direct shock wave. However, even 
the representation of these later shock-loading phases can afford a qualitative inSight into the 
physical processes involved. In any event, it was hoped the technique could become a valuable 
tool to supplement full-scale tests. 
The degree of validity and/or the limitations of the tapered-charge technique, as tested by 
preliminary Hardtack Project 3.1, were not expected to be available for comparative analysis 
until after the subsequent full-scale underwater Shot Wahoo results. 


Pro c e d u r e . 
Pressure measurements taken during Operation Wigwam showed that the 
underwater shock wave resulting from an atomic explosion is equal to that obtained from a TNT 
charge weight, equal to two thirds of the rated yield of the nuclear device. Since the expected 
yield of Wahoo was 10 kt, these test-tapered charges were designed to simulate the underwater 
shock wave of a charge of 6.7 kt of TNT. For these tests, a series of four large, tapered 
charges weighing from 1,400 to 4,400 pounds were to be used to simulate underwater nuclear 
attack against the DD-592. The test charges were to be detonated to produce successively in- 
creasing shock severity, starting with a mild attack corresponding to a peak underwater shock 
velocity on the target of .2.5 it/sec. The DD-592 was one of three destr9yers to be usedsubse- 
quently as target ships at the EPG during Shots Wahoo and Umbrella. All instrumentation aboard 
the DD-592 was operative and calibrated for the tapered-charge tests. 
Utilizing such instrumentation, the fo1l9wing Hardtack projects actually partiCipated on the 


Proj ect 3.1 test series: 


UERD Project 3.1, tapered charge stUdies. 
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DTMB Project 3.3, shock studies on shipboard machinery and equipment. 
UERD Project 3.4, hull loading and response of surface ships. 
BUSHIPS Project 3.8, ship damage assessment. 
NOL Project 1.1, underwater free-field pressure measurements. 
Figure 2.38 indicates the test site orientation, including the DD- 592 anchored off Santa Cruz 


Island in approximately 260 feet of water, and the high explosive tapered charge suspended from 
pontoon floats. The distances from the charge to broadside of the DD-592 were to, vary from ap- 
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Figure 2.37 Comparison of shock waves of tapered charge and conventional 
charge of identical weight at the same distance. Charge weight 1,420 pounds 
HBX-l, distance 315 feet. 
proximately 500 to 250 feet. 
Figure 2.39 shows the tapered charge rigging plan. Figure 2.40 
is a photograph of a tapered charge before lowering into the water for the second test. Figure 
2.41 is a photograph taken during the second test. 
Res u 1 t s . 
These tapered-charge tests were actually carried to the threshold of shock dam- 
age to shipboard machinery and equipment. The tests were stopped after detonation of the third 
charge to avoid the probability of serious damage to the DD-592, prior to the full-scale nuclear 
test at EPG. Apparent significant shear yielding of the support bolts for the main propulsion 
turbines, failure of which would have dropped the turbine into the bilge and seriously jeopardized 
the later full-scale nuclear effort, was the principal damage item concerned. The peak ship- 
bottom velocities on the target resulting from each of the three tapered charges tested were 2.3, 
3.5, and 5.2 ft/sec, respectively. 
Table 2.12 shows an interesting comparison between the early target response at the tapered- 
charge test and full-scale nuclear data estimated from Shot Wahoo. The fair agreement of the 
peak ship-bottom velocities measured with the predicted values should be noted. The predic- 
tions were based on small-scale model tests and extrapolation to full scale was somewhat diffi- 
cult. The confirmation of these values afforded by the tapered-charge tests gave increased 
confidence in the velocity predictions for Shot Wahoo. Also, the tests permitted an indication 
that the safe region of a destroyer from an atomic depth charge is defined by a peak velocity of 
approximately 6 to 8 ft/sec. Based on the increased confidence derived from these tapered- 
charge tests, it is Significant that the Wahoo array range distances for the t';o close-in de- 
stroyers originally planned for 
eet an~eet were subsequently revised to 
feet 


and~eet from surface zero, respectively. 
. 


Con c 1 u s ion s . 
The conclusions of this test series on which the various participating proj- 
ects appeared to agree were: (1) the attempt to simulate pressure histories of the direct shock 
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Figure 2.38 Special charge studies, preliminary Shot Wahoo. 
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Figure 2.39 Tapered charge rigging plan. 
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waves of underwater atomic detonations by means of tapered charges was successful; (2) during 
the first two tapered-charge tests the bottom-reflected wave caused a stronger response of the 
target than the direct shock wave; (3) at the third test the bottom-reflected wave was consider- 
ably attenuated by the surface cavitation; (4) the target bottom velocity measured at the three 
tapered-charge tests was approximately twice the surface particle velocity resulting from the 
shock wave reflection; (5) the body velocity of the target was slightly less than the surface par- 


Figure 2.40 Armed tapered charge I before lowering for second test. 


ticle velocity; (6) in general, the instrumentation installed to measure ship response for the later 
Hardtack tests performed satisfactorily; (7) the automatic equipment for unmanned operation of 
the propulsion plant of the DD-592 satisfactorily withstood the shock severities of the Project 3.1 
test series; (8) improvement in the design of ship eqUipment by proper consideration of mass dis- 
tribution and shock mounting would increase the capability of Ships to withstand shock; (9) a de- 
cision as to whether the tapered-charge tests conducted simulated the target response to an 
atomic underwater explosion satisfactorily would have to await the results and evaluation of 
Shot Wahoo, and would be included in the final WT report; and (10) any future high-explosive 
tapered-charge tests for the purpose of Simulating nuclear attack against the DD-592 or a sim- 
ilar target should provide for inputs well into the severe damaging range. 


2.4.3 Hull Response and Damage Studies on Surface Ships. Objectives. The objectives 
of these studies on Shot Wahoo were to: (1) determine from the hull deflection standpoint, the 
safe-delivery range for surface-ship delivery of an underwater nuclear weapon in deep water; 
(2) determine from the hull deflection standpoint, the lethal range for merchant ships attacked 
by an underwater nuclear weapon in deep water; (3) obtain basic information on hull response as 
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related to free-field pressures and loading measurements in deep water, to provide check pOints 
for model experiments and high-explosive shaped-charge tests. 
B a c k g r 0 u n d. 
In order to make underwater nuclear-'weapon-effects predictions for sur- 
face ships under general conditions, it is necessary to understand the entire range of transition 
from the production of free-field pressures in the water, to the final hull and equipment damage 
within the ship. This range can be broken into the following phases: (1) the generation of free- 


TABLE 2.12 COMPARISON OF EARLY TARGET RESPONSE AT TAPERED CHARGE TEST WITH ATOMIC EXPLOSION DATA 


Test 
Number 


2 


3 


Slant Standoff of 6.7 kt 
TNT for Best Match of 
Tapered Charge Shock 


Wave (attack angle 15 deg) 
ft 


22,800 


16,150 


10,260 


Peak Bottom Velocity· 


Estimated for 
Measured at Ta- 
Atomic Explosion t 
pered Charge Test 
ftlsec 
ft/ sec 


2.5 


3.5 


5.6 


2.3 


3.4 


5.2 


Bodily Velocity ';' 


Estimated for 
Measured at Ta- 


Atomic Explosion § 
pered Charge Test 
ft/sec 
ft/sec 


1.0 


1.4 


2.4 


0.7 


1.2 


2.3 


• Peak bottom velocity in this instance is defined as the highest velocity of the ship's bottom resulting from the direct shock wave 
impact. 
t Bodily velocity in this instance is defined as the highest velocity averaged over the transverse section of target at test frame. 
t Peak bottom velOCity, estimated - is based on UERD ship model tests. 


§ Bodily velocity, estimated - is assumed to be equal to the water surface particle velocity. 


field pressures, (2) the relation between the free-field pressures and both the loading at the hull 
and the initial hull response (the interaction problem), (3) the transmission of the initial hull mo- 
tions to the remainder of the ship (the shock pattern throughout the ship), (4) the relation be- 
tween the initial hull velocities (hull response) and type and amount of damage produced in the 
ship's hull (hull damage), and (5) the relation between the magnitude of shock level, which is ob- 
served in the shock pattern throughout the ship, and the resulting eqUipment damage (shock dam- 
age). 
Items 1, 2, and 3 were basic investigations relating the ship response to the loading and free- 
field pressures, while Items 4 and 5 concerned the structural and mechanical damage to the ship 
and eqUipment. The latter phases were also aimed at establishing scales, or rules, relating the 
initial hull response to degrees of damage to the ship and equipment aboard. 
In considering ship hull response as related to underwater free-field shock pressures and 
loading measurements, it must be recognized that a modern ship is a complex elastic structure, 
whose hull plating, frames, bulkheads and decks generally constitute a complex, statically in- 
determinate structure, because of the ship's continuous-type welded and riveted-steel construction. 
As discussed earlier in this chapter, the two previous full-scale underwater tests, Crossroads 
Baker and Wigwam, offered little data by which a generalized answer to the safe-delivery range 
tactical problem for surface ships in deep water could be made. Furthermore, little theoretical 
knowledge was available that would enable reliable predictions of the effect of underwater nuclear 
bursts on surface ships to be made. The phenomena were not well enough understood to allow 
the limited t~st results to be extrapolated with confidence to all general tactical situations. Even 
though the direct shock wave near the water surface could be reasonably predicted for very deep 
water geometries, many practical operational situations were likely where the water depth ranged 
between 500 to 5,000 feet (i. e., neither shallow nor very deep). With such water depths, it ap- 
peared probable that the ocean-bottom-reflected shock would cause a more severe ship shock 
response than that from the direct shock wave. Also, the pressure loading resulting from the 
formation and closure of a cavitated surface layer of water, while not well understood, would be 
of some secondary response importance. The screening effect of the cavitated layer on the 
bottom-reflected shock, under certain circumstances, was also believed to have considerable 
significance. 
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However, even if the underwater free-field phenomena or pressures in the water about the 
ship were known, there was no reliable theoretical means of predicting the loading pressures at 
the hull, the initial velocity motions in the hull, the shock pattern throughout the ship, or the 
hull damage and equipment damage produced by the shock. The lack of firm workable theoretical 
concepts concerning the generation of damage in surface ships by nuclear underwater bursts em- 
phasized the importance of Objective 3 of this study, i. e., obtaining basic information on hull 
response as related to free-field pressures and loading measurements. 


Other than full-scale nuclear tests, one source of information was provided by tests on small- 
scale models. An extensive series of instrumented model tests was conducted by UERD during 
1955 and 1957 using a 1/35 scale model of a C-2 merchant ship and a 1/22 scale model of a 
cruiser. Both were tested under a great variety of attack charge weight and geometries, and 
these model data were expected to be valuable in extrapolating the 'results of the Hardtack full- 
scale tests to other tactical situations and other types of surface ships. 


Other sources of information, high-explosive tests and the use of the proposed tapered-charge 
technique, have already been discussed in Section 2.4.2. These later tests held promise as another 
tool to supplement full-scale nuclear test data relating to equipment damage, as well as hull re- 
sponse. 
It was clear, however, from a review of previous data from full-scale tests, model tests, 
theory, high-explosive and tape!'ed-charge tests, that a full-scale nuclear test in relatively d.::ep 
water was required to gather data on hull response and damage of surface ships. 


Pro c e d u r e . 
For the hull response and damage studies, the hulls of the target ships EC - 2, 
DD-593, DD-592 and DD-474, were relatively highly instrumented, The locations of these tar- 
get ships for Shot Wahoo were respectively, broadside a i 
stern-on a_ broadside at 
and stern-on a~feet from surface zero as shown in Figure 2.8. Instrumentation of the 
hulls, of course, included the ships' hull plating, hull frames, bulkheads, decks and superstruc- 
tures. It was the intent to measure the response of the target ship throughout its complete time 
history, to measure the phases of response at all representative locations on the ships, and to 
record this with high-fidelity electronic recording equipment. 
Thus, it was planned to measure pressure loading time histories at the hulls of the ships, 
velocity time histories at the hulls of the ships, bodily velocity time histories (both horizontal 
and vertical) of the ships as a whole, bodily displacements of the ships, hull deflection histories 
(of the EC-2), strain histories of the hull plating (of the EC-2), and of the flexing of the ship as 
a whole (of the DD's), and the rolling and pitching histories of the ships. Approximately 35 dy- 
namic-measurement gages were installed on each of the three destroyers, and 50 gages were in- 
stalled on the EC-2. The general location of these gages is indicated by Figure 2.42. As a 
minor effort, six dynamic-measurement gages were installed on one of the YC barges used for 
mooring the EC-2. Three high-speed motion picture cameras were installed to record hull and 
bulkhead deflections within the EC-2, to illustrate the motion, and to aid in analysis of other 
records. 
The gages used were basically of the same types that were successfully employed in previous 
underwater tests. The underwater loading pressure gages used on the outside of the hulls were 
of the piezoelectric, tourmaline-crystal type. The velocity measurements, the principal instru- 
mentation, were made by velocity meters consisting of a bar magnet, seismically mounted within 
a coil of wire. Relative movement of the coil, which is attached to the hull pOint being investi- 
gated, with respect to the seismically suspended magnet induces a voltage in the coil propor- 
tional to the relative velocity of the motion. This is a relatively simple, but rugged instrument, 
from which displacements or accelerations can also be obtained by appropriate computation. 
The deflection gages were of a type consisting of electrical resistance wire wound on a rod, with 
a sliding contact, so that movement of the rod with respect to the contact caused a change in re- 
sistance directly proportional to the deflection. Displacement gages were essentially of the 
same type, but with the sliding contact attached to a seismically suspended mass. Figure 2.43 
shows the installation of three velocity meters and one displacement gage in a ship compartment 
area. Strain gages were ,the standard commercial (SR-4) resistance wire type, bonded directly 
to metal surface under test. Roll and pitch gages were rigidly mounted electrical potentiometer 
types, with pendulum. 
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Figure 2.42 Loading and basic target response for surface ships. 
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Figure 2.43 EC-2 gage locations. 


All dynamic-gage measurements were recorded on magnetic tape recorders, and to a minor 
extent, on photographically sensitive visicorders, located in a recording center compartment 
near the middle of the ship. 
To protect the electronic recording units from severe shock dam- 
age, they were mounted on a steel frame suspended from the ship structure by a system of aer- 
oid and steel springs. Figure 2.44 is a view of the recording center on the EC-2. Air condi- 
tioning and humidity-control equipment were installed in the recording center space on each 
ship to adequately protect the electronic equipment. Electric power for the instrumentation 
was supplied from 60-kw diesel generators especially installed on each of the four ships. The 
recording units were activated by wire timing signals from an EG&G radio-activated timing 
signal center on each of the ships. 
Results. For Shot Wahoo, the electronic measurements of hull response on the EC-2 and 


. the DD-593 were entirely successful. Measurements on both ships were uniformly of good qual- 
ity. Because the recording-unit platform went beyond the motion anticipated and hit the overhead 
deck, some minor distortion of records was noticeable on the EC-2 as a result of severe mechan- 
ical shock motions on the recording equipment. However, no vital information on the EC-2 was 
lost. 
Due to failure of the timing signal systems because of malfunctions of auxiliary ships' power, 
the electronic measurements of hull response were not obtained on the DD-592 or DD-474. As 
a result, data on hull response on these ships will have to come from the self-recording shock- 
spectrum recording gages which were also installed in the ships as back-up instrumentation. The 
hif,h-speed motion pictur,e cameras in the EC-2 hull functioned satisfactorily. 
A few of the records from the EC-2 and DD-593 are shown on a compressed time scale in 
order to reveal an overall view of the response to underwater phenomena (Figure 2.45). The 
main phases of the response are marked on the figures, i. e., direct shock wave, cavitation re- 
loading subsequent to direct shock wave, and bottom-reflected wave. 
The hull loading and response of the EC-2 are shown in Figure 2.46. The maximum recorded 
ship's bottom vertical velocity was about 14 ft/ sec as shown. The velocities measured over the 
cross section of the EC-2 hull are shown in Figure 2.47. The maximum recorded side frame 
horizontal velocity was about 37 ft/sec, which corresponds to the maximum side frame displace- 
ment discussed below. 
The longitudinal distribution of the response along the length of the DD-593 is illustrated in 
Figure 2.48. It can be seen that the maximum response from the reflected shock is two to three 
les as great as that from the direct shock for this particular shot geometry. Of some interest 
is the sea-bottom-induced precursor pressure wave, which produces a response prior to that due 
to the directly reflected pressure wave. 
The response upward through the DD-593, as indicated by a few velocity records at positions 
on the forward fire-room bulkhead, is shown in Figure 2.49. The maximum response of about 
2 ft/sec at each level from the reflected wave is shown. However, the longer rise times indi- 
cated at the higiler decks would reduce the acceleration and damage effects at the higher decks. 
The damage survey of the EC-2 hull indicated that a maximum transient displacement near 
the ship's center, of approximately four inches in the hull side frames, produced a maximum 
permanent hull side-frame displacement of about 1 % inches. In the same side area, maximum 
permanent hull-plating deformations between frames were about % inch. As a result of the side- 
frame deformation, many of the brackets connecting the side frames with the double bottom were 
buckled. Considerable damage resulted in the propellor-shaft-alley tunnel, which bowed inward 
about six inches, at the same time producing completely disabling shock damage to the propeller- 
shaft bearings. Examination of the ship' 5. bottom revealed maximum hull plating dishes of about 
one inch. An open split seam about eight feet in length occurred at EC-2, Frame 120. Minor 
hull flooding caused by leaks in the engine room, holds, and shaft-alley tunnel was controllable 
by periodic pumping. 
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Figure 2.44 Recording equipment on EC,:, 2 instrument platform. 
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Figure 2.45 Overall phenomena in Shot Wahoo (EC-2). 
Note: Relative amplitudes are incorrect. 
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Figure 2.46 Hull loading and hull response, EC- 2 (Shot Wahoo). 
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Figure 2.47 Cross-section distribution of EC- 2 hull response, Shot Wahoo . 
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Figure 2.48 Longitudinal distribution of response in DD-593, 
Shot Wahoo. 
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Figure 2.49 Response distribution upward through DD-593, 


Shot Wahoo. 


A careful examination of .the hulls of the 00-474, 00-592 and 00-593 revealed no hull damage, 
dishing, or other permanent hull deformation that could definitely be ascribed to Shot Wahoo. 


Con c 1 u s ion s. The hull responses and damages of the surface ships EC- 2, 00-593, 00- 


592 and 00-474 were somewhat less than predicted for Shot Wahoo. Apparently, this was due 
to a reduction in the free-field underwater pressures encountered from those predicted, due to 
stronger than e>"1lected refraction or bending of the shock waves, in turn caused by the abrupt 
temperature gradient with depth in the water at the Wahoo site. However, further detailed data 
study on this matter and the rest of the data collected is required. The following conclusions, 
however, apply to the hull response and damage studies on surface ships in deep water on Shot 
Wahoo. It should be understood that Wahoo conditions included yield, shot geometries, and, to 
a lesser extent, bottom reflection and water-temperature gradient characteristics for this test. 
1. From the standpoint of hull deflection, a safe-delivery range for destroyers 0 
feet 
for Wahoo conditions has been demonstrated. The minimum safe-delivery range, from the 
standpoint of hull deflections, is considerably smaller than the above. 
2. From the standpOint of hull deflection, it can now be estimated that the lethal range for 
the EC-2 i~eet under Wahoo conditions. 
3. Considerable basic information on hull response as related to free-field pressures and 
loading meaS1.!remems was obtained. This has provided check pOints for small-scale ship model 
e>"'Periments which confirm developed theories, which upon further analysis, are e>"1lected to 
prove valuable in e>.."trapolating results of Wahoo to other conditions. The loss of electronically- 
recorded data on the 00-592 on Wahoo makes direct correlation with the full-scale, high- 
e>"1l10sive, tapered-charge tests more difficult; however, it is expected that analysis of shock- 
spectra data available will permit such correlation. Some of the other preliminary features of 
the basic information obtained are given in the additional conclusions below. 
4. The keel bottom velocities at the EC-2 position caused by the direct shock wave were, by 
far, the most Significant, being about three times as great as the sea-bottom-reflected shock 
wave. The bulk cavitation reloading shock wave response at the EC-2 position was small. 
5. The keel bottom \'elocities caused by the reflected shock wave at the 00-593 position, in 
contrast to the EC-2 position, were three times as great as those for the direct-shock wave. 
6. 
Under side-on attack, the bottom vertical and horizontal velocities are not uniform over 
the le/lgth of the ship; despite uniformity of loading, velocity response was critically dependent 
upon precise locations of the structure to which the gages were attached. 


7. Vertical velocities measured at the keels of the target ships were higher than correspond- 
ing water particle velocities. The maximum vertical bottom velocities measured were: 14 H/ sec 
for the EC-2; 2 ft/sec for 00-593. 
8. The severity of the shock motions in a surface ship diminishes considerably from bottom 
to the superstructure decks. The damaging initial accelerations can be reduced by a factor of 
20 or more, even though the peak velocities are the same because of the slower rise time at 
the higher deck levels. 
9. The character of the EC-2 hull damage was similar to small-scale tests on the C-2 models. 
The magnitude of side damage may be predicted, therefore, with an accuracy sufficient for pre- 
dicting lethal ranges, on the basiS of these small scale model tests. 


2.4.4 Hull Response Studies of Submarines. 0 b j e c t i v e s. 
The principal effort of the hull 
response studies on submarines was on Shot Umbrella, and it will be discussed in the chapter 
dealing with that event. However, as a result of the inclUSion of the submarine SSK-3 in the 
Wahoo array, the following objective was added for these studies: determination of the response 
of the hull of a submarine in a Simulated attack position in deep water. 
The submarine SSK-3 was included in the Wahoo array primarily to demonstrate a safe- 
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delivery range for an underwater nuclear weapon in deep water. Although it was believed that 
shock damage to the submarine "machinery and equiprnent would control the safe range, it seemed 
desirable to simultaneously study the response of the hull. This consisted of a few strain mca:.;- 
urements made on the pressure-hull plating in a typical bay and at a previously determined weak 
spot in the forward torpedo room. The measurements were intended to provide a comparison of 
effects of dynamic and static pressure loading of the hull. 
B a c kg r 0 u n d. 
Shot Baker of Operation Crossroads first tested submerged submarines 


(SS-212 and SS-285 class) exposed to underwater nuclear attack, and valuable information on 
lethal radii was obtained for attack in shallow water. However, the lack of pressure-time meas- 
urements in the water and of hull response"-time measurements made extrapolation of these re- 
sults to other targets, other depths of water, other burst geometries and other types of sea 
bottom difficult 
Operation Wigwam was speCifically designed to determine the lethal range of submerged sub- 
marines exposed to underwater nuclear attack in very deep water. Submarine models (Squaws), 
4/5 full-scale SS-563 class submarine in cross sectional dimenSions, were utilized for these 
tests. The Wigwam results enabled reasonably confident establishment of safe ranges for sub- 
marines in very-deep water. 
The pressures in such a very-deep water test were essentially those in a free-field, except 
for linear surface cutoff and refraction effects. For a detonation in water between 500 to" 5,000 
feet, L e., neither shallow such as Shot Baker of Operation Crossroads nor very deep as in Wig- 
wam, the effect of the bottom reflection shock wave could be expected to be more than on Wig- 
wam but less than on Shot Baker of Operation Crossroads. Therefore, it was apparent that 
information on submarine-hull response from underwater nuclear detonation with Shot Wahoo 
geometry would be desirable in determining the minimum safe-delivery range of such weapons 
under such deep-water conditions. 


Pro c e d u r e . 
The operational submarine SSK- 3, with crew aboard, was broadside at 
_foot range during Shot Wahoo and was submerged to periscope depth (50 feet to keel) in 
a simulated attack position. This range greatly exceeded that considered safe. Preliminary 
plans called for the SSK- 3 to be located a! 
feet, moored and suspended between pontoons, 
without the crew aboard. Difficulties during the preparation of the mooring, including loss of 
some other target array mooring cables as a result of rougher seas than anticipated, required 
the change in plans. At th 
foot range, the predicted dynamic-peak pressures during 
both the direct shock wave and during the bottom-reflected wave were much less than the es- 
timated static collapse pressure of the hull. 
The inner pressure hull of the SSK-3 was Circular, with a diameter of 15 feet, a thickness of 
7/8-inch medium steel with a yield strength of 34,000 psi; frames were external, spaced at 36 
inches. 
Strain gages were installed on the SSK-3 hull to measure the deformation of hull plating and 
stiffeners and were supplemented with high-speed motion picture cameras to aid in interpreta- 
tion of the hull deformation data records. The location of the seven strain gages (SR-4 type) and 
three motion-picture cameras is shown in Figure 2.50. The signals from the gages were r.e- 
corded on an oscillograph recorder in the submarine, with the sequence timer for Wahoo started 
manually by a crew member aboard listening to a radio voice timing signal. 
Res u Its. All instrumentation functioned well on the SSK-3, and good strain records and 
high-speed photography were obtained. As expected, no hull damage occurred. The records 
of the strain from the reflected shock wave are shown in Figure 2.51, and the peak values of 
strain are shown in Table 2.13. Of the three distinct pulses of strain, the second from the 
ocean-bottom-reflected shock was of the largest magnitude. The pressure from this reflected 
wave was lower than that from the direct wave, but the duration was longer. The origin of the 
third pulse was not definitely established but was probably from the cavitation reloading. 
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It will be noted that the ma.ximum strain recorded was 390 J.Lin/in, which is below the hull 
yield strain of 1,100 J.J.in/in.· The equivalent depth of submergence at which such hull strains 
would occur is about 200 feet. This equiyalent depth is only half oi the operating depth of the 
SSK-3 and only % of the estimated collapse depth of 700 feet. 
The estimated static collapse pressure for the SSK-3 hull is about 300 psi (equivalent· to 700- 


foot depth). 
Under Wahoo conditions, that \'alue of dynamic pressure was estimated for SSK-3 


at the 7,000-foot range at periscope depth. Therefore, this range can tentatively be considered 
a safe range at periscope depth, since it is clear that much higher pressures may be sustained 
without failure under short-duration dynamic conditions. Moreover, since Wahoo results in- 
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Figure 2.50 Inboard profile and section views, showing locations 
of strain gages on the USS Bonita (SSK-3). 
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dicated that the ocean bottom reflection characteristics were such that reflected wave pressures 
were less than e:-.."pected. a better prediction of the minimum-safe range will be possible after 
detailed study of Wahoo pressure-time measurements and more consideration of the dynamiC 
structural conditions required for collapse. 
Con c Ius i (\ n s . 
The following are the preliminary conclusions of the submarine hull study 
on Shot Wahoo. It should be understood that in the following, Wahoo conditions include yield, 
shot geometries, and to a lesser ex1:ent the bottom reflection characteristics and water- 
temperature gradients for this test. 
Based on a comparison of static collapse pressure of the hull with estimated applied dynamiC 
pressure of the same 
it is estimated that a 
e range for the SSK-3 submarine hull 
under Wahoo conditions 


will be made in the final report. 


This comparison is quite conserva- 
mi.nimllm safe range, a better estimate of which 


2.4.5 Shipboard Machinery and Equipment Shock Damage Studies. 0 b j e c t i v e s. The over- 
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all purpose of these studies was to obtain data on the effects of underwater nuclear detonations 
on ships, from the standpoint of shock damage to machinery and equipment, that could be used 
to check theory and to increase the knowledge of shock phenomena and effects. This would per- 
mit more reliable predictions of shock effects, including extrapolation to other attack geometries, 
and provide design information necessary for shock hardening of future ships' machinery and 
equipment. The specific objectives on the Wahoo shot were to: 
1. Determine safe range and moderate damage ranges for delivery of antisubmarine nuclear 


TABLE 2.13 
STRAINS ON THE USS BONITA (SSK-3) FROM SHOT WAHOO 


Position 
Maximum Strains in /.l in/in 
Equivalent 
Location * 
First 
Second 
Third 
Number 
Shock 
Shock 
Motion 
Depth .; 


ft 


Sl 
Frame 27 at crown 
50 
240 
190 
200 
S2 
Frame 27, 90 deg port 
90 
-390 
.... 
-190 
220 
S3 
Frame 52 1/ 2 at crown 
-40 
170 
100 
130 
S4 
Frame 52 %, 2G deg port 
30 
180 
100 
140 


55 
Frame 52 1/2, 45 deg port 
GO 
210 
90 
170 
SG 
Frame 52 1/2, 90 deg port 
30 
-110 
50 
120 
S7 
Frame 52 1/z, 90 deg stbd 
-30 
120 
100 
70 


* All gages measured circumferential strain. Compression is recorded as 
positive strain. 


t Change in depth of submarine which would produce same static strain as the 
largest dynamic strain observed. Strain gages were calibrated during deep-dive 
trials. 


weapons by destroyers in deep water, from the standpoint of shock damage to machinery and 
equipment important to combat capability. 
2. Determine safe ranges for delivery of antisubmarine nuclear weapons by submarines in 
deep water, from the standpoint of shock damage to machinery and equipment important to com- 
bat capability. 
. 
3. Determine the intensity and character of equipment shock motions on an EC-2 merchant 
ship at quasi-lethal range for the hull, under nuclear attack in deep water. 
4. In general, obtain shock-motion data on ships' machinery, equipment, and foundations 
for correlation with free-field phenomena, hull loading and theories so that the results of nu- 
clear tests in deep water can be extrapolated to other burst geometries and ships. 
B a c kg r 0 u n d . 
By underwater explosion of a chemical or nuclear weapon, a ship may be 
either (1) destroyed by rupture of its hull or (2) rendered inoperative by the disruption of vital 
machinery and eqUipment by mechanical shock. For most surface ships and submarines, there 
was evidence that the shock damage to vital machinery and equipment was the most critical prob- 
lem insofar as maintaining the ships' combat capability was concerned. 
At the beginning of World War II, the machinery and equipment shOCk-damage problem was 
brought sharply into focus when German influence mines caused disabling ship-equipment dam- 
age. Subsequent high-explosive tests subjecting a submerged submarine and several destroyers 
to simulated attack by depth charges provided some data and indicated the large scope of the 
equipment shock-damage problem. It became clear that there are many variables involved: 
type of construction and materials used in ship equipment, type of structure to which equipment 
is attached on ship, type of ship, size of weapon, depth of burst, depth of water, type of sea 
bottom, and attack geometry. It became obvious that the complexity of the problem, as indicated 
by the parameters involved, required a systematic approach. 
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Shot Baker of Operation Crossroads provided only limited data on the equipment shock damage 
to surface ships. More data on shock from an underwater nuclear weapon was obtained on Opera- 
tion Wigwam. However, this test was specifically designed to determine submarine lethality, 
with little effort expended to determine surface ship equipment-shock damage. The simplified 
submarine targets (Squaws) did contain weignts simulating main machinery on which shock mo- 
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Figure 2.51 Oscillogram of bottom-reflected shock wave on the 
USS Bonita (SSK-3) for Shot Wahoo. 


tion was extensively recorded, but the only surface ships in the test array were the YFNB in- 
strument barges, which were instrumented. 


Other underwater shock tests conducted with high-explosive charges on submarines and a 
variety of surface ships during the period of 1952 to 1957 have furnished additional data on shock 
response. The latest of these high-explosive tests, in December 1957, were the underwater ex- 
plosion tests conducted on the new guided missile destroyer DDG-1 (USS Gyatt) to evaluate the 
shock strength of the missile system. In most of these tests, however, it was not practical 
to carry the tests into the severe shock damage ranges, since the targets involved were com- 
missioned ships which were not expendable. Nevertheless, such tests have confirmed that both 
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operating submarines and surface ships can be disabled as a result of equipment shock damage 
at considerably greater distances than required to damage the hull. In addition. recent model 
studies using high explosives have also helped considerably in predicting the response of surface 
ships to a given underwater pressure loading. 
However, the question of correlation between the response from a full-scale nuclear detona- 
tion and the occurrence of damage to various shipboard machinery and equipment, especially 
with the latter under actual operational conditions, was still unanswered. This shipboard ma- 
chinery and equipment shock damage question could only be satisfactorily answered by having 
vessels. with vital shipboard equipment actually in operation, subjected to a pressure loading 
encountered in an underwater nuclear attack. 


Pro c e d u r e. 
To accomplish the objectives of the shipboard machinery and equipment 
shock damage studies, the shock motions of actual and simulated equipment, their foundations 
and supporting structures (including hull, bulkheads, decks and superstructures of the ships) 
were to be recorded as a function of time '.!sing electromagnetic velocity meters. In addition. 
at the same representative ship locations, the shock spectra associated with the movement of 
these structures were to be recorded by shock-spectra (reed-type) recorders. 
The DD-593, DD-592, DD-474 and the EC-2 were the principal target ships, and all were 
relatively highly instrumented for the equipment shock damage studies. The locations of these 
target ships from Shot Wahoo surface zero were respectively stern-on at_ broadside 3.t 
.- stern-on at"and broadside a .... 
feet, as indicated by Figure 2.8. A manned 
operational submarine, the SSK-3, was also instrumented and located a~foot range. 
As a supplementary effort, two manned operational destroyers, DD-728 and DD-886, containing 
minimal instrumentation, were e:"'''Posed during Shot Wahoo at relatively long ranges from the 
burst~eet). Another manned operational submarine, the S8-392, without in- 
strumentation, was located a! 
foot range. 
For the three target destroyers, e:\.i.ensive instrumentation was located principally in the for- 
ward engine and fire rooms where the main machinery was in operation, as well as in radio cen- 
tral. in the CIC, gunfire control and gyrocompass rooms. The operation of machinery and 
equipment in the forward engine and fire rooms, without personnel aboard, was accomplished 
by installation of automatic controls in these three destroyers. The starboard propeller on each 
destroyer was replaced with a disk of the same diameter to allow the shaft to rotate at normal 
400 rpm destroyer cruising speed without thrust. Unlike the DD's, the machinery on the EC- 2 
was not activated,although the instrumentation was located principally in the engine and fire 
room, as well as at other key locations such ,as on the bridge by steerage control equipment.· 


Approximately 50 velocity meter gages, and 50 shock-spectrum-recorder gages were in- 
stalled on each of the three DD's; apprOximately 30 of each type gages were installed on the 
EC-2. Eight of each type were mounted on the SSK-3, and six velocity-meter measurements were 
taken on each of the two operational DD's (DD-728 and DD-886). Thus, a total of over 350 gages 
was installed for the machinery- and equipment-shock studies. 
In addition to the above shock-measurement gages, a total of 40 high-speed, 1,000 frames 
per second, motion-picture cameras were installed on the three target destroyers, the EC-2 
and 8SK-3. These high-speed cameras were located to give a pictorial record of selected ma- 
chinery response and damage to aid in analysis of the data measurements. The general loca- 
tions of these gages and cameras on the target DD's and EC-2 are indicated by Figure 2.52. 
The gages used were substantially the same types previously utilized on other underwater 
tests. The basic velocity measurements were made by velocity ·meters. 'This was a simple, 
rugged-type gage consisting of a spring-mounted-bar magnet mounte'd inside a cyli!1drical coil. 
The latter was attached r.igidly to the equipment base whose shock motion was to be measured; 
motions of the base produced a voltage in the coil proportional to the relative velocity between 
the coil and the magnet. The time histories of the velocities so measured were recorded di- 
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Figure 2.52 Shock studies of shipboard machinery and equipment. 
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rectly on an oscillograph recorder located in a recording center compartment near the center 
of the ship. These recorder units were protected from radiation-film fogging by a lead shield- 
ing three inches thick. The recording equipment units were also mounted on steel spring cylin- 
ders to protect the recording units from severe shock damage, as shown in Figure 2.53. Air 
conditioning equipment was installed in the recording center compartments on each ship to ade- 
quately protect the electronic equipment from high humidity conditions. 
The shock-spectrum-recorder gages consisted of 10 weighted, cantilever reeds, each of a 
particular natural frequency from 20 to 450 cps. When exposed to shock, displacements of each 
reed are scribed on a wa.xed paper. From peak displacements, the ma.ximum acceleration of 
each reed can be computed; maximum acceleration plotted as a function of reed frequency is 
called shock spectrum. Shock spectrum specifications have been commonly utilized for se\'eral 
years by designers of shock-sensitive machinery and electronic equipment to resist shock en- 
vironments. The basic shock-spectrum recorder is an autographic, self-contained, self- 
recording instrument which requires no power or time initiation. For the first time on Opera- 
tion Hardtack, a few of the recorders were powered with an electric motor to drive the waxed 
paper, to thus separate versus time, the records produced by the successive direct, reloading, 
and reflected shock pulses. Figure 2.54 shows a shock-spectrum recorder. 
Each of the 40 high-speed cameras used for these shock studies was protected against film- 
radiation fogging by being mounted within a special cylindrical shield of lead three inches thick, 
in tUrn resiliently mounted in a specially-designed frame. Figure 2.55 shows a typical camera 
installation. 
Res u 1 t s . 
On five of the seven instrumented ships in the array, records of shock motions 
versus time were successfully made with all instruments installed. On the DD-592 and DD-474, 
the two target destroyers closest to the burst pOint, no electronic time-based records were ob- 
tained because of failure of the timing Signal system on those two ships, which resulted from 
auxiliary ships' power malfunctions. The shock motions on these two ships, therefore, were 
recorded only on the self-recording shock-spectrum recorders. These mechanical instruments, 
installed to produce shock-response data and as a backup for the time-based instruments, func- 
tioned excellently on all ships. All high-speed cameras on those ships on which timing Signals 
were received operated, and good quality films were obtained. 
Figure 2.56 shows a typical oscillogram record from one of the targets, this of the response 
from the direct-shock wave on the EC-2. Table 2.14 and Table 2.15 show a tabulation of the ve- 
locities, rise times, and average accelerations for both direct and reflected-shock waves on the 
EC-2 and DD-593. These tabulations interestingly indicate the general range of response mo- 


. tions on various items of machinery and foundations. The maximum vertical velocity of about 
14 ft/sec on the EC-2 and two ft/sec on the DD-593 compare well with Similar measurements 
taken for the hull studies. 
The shock-spectrum recorder data requires some data reduction and computation prior to 
presentation. However, a few records have been read and reduced and are shown in graphical 
form in Figure 2.57. The shock-spectrum data on the DD-474 and DD-592, upon analysis, is 
expected to make the principal shock motions on those two ships aVailable, even though the elec- 
tronic response instrumentation did not function. 
The ship's machinery and equipment damage to the EC-2, located broadSide at_feet 
from surface zero, was serious and crippling. Propulsion and auxiliary plants were seriously 
damaged. A variety of equipment, primarily cast-iron compon'ents, failed. In the propulsion 
plant, the main shaft bearings were broken from their pedestals. Mounting feet on fuel oil ser- 
vice pumps fractured; main condenser-holding bolts were sheared off. Auxiliary and ship's 
electrical service failed because of pipe-casting failures and failure of casting supports. The 
ship was made completely inoperable, by machinery and equipment shock damage, and would 
have required much shipyard work to return it to operating condition. 
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Figure 2.53 Recording equipment on resiliently mounted table in recording center. The os- 
cillograph, partly removed from its lead-lined housing, can be seen. Another oscillograph 
ill a similar housing is hidden behind the velocity-meter control and calibration panels canti- 
levered from the table. One of the two thin-walled 24-inch-diameter cylinders which support 
the table is visible in the lower left corner of the photograph. The cylinders are designed to 
yield under shock loading so as to limit accelerations of the table to around 4 g. 


Figure 2.54 Typical installation of a velocity meter and a shock-spectrum recorder. The 
velocity meter at the right is connected By a cable to a galvanometer channel in the oscil- 
lograph shown in Figure 2.53. The shock-spectrum recorder at this location is equipped 
with a motor, which drives the recording paper. The protective cover has been removed 
from the shock-spectrum recorder to show five of the ten weighted cantilever reeds. 
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The ship's machinery and equipment damage to the DD-474, located_feet from surface 
zero, could be classified as light but beginning to approach the moderate damage range. The 
flexure plate bolts which support the foundations to the main turbines were appreciably de- 
formed in both shear and bending. Misalignment between the turbines and the propulsion shaH 
resulting from the deformation of these bolts was taken up in the couplings. Although the tur- 
bines were still operable, misalignment would result in excessive wear in the couplings, Com- 
plete failure of these flexure plate bolts would drop the turbine into the bilge and at normal 
turbine speeds could result in severe damage to the ship. Thus indications are that the differ- 


Figure 2.55 Typical installation of high-speed motion-picture cameras. Each camera 
is housed vertically inside a heavy lead-lined cylinder. The cylinder is seismically 
suspended by means of three pairs of rubber (shock) cords from a special frame. In 
order to take pictures horizontally, an adjustable mirror is used. It is seen below the 
housing reflecting an image of the camera lens. Lights for illuminating the subject 
are resiliently mounted. 


ence in range may be small between light, moderate and severe damage. Brick work on the 
floor of one boiler was damaged, and a five-inch ammunition hoist was disabled by bolt failures. 
The shock damage was negligible on the DD-592 and DD-593 a~eet, 
respect- 
ively. On the DD-728 and DD-886 a_et, 
respectively, some electronic 
equipment failed. In addition, gearing in the rocket-thrown-torpedo (RATT) system jammed. 
It is of significance to note that these latter manned commissioned destroyers, unlike the tar- 
get destroyers, had modern electronic eqUipment on board. Had the target ships closer to the 
burst pOint been outfitted with such electronic equipment, this undoubtedly would also have been 
damaged. 
. 
Shock damage to the SSK-3, _eet from surface zero, was negligible, consisting only 
of momentary power loss due to a circuit breaker trip and minor failures of electronic and ord- 
nance equipment. The operating submarine SS-392, a~eet, reported a minor malfunc- 
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Figure 2.56 Oscillogram of direct shock wave on SS Michael Moran (EC-2) for Shot Wahoo. 
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TAHLJ,; 2.14 
VELOCITIES, RISE TIMES, AND AVEHAGE ACCELEHATIONS ON SS MICIIAEL MOHAN (EC-2) 
lo'HOM SHOT WAHOO 


Dircet Shock Wavc 
Hct1ected Shock Wave 
Position 
Orientation * 
Location 
Peak 
IUse 
Average 
Peak 
Uisc 
Average 
Number 
Velocity 
Time Acceleration 
Velocity 
Timc Acccleration 


It/sec 
msec 
g 
ft/sec 
msec 
g 


1 
V 
Bottom center Bulkhcad 88 
804 
G 
44 
4.7 
7 
21 


2 
V 
Bottom ccnter Frame 97 
11.2 
3 
110 
4.5 
3 
43 


3 
A 
Bottom ccntcr Framc 97 
7.7 
1 
2'10 
0.8 
1 
31 


4 
V 
Bottom stbd Frame 97 
1104 
7 
'19 
4.4 
3 
45 


5 
V 
Bottom port Framc 97 
!L7 
2 
180 
5.2 
3 
50 


6 
A 
Low stbd Framc 97 
27.7 
1 
1,200 
4.9 
3 
58 


7 
A 
Low port Frame 97 
7.6 
2 
120 
-2.8 
5 
-18 


8 
A 
Higher stbd Frame 97 
28.7 
3 
330 
3.8 
8 
15 


9 
A 
II ighel' port l~ral1le 97 
-5.1 
7 
-22 
-4,4 
5 
-29 


10 
V 
Subbase main engine 
10.0 
>1 
72 
4.8 
14 
10 


11 
A 
Subbase main engine 
5.9 
9 
20 
1.5 
13 
3 


~ 
~ 
12 
V 
Foundation Cate l'pillar diesel 
12.2 
4 
8G 
4.7 
3 
47 


~ 
13 
A 
Foundation Catel'pillar diesel 
1:l.0 
2 
220 
1.0 
3 
11 


14 
V 
Foundation sleam-generatun; 
(j.O 
3 
(i4 
5.3 
15 
11 


16 
V 
Top of main engine 
13.2 
9 
45 
4.9 
10 
16 


17 
A 
Top of main engine 
3.'1 
'1 
2G 
-2.0 
14 
-4 


18 
V 
Caterpillar diesel 
13.7 
10 
43 
7.9 
11 
22 
19 
A 
CatcI'pillar diesel 
(L6 
2 
110 
1.8 
3 
19 


21 
V 
Platform deck Bulkhead 88 
8.2 
10 
27 
4.2 
5 
27 


22 
V 
Platform deck Frame 83 
GA 
6 
33 
7.0 
35 
6 


23 
A 
Platform deck FI'ame 83 
.1. 7 
10 
14 
2.3 
43 
2 


24 
V 
03 level Frame 89 
9.7 
35 
8 
5.0 
28 
5 


25 
V 
Wheelhousc 
12.7 
27 
15 
5.0 
20 
7 


26 
A 
Whcelhouse 
4.4 
19 
7 
1.1 
35 
1 


27 
V 
Stecring gear room 
5.0 
11 
14 
3.G 
35 
3 


28 
V 
Shaft alley 
15.5 
1 
690 
3.5 
11 
10 


29 
V 
Foundation operating diesel 
12.2 
11 
34 
7.5 
13 
18 


30 
V 
Operating diesel 
14.3 
22 
20 
5.4 
13 
13 


* Direction of measuI'ement of motion: V, Vel'tical (motion upward is posltivc); A, Athwartship (motion to port is positive). 


TABLE 2.15 
VI::LOCITIES, H1SE TIMES, AND AVI::HAGE ACCELEHATIONS ON USS KILLEN (DD-593) 
FHOM SIIOT WAIIOO 


Position 
Direct Shock Wavc 
Rcflected Shock Wave 


Number 
Orientation + 
Location 
Peak 
Rise 
Average 
Peak 
Rise 
Average 
Velocity 
Time Acceleration 
Velocity 
Time Acceleration 
ft/sec 
msec 
g 
ft/sec 
msec 
g 
1 
V 
Kcel Frame 22 
0.6 
1 
29 
1.8 
8 
7 
4 
V 
Foundation battery contl'ol 
0.2 
8 
1 
1.5 
11 
4 
5 
V 
Battery control 
0.2 
6 
i 
1.6 
13 
4 
6 
V 
Uadio central Bulkhead 72 
0.1 
3 
1 
1.5 
24 
2 
13 
V 
Keel Frame 99 
0.5 
1 
30 
1.6 
9 
5 
17 
V 
Keel Bulkhead 110 
0.3 
1 
22 
1.3 
8 
5 
18 
L 
Keel Frame 109 
0.1 
1 
4 
-0.2 
12 
-1 
19 
V 
}o'lex plate Bulkhead 92 ~ 
0.2 
3 
2 
1.3 
8 
5 
20 
V 
Foundation l'educt gear, fOI'wal'd 
0,2 
1 
6 
1.1 
9 
4 
21 
V 
Foundation reduct gear, after 
0.2 
1 
16 
1.3 
11 
4 
.... 
22 
V 
Foundation turbogen, fOI'ward 
0.2 
3 
2 
1.6 
14 
4 
.... 
--23 
A 
Foundation turbogen, forwal'd 
0.0 
11 
0 
0.3 
13 
3 


t..) 


24 
V 
Foundation turbogen, after 
0.2 
1 
6 
1.2 
18 
1 
25 
A 
Foundation turbogen, after 
-0.1 
1 
0 
0.2 
8 
1 
26 
V 
Ueduction gear 
0.2 
6 
1 
1.5 
10 
5 
27 
V 
Subbase HP turbine 
0.2 
10 
1 
1.8 
20 
3 
28 
V 
Subbase LP turbine 
0.2 
15 
1 
2.0 
25 
2 
29 
V 
Subbase turbogen 
0.3 
9 
1 
2.0 
14 
5 
31 
V 
Main deck Bulkhead 110 
0.1 
1 
4 
1.6 
18 
3 
33 
V 
Main deck Frame 107 
0.1 
6 
1 
1.5 
18 
3 
34 
V 
Deckhouse top 
0.2 
10 
1 
2.2 
18 
4 
46 
V 
Foundation 5-in. gun 
0.2 
3 
4 
1.4 
11 
4 
48 
V 
Steering gear room 
0.3 
1 
20 
1.4 
7 
6 
49 
A 
Steering gear room 
-0.1 
1 
-3 
0.3 
10 
1 
50 
L 
Steel'ing gear room 
0.0 
2 
1 
-0.2 
17 
-1 
51 
V 
5-in. gun 
0.2 
10 
1 
2.1 
18 
4 


+ Direction of measurement of motion: V, Vertical (motion upwal'd is positive); A, Athwartship (motion to port is positive); 
L, Longitudinal (motion forward is positive). 


tion in that release of torpedos occurred in twO tubes as a result of raising of the stop bolts 
from the shock. 
Table 2.16 shows the vertical velocities caused by the direct shock wave averaged for the 
EC-2 and DD-593, by various types 'of positions, and computed average ratios of velocity to 
water velocity. For shipboard machinery and equipment, these computed average ratios show 
that the velocities larger than surface-water velocity are associated with light load positions, 
while heavily loaded positions more closely approximate the surface-water velocity. 
Con c 1 u s ion s . 
The shock damage to ship machinery and equipment on the target ships, 
although reasonably severe on the EC-2 and light approaching moderate on the DD-474, was 
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Figure 2.57 Comparison of shock spectra on the three target destroyers for Shot Wahoo. 
The spectra shown are for Position 17, measuring vertical motion of Bulkhead 110 at a . 
point near the keel, and are the spectra for all the shock motions which occurred. 


somewhat less than expected for Shot Wahoo. This was apparently due to a reduction in free- 
field pressures encountered from those predicted. This may have been caused by a stronger 
water-temperature gradient-refraction effect in the water than, expected at the Wahoo site, al- 
though more detailed data study of this point is required: The following conclusions, however, 
apply to the ship machinery and equipment shock damage studies on Shot Wahoo. It should be 
understood that Wahoo conditions include yield, shot geometries, and to a lesser extent, bottom 
reflection and water-temperature gradient characteristics for this test. 
1. From the standpoint of equipment shock response, the minimum safe range for delivery 
of an antisubmarine weapon by destroyers is.eet for Wahoo conditions. Damage or mal- 
function of particularly delicate eqUipment, i. e., some types of electronic equipment, may occur 
at larger ranges. 
2. From the standpoint of equipment shock response, the 
delivery of an antisubmarine weapon by destroyers is beltwE~en 
conditions. 
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3. 
~~iJ2rr~!! shock response, the minimum safe range for a sub- 
marine is less 
.uncier Wahoo conditions. The estimated maxi- 
mum submarine 
city at 
range was about 2.5 H/ sec, which is considerably less than 


the velocity necessary to cause significant equipment damage. Therefore..-reet is a con- 
servatively safe range, although malfunction of particularly delicate equipment ti. e. electronic) 
may occur at larger distances. In the final report it is expected that analysis will permit an 
estimate of the minimum safe range to be made. 
4. Shock data defining the intensity and character of the shock motions on merchant ships 


TABLE 2.1G 
V£RTIC.-\L VELOCITIES OF HULL FOR OIRECT SHOCK W.-\VE 
Fn;)~[ 3HOT W;\f-[UO 


Magnitude of 
Inertia Loading 


Heavy 


Intcrmedi::ttc 


Light 


Light 


Positions 


Bulkheads at locations ncar kecl 


Foundations of propulsion machinery 


Foundations of light equipment and 
unloaded positions 


Highest velocity recorded (shaft alley 
of EC2, Frame 22 of 005D3) 


Computed velocity of surface water 


Average Peak Velocities' 
EC-2 
00-5~)3 
ttl sec 
ft/st..!'c 


SA 
0.2 


10.0 
o ., 


12.0 
0.5 


15.5 
O.G 


3.5 
o ., 


Ratio to Velocity 
of Surface Water 


EC-~ 
DD-5~):l 


1.0 
1.0 


1.2 
1.0 


1.4 
2.5 


1.S 
3.0 


• Numerical averages of recorded peak \'elocities. Accu('acy is low for data from 00-5D:l because the 
\'clocities are small compared to the peak velocities expected from the ('etlected wave. 
No time-history 
('ecords were obtained from 00-474 or 00-502. 


were obt.,ined on an EC-2 at_eet from Shot Wahoo. At this range, the ship was totally 
disabled by machinery and equipment shock damage. 
5. Sets of shock motion data were obtained on all seven of the target ships during Shot Wahoo. 


Time-based shock motion data were not obtained on the two target destroyers closest to the burst. 
However, data from self-recording mechanical shock-spectrum recorders were obtained on all 
targets. It is believed that sufficient data are at hand to provide check pOints to correlate with 
observed pressures anrl times so that the results of nuclear tests available can be extrapolated 
to other geometries and ships. It is hoped such generalizations can be developed for inclusion 
in the final report. 
6. For Shot Wahoo, the direct shock wave, rather than the reflected shock wave, was the 
primary cause of shock damage at the close ranges of interest. 
7. The safe range and damage range for submarine and surface ship targets, under Wahoo 


conditions, is determined by shock damage to ships machinery and equipment rather than by 
hull damage. 


2.4.6 Summary. In summary, it is concluded that the results obtained from the projects in 
Program 3 on Shot Wahoo were generally successful in achieving the main objectives of the 
program. 
The pre-Wahoo tests of high-explosive-tapered charges against the DD-592 in January 1958 
successfully showed that the direct shock waves of an underwater nuclear detonation could be 
simulated by means of tapered charges. The decision as to whether this tapered-charge tech- 
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nique also properly simulates target response must await evaluation of shock-spectra-g3.ge 
data from Shot Wahoo. 


On Shot Wahoo, the response and damage to hulls, ships' machinery, and equipment of the 
surface ships EC-2, DD-593, DD-592 and DD-474 were somewhat less than predicted. App3.r- 
ently, this was due to a greater reduction in the free-field underwater pressures from a stronger- 
than-expected refraction effect on the underwater shock waves, which, in turn, was due to the 
pronounced thermocline or abrupt temperature gradient with depth in the water at the Wahoo site. 
However, considerable detailed data study will be required prior to preparation of firm conclu- 
sions which are expected to appear in the final report. 
In consonance with the less-than-expected Ship response on Shot Wahoo, the EC-2 merchant 
ship, located broadside at 2,300 feet from surface zero at a predicted quasi-lethal range for the 
hull, actually sustained only light hull damage. A ma.."(imum transient displacement of about four 
inches in the hull side frames near the ship's center produced a ma..ximum permanent hull side 
displacement of about one and one half inches. Maximum permanent hull-plate dishing between 
frames was about % inch. Minor hull flooding, caused by leaks due to minor seam cracks, was 
controllable by pumping. In contrast to the EC-2 hull, the ship machinery and equipment damage 
was severe, so as to make the ship completely inoperable, and would have required much ship- 
yard work to return the EC- 2 to an operating condition. 
As expected, there was no hull damage to the DD-474, the destroyer closest tOfsurfac.ezero 
a~foot range, oriented stern-to. The ship's machinery and equipment damage to the 
DD-474 could be classified as light but beginning to approach the moderate damage range. The 
flexure plate bolts, which support the foundations for the main turbines, were appreciably de- 
formed in both shear and bending. Misalignment between the turbine and propulsion shaft re- 
sulting from the bolt deformation was taken up in the coupling. Although the turbine was still 
operable and did operate at the normal 400 rpm propeller-shaft cruising speed through and 
after shot detonation, this misalignment would result in excessive wear in couplings. Complete 
failure of these deformed flexure plate bolts would have dropped the turbine in the bilge and at 
normal turbine speeds would have resulted in severe damage to the ship. Thus, indications 
are that the difference in range distance may be small between light, moderate, and severe 
damage ranges. 
Although hull and shock damages on the oth~et 
ships were considered neg- 
ligible, two manned operational destroyers a~foot 
range had some electronic 
equipment failures. In addition, gearing in the late model rocket-thrown-torpedo system jammed. 
It is also Significant to note that these manned commissioned destroyers, unlike the target de,.. 
stroyers, had modern electronic equipment on board. If the target destroyers which were closer 
to the burst point had also been so outfitted, such .electronic equipment undoubtedly would also 
ha ve been damaged. 
It is expected that analysis of the volume of self-recorded and electronically-recorded shock 
response data available, even though the electronically-recorded data on the DD-474 and DD-592 
was not obtained on Shot Wahoo because of ship's power and timing Signal malfunctions, will 
permit correlation of hull and equipment response with free-field pressures on all target ships. 
From the results obtained, there was confirmation that the safe range and damage range for 
submarine and surface-ship targets under Shot Wahoo conditions is determined by shock damage 
to ship's machinery and equipmertt, rather than by hull damage. 
The following additional preliminary conclusions drawn from Shot Wah'Jo data with respect 
to both hull and shock damage to ship's machinery and equipment are considered Significant. 
It should be understood that these apply to the deep-water Shot Wahoo conditions, which include 
yield, shot geometries, and to a lesser extent, bottom reflection and temperature gradient char- 
acteristics for this test: 
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1. From the standpoint of hull deflection, the estimated lethal range for an EC-2 merchant 
ship i~eet for Shot Wahoo conditions. 
. 
2. The severe or crippling shock-damage range for machinery and equipment of an EC-2 
merchant ship isllll1eet, under Shot Wahoo conditions. 
3. The minimum safe range for repeated delivery of an antisubmarine weapon by destroyers 


is~eet 
for Shot Wahoo conditions. 
4. The minimum safe range for sing~ 
antisubmarine weapon by destroyers, 
with shipyard availability soon after, is ~eet 
for Shot Wahoo conditions. 
minimum safe 
for delivery 01 an antIsubmarine weapon from a submarine is 
Shot Wahoo conditions. Although this is a conserva- 


'T,r,"" rly delicate equipment (i. e., electronic equipment) 
may occur at such range. It is expected that complete analysis of data will permit an estimate 
of the minimum safe range in the final report. 
6. 
Considerable basic information of hull response on surface ships as related to free-field 
pressures and loading measurements was obtained. This data has provided check points for 
small-scale ship model experiments which confirm developed theories, which upon further anal- 
ysis are expected to prove valuable in extrapolating results of Shot Wahoo to other geometries 
and ships. The loss of electronically-recorded data on the DD-592, as a result of ship's power 
and timing signal malfunctions, makes direct correlation with the high-explosive tapered-charge 
tests more difficult; however, it is expected that analysis of available self-recording shock- 
spectra response data will permit such correlation. 
7. From the standpoint of ship damage important to combat capability, the safe range in 
deep water for surface ships likely to deliver nuclear underwater weapons in the foreseeable 
future is determined by shock damage to machinery and equipment, rather than damage to the 
hull. 
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3.1 
INTRODUCTION 


Chapler 3 


SHOT UMBRELLA 


Shot Umbrella was the underwater detonation of a lO-kt nuclear device in the southwestern·· 


part of Eniwetok Lagoon. The device was detonated 9 June 1958 on the bottom in about 148 feet 
of water. A target array, consisting principally of three destroyers, an EC-2 liberty ship, a 
submarine (SSK-3) and a submarine model (Squaw), was moored at various ranges and orienta- 
. tions from surface zero. In addition, naval mines were planted in the vicinity to determine mine 
reactions to nuclear detonations. 


3.1.1 Objectives. The objectives of this test are presented in paragraph 2.1.1. In addition, 
there was the added objective of determining the mine-crushing capability of a nuclear detonation 
and the mine-actuating influences' of such a detonation. 
The test objectives and expected test results may be summarized as follows: (1) document the 
basic-effects data with regard to initial and residual radiation, air overpressures, underwater- 
shock pressures, crater measurements, mechanics of base surge, and radiological contaminants; 
(2) document the response of selected targets to underwater shock pressures; and from these ob- 
jectives to (1) determine safe minimum-standoff distances for delivery of nuclear antisubmarine 
warfare weapons by existing vehicles; (2) improve predictions of the lethal range of nuclear anti- 
submarine warfare weapons against submarine type and surface-ship targets in shallow and in 
deep water; and (3) determine the mine-field-clearance capability of underwater-burst nuclear 
weapons. 


3.1.2 Background. The background of this test is presented in Section 2.1. 2. 
After consider- 
ation of many array plans it was finally deCided that three destroyers, placed at ranges from 
moderate-equipment damage to no damage, an EC-2 liberty ship, and the Squaw (Figure 3.1), 
placed at a severe hull-damage range, would comprise the array (Figure 3.2). An operational 
submarine (Bonita) was later added to the array. Barges were included for support of project 
activities. Coracles collected data around the array. 
About 1 August 1957, Chief, Naval Operations (CNO) designated the USS Bonita (SSK-3) as the 
submarine tar.get for Shot Wahoo. The destroyers and the EC-2 were taken into the Long Beach 
Naval Shipyard on 1 September 1957. The Squaw and YFNB-12 were made ready at the Naval 
Repair Facility, San Diego, with work starting about 1 September. For Shot Umbrella, it was 
planned to use standard mooring buoys and anchors to hold the targets in place. 
Tables 2.1, 2.2, and 2.3 list the approved projects, project agencies and funding for the two 
underwater shots, Wahoo and Umbrella. No attempt has been made to separate the costs be- 
tween the two underwater shots. Therefore, participation and funding for both are indicated in 
the tables. 
Figure 3.1 and Figures 2.2 through 2.6 show the targets and barges used during Shot Umbrella. 


3.1.3 Procedure. The procedure used in preparation for Shot Umbrella is discussed in Sec- 
tion 2.1.3. 


3.1.4 Preparatory Operations. The preparatory operations described in Section 2.1.4 are 
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applicable to Shot Umbrella. In addition, a test of the Squaw submergence system was conducted 
off San Diego, California, in November 1957. 
Following the Special Charge Studies, Project 3.1, a meeting of the Target Positioning Ad- 


visory Panel was held in washi~ 
Distances to the target ships from surface zero were set 


IiI 


EC- 2,.,.,., DD-474,~eet; DD-592,.eet; DD-59~eet; and Squaw, 
eet (Figure 3.2). 
During the time between the test of the Squaw and the time it was towed to the EPG, the David 


Figure 3.1 Squaw, scale- model submarine construction, previously 
used during Operation Wigwam, being placed in the target array for 
Shot Umbrella. 


Taylor Model Basin was engaged in installing its instrumentation in the Squaw at the Naval Re- 
pair FaCility, San Diego, California. 


3.1.5 Test Operations. The operational phase of Hardtack began with the movement of per- 
sonnel and equipment from the United States to the EPG. Ships, barges and equipment were 
towed or transported from their respective shipyards or ports. More details of the movement 
of target vessels are found in the previous chapter. 


Shot Umbrella was scheduled to follow Shot Wahoo. At 1330 on 16 May 1958, Shot Wahoo was 
detonated. Early recovery of some data, particularly of a radiological nature, was accomplished 
before dark on 16 May. 


On 17 May the target ships were hosed down, monitored, and data was recovered as safety 
considerations permitted. When all projects were ready, the ships were taken from their moor- 
ings and towed into an anchorage near Site Fred where decontamination was performed using 
teams from the USS Renville. This was accomplished in about four days. 
To assist in target preparation, TG-7.3 again had the repair ship, USS Hooper Island (AR-17), 
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Figu ro 3,2 Early planning target array for Shot Uml>l'olla. 


.J 


moored near Site Elmer. The three destroyers and Bonita were nested alongside the USS Hooper 
Island for the final field preparations for Shot Umbrella. 


While project personnel were readying the targets and other instrumentation, TG-7.3 anchored 
buoys and barges and made other preparations to place the Shot Umbrella array in proper position .. 


On 15 April, the Chief, AFSWP, directed that the USS Bonita (SSK-3) be submerged in the Um- 
brella array at'-eet, bow toward surface zero. 
Task Group ~d 
moored the Umbrella zero buoy on 1 May 1958, to assist those projects 


making early installations for Shot Umbrella. 
On 23 May, the Target Positioning Advisory Panel held a meeting and decided on the following 
revised distances for the target ships from surface zero: EC-2, ~feet; Squaw~eet; 
DD-474, ~eet; DD-592~ feet; and DD-593~eet. These distances were accepted 
by the C~FSWP (Table 3.1). Best estimates of exact ranges from surface zero at shot 
time are shown in Figure 3.3. 
Beginning 4 June, the USS Monticello (LSD-35) and the boats assigned from TG-7.3 Boat Pool 


TABLE 3.1 
TARGET-SHIP DISTAl\CES FROM SL"RFACE ZERO 
FOR SHOT VIIIBRELL-\ 


Ali Ji:;l:lnccs shown are horizontal, in feet. from surface zel'O to 
the nominal centerline of the ship concerned. 


EC-2 


DO-5f1:l 
DD-5!J2 
DO-474 


Squaw 


YF!\B-12 


SSK-3 


provided transportation to the target-array area and boat service between the barges and ships, 
The concept was good, but the daily operations were again beset by a series of minor but annoy- 
ing problems, similar to those encountered prior to Shot Wahoo. 


Since some data was lost on Shot Wahoo because of failure to get timing signals, much thought 


was given to assuring signals during Shot Umbrella. The radio timing central was given two in- 
dependent sources of power and, in addition, a visual-indicator system was devised to show when 


:: ship lost power supply. 
Zero hour of 1100, 8 June, was established. 
Following Shot Wahoo, in discussions with technical personnel, it was decided that, if possible, 
a more stable platform with more antenna room should be provided for the arming and firing op- 
erations and for Project 1.11. Investigation disclosed that a surplus LCU was available. Into 
the well of this LCU, the LCM, with its already installed instrumentation, was placed. Project 
1.11 occupied c,:le of the rooms on the starboard quarter of the LCU. The LCU was checked out 
at Site Elmer and taken on 4 June to the zero buoy where it remained until shot time. 
The Squaw and YFNB were moored in the array on 31 May, 
The EC-2, DD-474, DD-592, and DD-593 were moored in the array on 1 and 2 June. 
On 4 June, a complete rehearsal of procedure of Shot Umbrella was conducted. Token groups 
of personnel were evacuated from the target array, \\'ashdown was in operation, a dummy de~ice 
was placed in pOSition, the full-frequency full~power dry run was made, and the procedure for 
early reentry, including the rad-safe survey, was followed. All aircraft missions for U-day 
were also flown. 
Due to an accumulation of delays, it was decided to postpone shot day to 9 June 1958. The 
remaining days and nights were devoted to last-minute -checks and rechecks of instruments, 
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Figure 3.3 Target array for Shot Umhrella. 
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timing-signal runs, loading cameras, arming coracles, etc. 
The Bonita was placed in position on 8 June. 
At 0600 on 9 June, the device was lowered into position, final evacuation of the target array 
was begun, and the USS Grasp left the zero-buoy area about 0900, while ships and boats moved 
to pre-selected anchorages, generally east of surface zero, to wait for the detonation. 
About 1030 a fifteen-minute delay was called to wait for better cloud conditions. 
At 1115, 9 June 1958, the Umbrella device was detonated. 
It was soon determined that there was not as much radiological contamination as had been an- 
ticipated. Using a prearranged entry plan, the early recovery of data and instrumentation was 
begun within two hours after shot time. By 1600 on 10 June, the early-data recovery was com- 
pleted and the ships were broken from their moorings. The ships were taken to Site Elmer 
where the remaining project data was removed, damage surveys were conducted, and the ships 
made ready for return to the United States. 
The EC-2 was found to be too badly damaged for economical repair. Permission was ob- 
tained to dispose of the ship, and it was su~ by gunfire in deep water off Eniwetok Atoll. 
The USS Bonita was returned to the United States under its own power. 
The DD-474, DD-592, DD-593 and Squaw YFNB were towed to the United States. 


3.2 
BLAST AND SHOCK 


Study of free-field blast and shock phenomena from the shallow water shot, Umbrella, was 
accomplished by six projects. Their general objective was to correlate data obtained with re- 
sults from Shot Baker of Operation Crossroads and high-e},."plosive tests, with the aim of im- 
proving methods of predicting blast and shock phenomena for any underwater burst geometry in 
shallow water. 


3.2.1 Umbrella Preshot and Posts hot Bathymetric Surveys. A preshot bathymetric survey 
was made of a selected area of Eniwetok Lagoon to facilitate selection of the shot site and for 
use in placement of equipment and analysis of data. This survey was accomplished under the 
general direction of the Columbia University Geophysical Field Station in September and October 
1957; however, Proj ect 1.13 increased the density of data around surface zero during Operation 
Hardtack, using a TG-7.3 LCM equipped with a fathometer. Combined results shown in Figure 
3.4 indicate the lagoon has an average depth of about 23 fathoms, with numerous coral heads one 
or two fathoms high. 
Interest in the Shot Umbrella crater stemmed from possible use of bottom bursts in such civil 
applications as harbor construction and possible side benefits from military use of a weapon, . 
such as formation of a crater lip which would make harbors inoperative. A postshot bathymetric 
survey was, therefore, made to ascertain the extent of the Umbrella crater and lip. An LCM, 
equipped with a fathometer, was used to document postshot water depths, starting on D + 1 day. 
Positioning and control of the boat were accomplished by cross bearings from known stations on 
Sites Keith and Glenn, and appropriate radio communications. Some lead-line soundings were 
also taken, and these showed little difference from fathometer readings. Four cross sections 
through ground zero are shown in Figure 3.5. Because of the extremely uneven preshot terrain, 
values for maximum crater depth and radius can only be grossly estimated. Crater depth ap- 
pears to be less than 15 feet but is as much as 30 feet in regions where preshot high points 
existed. Crater radius appears to be about 900 feet. Crater lip height, if any, was too small 
to be measured by a fathometer. The crater was shallower and wider than TM 23-200 predic- 
tions of 100-foot depth and 550-foot radius, thus indicating need for further studies of craters 
from water-contained explosions. 
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Figure 3.4 Preshot hydrographic survey of the Umbrella area. Soundings in fathoms. 
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Figure 3.5 Bottom profiles through surface zero prior to and after Shot Umbrella. 
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3.2.2 Hydrodynamic Yield Determination. During Operation Wig',l"am, Armour Research 
Foundation (ARF) measured the time of arrival of the shock wave at selected points between the 
underwater shot point and the water surface. From the shock arrival data, ARF computed the 
shock-wave velocity versus range and then obtained the total-energy release of the device on 
the basis of theoretical considerations (Reference 14). For Operation Wigwam, the yield com- 
puted from this approach was considered to be quite reliable. The Operation Wigwam technique 
was re-instituted on Shot Umbrella primarily to provide a check on the energy partition between 
water and ground for the bottom-burst geometry. Shot Wahoo was to provide the free-water 
pressure-distance curve for the device. Secondary objective on Shot Umbrella was to provide 
a check on total yield. 
E xp e rim e n tal PIa n. Instrumentation, as shown in Figure 3.6, was essentially the same 
as used on Operation Wigwam. Two strings of pressure switches and a doppler cable were at- 
tached to the weapon-suspension cable. Closure of the pressure switches by the shock wave 
triggered a pulse generator whose response was telemetered to a receiving station. Shock-wave 
velocities were to be determined from the time intenal between closures. A doppler coa.xial 
cable was also installed to provide a measurement of shock velocity. A signal from a radio- 
frequency oscillator, transmitted down this cable, was to be reflected at the end crushed by the 
;;huck wave. The reflected Signal and oscillator signal were to be mixed, amplified, and telem- 
etered to the receiving station. This telemetered signal, the doppler frequency, would be di- 
rectly proportional to the shock-wave velocity. 
Preshot tests showed considerable interference with reception of telemetered signals from 
surface zero at Site Parry and adjacent islands. Therefore, a receiving statior'! was set up on 
an LCU. Use of the LCU permitted movement to a good zone of reception, approximately 


~ 
et north of surface zero. 
Res u 1 t s . 
Of two sets of pressure switches and one coa.xial cable installed, only one set of 
pressure switches provided data. Measured times of shock arrival and computed values of 
shock velocity, overpressure, and total yield are shown in Table 3.2. As can be seen, a con- 
sistent yield was not obtained. At Gage 29, shock velocity was approaching sound velocity, so 
value of yield computed for this point can be disregarded. An average of the remaining points 
gives a total yield of 6.45 kt or effective yield of 6.45 x 1.6 = 10.3 kt. This compares to the 
e),:pected total yield of 10 kt and expected effective yield of 16 kt. 
Figure 3.7 compares the UmbreUa pressure-distance curve with that predicted from Opera- 


tion Wigwam. The measured cun'e crosses the predicted decay line in such a manner that in 
one half of the region of interest the effective yield appears below, and in the other half above 
the 16 kt expected. Determination of energy partition between coral and water must await an 
adequate e: .... planation of this une:,:pected slope of the measured curve. 


3.2.3 Underwater Shock Pressures. Information from peak-pressure measurements and 
from limited amounts of pressure-time data obtained on Shot Baker of Operation Crossroads 
was inadequate to enable predictions of loading to ships and submarine targets from underwater 
shots in shallow water. Work with high ex-plosives indicated general agreement with peak- 
pressure results of Shot Baker, Operation Crossroads, but left considerable uncertainty as to 
predictions of impulse for a nuclear shot. As a result, there was a real need for a substantial 
program for measuring underwater presslires as a function of time and distance from Shot Um- 
brella. These measurements were to be used by ship-damage projects to provide characteristic 
loading functions on target ships and so, when correlated with information on ship response and, 
damage, provide a sound basis for determination of pertinent operational techniques. Naval 
Ordnance Laboratory (NOL) was the project agency for obtaining the pressure-time histories.~ 


E xp e rim e n tal Pro c e d u r e. 
NOL established 16 stations, with gages at depths of 10 


to 130 feet, at ranges from 473 to 7,900 feet. The primary electronic gages were backed up by 
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Figure 3.6 Instrumentation for early time-of-arrival data. 
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both mechanical pressure-time (p-t) and ball-crusher (b-c) gages. Vertical gage strings were 
deployed from all three destroyers, the YFNB, EC-2, 5,500-foot barge, and two close-in linear 
arrays composed of buoys and barges. Electronic strings. suspended from the close-in buoys, 
reported to recorders in barges at ranges 0 
feet. Alternate electronic gages 
from each string reported to separate recorders to insure against complete loss of data from 
anyone station. 
Res u it s. A typical electronic p-t record obtained is shown in Figure 3.8. Mechanical 
pressure-time (mpt) and electronic pressure-time (ept) records were in good agreement. The 
low-amplitude pulse in advance of the main shock, reaching an overpressure of three psi, was 
found on almost all records. It was due to energy traveling first through the ocean bottom and 
then transferring into the water and is referred to herein as the ground wave. The direct shock 
wave was followed by a negati\'e phase during which cavitation occurred. The second positive 
pulse of 61 psi was caused by cavitation closure. Although not shown, the cavitation pulse was 


TABLE 
3.~ SUI\ll\IARY OF' I::ARLY HYDRODYN.-\l\IIC DATA, SHOT Ul\IBRELU. 


Gage 
R = Radius 
Time of 
U = Velocity 
RjW 1/3 
Xumber 
from Bomb 
Arrival 
n* 
P = Pres;;ure 


meters 
j.lsec 
m/sec 
bars 
meter /ktl; J 


11 
4.51 
16 


15 
7.15 
238 
0.30 
9.0 x 103 
·LO 
X 105 
4.4 
17 
9.00 
451 
0.35 
6.98 x 103 
2.2 
X 105 
G .:~ 
21 
14.20 
1,311 
0.45 
4.87 x 103 
8.5 x 104 
8.3 


2:3 
17.9 
2,111 
0.48 
·L08 x 103 
5.6 x 10" 
9.4 
27 
28.1 
4,951 
0.53 
3.03 x 103 
2.45 X 104 
12.0 
29 
35.2 
7,331 
0.54 
.2.59 x 103 
2.14 x 104 
12.5 


log IR~/Rll 
t 
. n = 
u- 
log {t.2/t1i 
R 


W = Total Yield 


kt 


4.25 
3.4 
5.0 


6.8 
12.8 
22.0 


followed by numerous small pulses, more pronounced at greater ranges, which may have been 
the result of waves reflected or refracted from ground layers deep beneath the ocean bottom. 
In general, the pressure-time records were similar in shape to those from high-explosive tests. 
Arrival times of the main shock, cavitation, and ground-wave pulses versus ground range 
are shown in Figure 3.9. A weak ground wave was found at all but the 473-foot station. Cavita- 
tion pulses were also found at all but the 473-foot station; however, at ranges inside 1,700 feet 
identification was difficult because of the presence of many small amplitude pulses. Figure 3.9 
shows the main shock arrived at greater time intervals after the ground wave as ranges increased. 
The cavitation pulse appeared first about 500 msec after detonation, approximately 2,000 feet 
from surface zero, and propagated away in both directions. At ranges beyond 3,000 feet, the 
cavitation pulse appeared within a few milliseconds after the main shock. 
Selected b-c gage peak pressures versus distance are plotted in Figure 3.10. The large var- 
iations in pressure observed from Operation Crossroads ball-crusher results were not found. 
For the first 70 to 80 feet down, pressures, with a few exceptions, were essentially constant. 
Below 70 to 80 feet, pressures decreased with depth. Pressures at the deepest gages, 130 feet, 
were 15 to 25 percent less than those near the surface. Readings at like depths and ranges 
showed a scatter of 10 to 15 percent. 
Selected ept and mpt gage peak overpressures versus distance are plotted in Figure 3.11. 
Ept gage pressures from 25 feet down to mid-depth, 60 to 80 feet, were fairly constant at all 
stations. Ten-foot-deep ept gages at all stations recorded pressures lower than gages below. 
Below mid-depth, peak pressures decreased with depth at most ept stations. Shallowest mpt 


127 


0 
Q) 
en E 


Q) 
E 
t= 


1200 
° 
, 
\ 


1000 
0, 


800 


600 


400 


200 


\ 


5680 - Foot Range 
61-Foot Goge Depth 


Figure 3.8 Shock-wave record. 
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Figure 3.9 Arrival times versus horizontal distance, Shot Umbrella. 
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Figure 3.10 Be gage peak pressures at various depths versus 


distance, Shot Umbrella. 
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Figure 3.11 EPT and MPT gage peak pressures at various depths 
versus distance, Shot Umbrella. 


gages were at 17 feet; one only of three showed a lower pressure than mid-depth readings. 
Most mpt stations showed the decrease in pressure in the bottom hali of the string found on 
b-c and mpt results. 
Figure 3.12 shows shock-wave durations as a function of distance, as measured on ept rec- 
ords. Duration increased regularly with depth and decreased with range. 


Peak overpressures from mid-depth ept gages are compared with predictions and cube root 
scaled Baker b-c results in Figure 3.13. Plotted circles, values which were predicted by NOL 
for a 10-kt radiochemical yield under Umbrella conditions, are seen to be in excellent agree- 
ment with results. 
In summary, Umbrella p-t and b-c gages from 473 to 7,900 feet from surface zero, at depths 
from 10 to 130 feet, recorded peak pressures ranging from 19 to 9,640 psi. Peak pressures at 
mid-depths were in agreement with predictions. Pressures decreased with depth in the lower 
half of the lagoon. A weak ground wave preceding the main pulse was observed on almost all 
records. Main shock durations at 70-foot depths decreased with range from about ten milli- 
seconds at 474 feet to fractions of a millisecond beyond 5,000-foot range. Shock wave durations 
increased regularly with depth. A second pulse, due to cavitation, was observed at all but the 
474-foot station. This pulse appeared first near 1,900-foot range and then moved toward and 
away from surface zero. Maximum cavitation pressure recorded was .314 psi, at 1,900-foot 
ranges. 


3.2.4 Visible Surface Phenomena. Main military interest in water thrown up by an under- 
water burst is in the role it plays in spreading radioactive contaminants. The cauliflower cloud 
from a shallow burst may be the source of high energy initial gamma radiation. Clouds and 
base surge may transport contaminants downwind for several miles. It is important, therefore, 
that the source of these phenomena be understood and that reliable scaling laws be established. 
Most of existing theory and scaling laws for slicks, water columns, plumes, fallout, base surge, 
and foam rings are based on high-ex-plosive data. The limited nuclear data which was available 
from Shot Baker of Operation Crossroads exhibited some pronounced differences from high- 
explosive results, so extrapolation of high-ex-plosive-developed equations to the nuclear situa- 
tion was uncertain. NOL accordingly undertook, with photographic support from Edgerton, 
Germeshausen and Grier (EG&G), to document the formation, growth, and dissipation of the 
visible surface phenomena of Shot Umbrella with the objective of improving eXisting scaling 
techniques. As on Shot Wahoo, Visible surface phenomena were recorded by timed technical 
photography from four surface stations and four aircraft. 
Res u It s. 
From the air, subsurface luminosity was visible within two or three millisec- 
onds after detonation and lasted about 10 milliseconds. An expanding white circular patch with 
dark fringe became Visible about 15 milliseconds after detonation. The white patch was the spray 
thrown up by the impact of the direct shock wave, and the dark fringe, or slick, was the inter- 
section of the direct-shock wave with the air-water surface. The dark fringe was visible out to 
a radius of 2,200 feet. At about 0.5 second, spray, believed to have been thrown up by the cav- 
itation pulses, began to form with a radius of approximately 1,800 feet. This annulus of spray 
grew inwardly and merged at 1.01 seconds with the inner, solidly white, spray area at a radius 
of about 1,300 feet, forming a solid white patch with a radius of apprOximately 1,800 feet. 
Viewed from the surface, the first effect seen was the air shock wave; this was Visible for 


80 to 100 msec. A bell-shaped dome of spray then began to form. Three stages of development 
of water throwout are shown in Figure 3.14. During a few tenths of a second, the bell-shaped 
dome was transformed into a vertical plume formation. Driven rapidly upward by expanding 
steam generated by the burst, the top of the plume formation reached 3,500 feet at 5 seconds, 
5,000 feet at 10 seconds. and a maximum height of 5,800 feet at 25 seconds after surface zero 
time. 
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Figure 3.12 Shock-wave durations at various depths versus 


distance, Shot Umbrella. 


"iii 
0. 
i 
::I 
III 
1/1 ., 
It 


10 , 


10 I 


10 


so 


- 


I 


10' 


-- 
'" 
1-1- 
~ 
- 
-- 
'i\ 
~I- 


~ 
\r-.. 
~~ 
'~~ 
~ 


o Predicted 
'\ 
Umbrella 
(ReI 9) 


Umbrella - 


--- 


'- 
- 
'- 
10' 


Horizontal Range, Feet 


~ 
10kt Free Water 
1'\ 
r\. 
" 
\'. 
'\. 
\' 
\. 


15""\ " \\ 
1\ 


\ 
1\ 


\. 


\,scaled 
Ba er 


"\ 


~\ 


, 
\ , 


I" \. 


\ , 
\ 


---- 
------ ---- 


10' 


Figure 3.13 Shock-wave peak-pressure comparisons, Shot Umbrella. 
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Figure 3.14 Development of throwout, Shot Umbrella. 
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First indication of base surge was seen about 13 seconds after surface zero time. The surge 
was roughly circular in shape but not smooth in outline. By 42 seconds, it was 5,000 feet dov:n- 
wind and 3,400 feet upwind (Figure 3.15; and appeared as an outward moving elliptical ring. At 
25 minutes, the longest available record, the surge was still visible as a well defined toroidal 
cloud. 
In crosswind direction, base surge progressed outward at average radial velocity of 55 knots 
from 20 to 40 seconds, 21 knots from 40 to 120 seconds, and 9 knots from 2 to 5 minutes after 
surface zero time. By 7 minutes after surface zero time, the dynamic stage of base-surge ex- 
pansion appeared to have ended, with a crosswind radius of some 9,700 feet having been attained. 
This was followed by a further, very gradual, expansion by turbulent diffusion. 
The height of the surge cloud increased steadily; at 20 seconds after surface zero time, high- 
est parts were at 500 feet, at 40 seconds at 900 feet, and at 75 seconds at 1,850 feet. 
Since most of the plume formation falls back into the water rather than into a surge formation, 
the e:..."tent of this fallout was of interest. Visible fallout was observed to extend some 1.000 to 
1,500 feet upwind and crosswind of surface zero. As the larger drops fell out, the settling cloud 
became more and more of a tenuous mist. Fallout mist, distinct from base surge, was visible 
until three minutes after surface zero time; visible fallout area extended downwind about 7,000 
feet in a path some 2,000 to 3,000 feet wide. 
A white circular patch of water shown at the top of Figure 3.15 became visible at surface zero 
as the mist cleared and base surge moved out. Patch diameter was about 5,300 feet at 2.5 min- 
utes, 7,200 feet at 8 m.inutes, and 8,300 feet at 23 minutes. It was still clearly visible in the 
last picture taken at 25 minutes, probably because of suspension of considerable amounts of pul- 
verized bottom material in the water. 


3.2.5 Air Overpressures. Military interest in air blast from an underwater shot stemmed 
primarily from the potential use of aircraft 'for atomic attacks against submarines. Shot Baker 
of Operation Crossroads provided conSiderable overpressure data, and a few pressure-versus- 
time records were obtained near the level of the target-ship decks. Shot Baker data was insuf- 
ficient by itself, however, to check the validity of scaling relationships developed from more 
numerous high-explosive test data. It was hoped that comparison of Shot Umbrella underwater 
and p-t data would lead to an understanding of the mechanism by which energy is transmitted 
across the water-air interface. This knowledge and comparison of nuclear and high-explosive 
. data were expected to provide better predictions of air blast from nuclear shots in shallow water. 
Ex per i men tal P 1 an. The major NOL effort to measure air blast on underwater shots 
was on Shot Umbrella. Ultradyne and mpt gages were mounted on vertical masts riSing 15 feet 
or more above ship decks, or on horizontal spars extending out from ships. These near-surface 
gages were on the DD's 474 and 593, EC-2, buoy a 
et, and barges a 
nd 
feet from surface zero. Mpt gages were suspended at 500 and 1,000-foot altitudes from 
five balloons moored on the three destroyers, and on th 
an.. 
foot barges. Thirty- 
two canisters containing mpt gages were deployed by rockets to altitudes up to 15,000 feet, and 
ground ranges to 8,000 feet. Figure 3.16 shows the two rocket-launching stations, DD-592 and 
Site Henry, and the photo and radar stations for determining canister positions. Finally, five 
rockets launched from the DD-592 provided smoke trails. High-speed photographs were taken 
of the shock interaction with the trails, and direction of flow behind the wave front. 
Details of the mpt gage are shown in Figure 3.17. Each gage was calibrated dynamically in 
a shock tube. Rise times, when critically damped, were found to be 7 msec for I-psi gages and 
3 msec for 5-psi gages. Very little distortion of the applied wave form was found. Also, changes 
in gage orientation with respect to the shock wave produced negligible changes in readings for 
pressures less than 2 psi. 
The overall rocket canister containing the pressure unit and other elements is shown in Fig- 
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Figure 3.17 Details of pressure probe. 
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ure 3.18. The watertight section was to keep the canister afloat. The balloon in the forward 
compartment was inflated with CO2, with the explosive valve being set off by a sea switch. The 
balloon was used to assist in sighting the canister during recovery operations. An antenna was 
attached so that it would be free of the water when the balloon was inflated. This antenna fed a 
UHF locator beacon of approximately sardine-can size, which was located in the instrument 
section. 
Res u Its. Three LCM's and one LCU equipped with a DUKW were in the impact area by 
H + 1 hour and recovered 20 of the 32 rockets deployed. These vessels were assisted by an 


L-~O,equipped with radio-direction-finder (RDF) gear, and an H-21 helicopter. The majority 
of the units were sighted from the air and marked by smoke flares dropped from the H-21; RDF 
equipment was used only to recover one unit. It is believed the missing units were damaged 
and sank. The surface craft also recovered the balloon gages from the DD-592. Of the four 
other balloons, three were carried away by gusty 35-knot winds prior to shot time, and one 
broke away immediately after the shot. 
Photographic triangulation on the test was successful, although data has not yet been reduced. 
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Figure 3.19 Three Ultradyne gage records. 


Radarscope photography provided by two DE;R's failed to show parachute blips until M + 3 min- 
utes because of cluttering by strong side-lobe echoes from other surface vessels. 
Mpt records on Shot Umbrella showed only one distinct shock pulse. The typical canister 
record, which requires correction for fall of the canister, showed slow decay from the peak. 
Ultradyne records, Figure 3.19, all showed at least two pressure maxima of about the same 
magnitude, spaced about 230 msec apart, and a gradual descent to a negative-pressure mini- 
mum between 4 to 7 seconds after zero time. 


Peak mpt overpressures shown in Figure 3.20 were almost all low compared to the high- 
explosive curves which were based on one-pound charges of TNT fired at scaled depths of 145 
feet. High-explosive data were scaled to 10 kt by the cube-root law. Indicated gage positions 
shown are based on ballistic data and may be radically changed when photographic data becomes 
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Figure 3.20 Summary of mechanical gage. results, Shot Umbrella. 
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Figure 3.21 Comparison of Umbrella surface data with estimated 
high-explosive data (maximum pressure data). 


available. In contrast, near-surface data compare favorably with predictions from high-e),."plosive 
data, as seen from Figure 3.21. The predictions themselves involved extrapolations. since very 
low height high-e),."plosive data were not available. Therefore, any conclusion that underwater 
chemical and nuclear explosions are completely equivalent in producing air-blast should be 
viewed with caution. 


3.2.6 Water Waves. An objective on Shot Umbrella was to document water waves and inunda- 
tion of nearby islands. Shot Baker of Operation Crossroads had provided the only available data 
from an underwater nuclear shot in shallow water. Considerable data was available from barge 
shots near the water surface and high-explosive shots. 
Experimental Plan. Wave-measuring stations are shown in Figure 3.22. The three 
self-recording gages (turtles) placed on the lagoon bottom at ranges of 1,350 to 1,750 from sur- 


TABLE 3.3 
SUMMARY OF FIRST WAVE DATA, SHOT UMBRELLA 
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face zero consisted of bourdon tubes which moved a stylus over clock-driven smoked-aluminum 
disks. The recording unit was shock mounted within a high-pressure steel case, which was em- 
bedded in a 1,000-pound-lead fairing for locational stability. Instrumentation other than the tur- 
tles was identical to that used on Shot Wahoo and described in Section 2.2.6. 
Res u 1 t s. The th.'ee bottom turtle pressure records are shown in Figure 3.21. These and 
other subsurface pressure records have not been corrected for gage depth and wave period; 
actual wave heights at the surface may be about 25 percent higher for 150-foot-depth measure- 
ments. The initial disturbance shown in Figure 3.23 was a crest which arrived at the 1,750-foot 
station first, indicating considerable wave asymmetry. First crest heights at the two stations 
near 1,700 feet were essentially the same, as were first trough depths. In fact, there was con- 
siderable similarity between all three records. 
Data On the first wave at each measurement station is tabulated in Table 3.3. A wave record 
from the Mk VIII wave recorder, Station 160.01,. is shown in Figure 3.24. At thi_oot 
range, the second crest had started to g~in prominence. Pitch and yaw records from the DD-593, 


~oot 
range (also shown on Figure 3.24) indicated the second crest was the highest. Inspec- 
tion of other records indicates the highest wave Shifted progressively to later crests with increas- 
ing distance from surface zero. At the southwest end of Site Fred, 40,450-foot range, the fifth 
cre'st was the highest. 
Posts hot survey of islands to the south of the shot showed that inundation was negligible and 
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. Figure 3.22 Water-wave measurement stations, Shot Umbrella. 
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Figure 3,23 Subsurface pressure as a function of time near stations, 
Shot Umbrella. Surface-zero latitude, 11 deg 22 min 49.9 sec north; 
longitude, 162 deg 13 min 9.6 sec east. Shot time was 1115 on 9 June 
1958. Station 163.01; bearing, 39 deg 26 min true; range; 
feet; 
instrument depth, 162.2 feet. Station 163.02; beal'ing 112 deg 50 min 
true; range 
feet; instrument depth, 152.0 feet. Station 163.03; 


bearing 189 ~(eg true; rang~eet; instrument depth, 154.85 feet. 


generally less than that which occurs with high tides. It appears the shoal area adjacent to the 
islands effectively shielded them from inundation. Photographs indicate the waves broke between 
2,000 to 3,000 feet from the Site Henry shore line. Breaking was not continuous along the advanc- 
ing wave front, and it appears first breaking was initiated by coral heads in advance of the shoal 
area; 


3.3 
NUCLEAR RADIATION EFFECTS 


3.3.1 General. The Nuclear Radiation and Effects Program had basically the same objectives 
and participation during Shot Umbrella as it had during Shot Wahoo. The general purpose of the 
three nuclear-radiation projects was again to document the gross-gamma':free fields about the 
pOint of burst, to measure the consequent dose rates and dosages generated on destroyer-type 
target ships, and to evaluate the hazard generated by the ingress of the resultant contaminant 
into the interior of these ships. Although certain modifications were made as the result of ex- 
perience gained on Shot Wahoo, these modifications were generally minor in nature and were 
primarily concerned with improving instrumentation reliability and obtaining more complete in- 
strumentation coverage of critical areas. 


3.3.2 Objectives. The specific objectives of the nuclear radiation projects for Shot Umbrella 


were the same as those presented in Section 2.3.2 for Shot Wahoo. 
Although the project objectives were identical for both shots, the results to be obtained were 
not expected to be the same because of the inherent differences in shot conditions. Shot Wahoo 
simulated a deep underwater burst on the open sea, while Shot Umbrella was to approximate a 
bottom burst in relatively shallow water. 


3.3.3 Background. Since less than two months separated Shots Umbrella and Wahoo, the state 
of knowledge pertaining to underwater-shot nuclear-radiation effects was essentially the same as 
it had been prior to Shot Wahoo. Little data had been reduced from the first shot by the time pre- 
parations were essentially complete for Shot Umbrella. Furthermore, the differences between 
Shots Wahoo and Umbrella were of such a nature that the results of one would probably give no 
sound basis for predicting the effects of the other. ,Therefore, both shots were required on the 
basis of obtaining extensive and detailed information for operational analysis of a deep-water, 
open-sea-type burst and a shallow-water bottom-type burst. 
Although some gamma-field data was obtained during Operation Crossroads (References 1.5 
and 16) on a shallow lagoon shot, the available pre-Hardtack information was fragmentary and 
insufficient for accomplishment of a satisfactory operational analYSis. Any projections of gamma- 
dose contours from pre-Hardtack data would have been unreliable. The specific information, 
therefore, required from Shot Umbrella was the documentation of: (1) the various radiation sources 
generated by an underwater detonation on the bottom of a lagoon, including remote, enveloping or 
surrounding, and shipboard sources; (2) the attenuation afforded by ship's structures and machin- 
ery; and (3) the ingress of contamination into the ship's interior and resultant radiological haz- 
ards incident thereto. 


3.3.4 Experimental Methoa. The experimental method for Shot Umbrella was essentially the i 
same as for Shot Wahoo, with minor modifications dictated by experience gained from Shot Wahoo. 
A mechanical safety was installed on each coracle to prevent accidental activation of the instru- 
ments during timing-signal dry runs. More-accurate data concerning preshot and postshot in- 
strument positions were obtained by using radar positioning on Shot Umbrella, instead of the 
photomosaic mapping us~d on Shot Wahoo. Helicopter recovery of floating film packs was also 
developed and utilized, thereby greatly improving the recovery probability of those instruments. 
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Because of the relatively short duration of the gamma radiation phenomena on Wahoo compared 
to the recording time on the GITR's, it was decided to manually activate the shipboard GITR's 
upon evacuation of the ships before the shot. This provided additional reliability, in that no de- 
pendence was placed on radio-timing signals. 
Documentation of the Gross Gamma Fields (Project 2.3). As in Shot Wahoo, 
the primary·documentation of the gamma fields generated by Shot Umbrella was accomplished by 
the use of the GITR and high-range, high-time resolution recorders described in Section 2.3.4. 
These instruments were located at 26 coracle stations and on the major target ships. The use of 
coracles had proven highly successful on Shot Wahoo, and the number of coracles used was in- 
creased by five for Shot Umbrella in order to obtain more complete instrument coverage of crit- 
ical areas. This increased coverage was permitted through use of coracles which had been re- 
tained as spares. 
Twenty-one coracles were moored inside the lagoon by standard Naval techniques at depths 
less than 30 fathoms, while the other five coracles were deep moored outside the lagoon in a 
manner identical to that used for Shot Wahoo. After the last timing-signal dry run and before 
evacuation, all coracles were manually armed. The coracle instrumentation was activ~ted by 
radio-timing signals just prior to the event. 
The time-dependent measurements were again supplemented with total-dose measurements 
made with NBS film-pack dosimeters. The film packs were distributed throughout the target 
array on coracles, as floating film packs (FFP), and at various positions aboard the three 
target destroyers and the EC-2. The FFP's placed inside the lagoon prior to the shot were an- 
chored in place, while those in deep water were free floating as they had been for Shot Wahoo. 
Self-anchoring FFP's were also air dropped into the array after the shot. To achieve a more 
complete recovery of the FFP's than that achieved on Shot Wahoo, helicopter recovery was uti- 
lized. This proved to be a highly successful recovery method and a high percentage of the Shot 
Umbrella FFP's were recovered. 
Fallout samples were again taken by means of incremental collectors (IC) located on the cor- 
acles and ships. 
The Shot Umbrella instrument array included 26 coracle stations, the three target destroyers 
and the EC-2, and approximately 70 FFP's distributed throughout the array. 
Following the detonation, all instrumentation was recovered as early as radiological and op- 
erational conditions permitted. In contrast to Shot Wahoo, the FFP's for Shot Umbrella were 
located by radar before and after the shot, and as has previously been noted, recovery was ac- 
complished by helicopters. 
Do cum e n ta ti 0 n of Sh ip boa r d Rad i a tion. 
The instrumentation for the measure- 
ment of shipboard gamma-radiation fields was essentially the same as for Shot Wahoo. The 
gamma-radiation-dose rates and doses aboard the three target destroyers were measured by 
GITR's and NBS film packs, respectively, at locations representing major battle stations. Un- 
shielded detectors were again located on weather decks and in several compartments to obtain 
total-radiation fields at these locations. A directionally-shielded detector was located on the fan- 
tail of each destroyer to measure remote-source (transit) radiation. Another detector was sus- 
pended underwater beneath the fantail of each destroyer to measure radiation in the nearby water. 
Figure 3.25 presents the location of GITR detector stations aboard the destroyers. 
To provide early-decay information, a fallout collector connected to a fully shielded (6-inch 
lead) GITR was employed. This installation was on the DD-592 only. 
The GITR's were started manually at H - 3 hours. All recorders had at least a 12-hour run- 
ning time, at which time they shut off automatically as their recording tape ran out. As soon 
after as was feaSible, the record tapes and film badges were recovered and processed for data 
reduction. 
Con tam ina t ion In g res S Doc u men tat ion. 
For the purpose of evaluating the inhala- 
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Figure 3.25 Location and designation of GITR stations on target destroyers. 
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tion and external gamma-radiation hazards from contamination ingress into a ship's interior, the 
DD-592 was again instrumented with GITR's, incremental air samplers, total air samplers, and 
surface samplers. As before, guinea pigs and mice were used for inhalation studies. Test spaces 
represented or simulated stations that would be manned under general quarters. The ventilation 
system was maintained at 20 percent of rated air flow to simulate a blowers-off condition, where- 
in the only air flow would be due to the movement of the ship. Full-power air flow was main- 
tained through ~he unfired boiler to represent maximum operation of the boiler system. Instru- 
ment locations are shown in Figure 3.26. 
The washdown system, activated before shot time, washed the entire weather surfaces of the 
ship, with the exception of an instrument platform above the forward gun director. This gun- 
director instrumentation was to provide data on the basic weatherside phenomena, while the wash- 
down system was to minimize the effect of deposited radioactive debris on the shipboard gamma- 
radiation measurements. 
Consistent with radiological safety, the animals and collected samples were recovered as 
soon after the detonation as possible. Following recovery, the animals were sacrificed on a 
predetermined schedule, and tissue counts made. The air and surface samples were counted 
as soon a'C they were received at the project-counting facility. GITR tapes were recovered after 
instrument run down. 


3.3.5 Results and Discussion. After inspection of the p,artially reduced data, it was estimated 
that approximately 78 percent of the maximum possible data was recovered from the coracle and 
FFP array. Aboard the ships, satisfactory data was obtained on shipboard radiation and con- 
tamination ingress from all the instrumented ships. 
Gamma Field Documentation. As in Shot Wahoo, no gamma radiation was observed 
at the time of venting of the shotbubble. A typical gamma trace is shown in Figure 3.27. In- 
spection of this trace revealed that, for about the first 30 seconds after detonation, no gamma 
radiation was observed at a station located approximately one-half mile downwind from surface 
zero, indicating that direct gamma radiation, either from the nuclear reaction or from shine 
directlv from the water column or plumes, was either extremely low or completely non-existent. 
As on Shot Wahoo, the dose-rate peak became apparent at the time that the base surge reached 
a particular location, usually within a minute at stations out to one mile from surface zero. In 
this respect Shots Wahoo and Umbrella show marked Similarity .. However, it should be noted 
that, whereas Shot Wahoo produced many successive dose-rate peaks following the initial arri- 
val of the base surge, Shot Umbrella produced baSically one peak, after which the activity rap- 
idly decreased, essentially to zero. For close-in stations, the Shot Umbrella dose rates appeared 
to be somewhat higher than the Shot Wahoo dose rates, but the total dose was somewhat lower. 
This is understandable because of the longer duration of the radiation phenomena for Shot Wahoo. 
A map of the Shot Umbrella array, showing the total dose received at various stations within one 
minute after detonation, is shown in Figure 3.28. The use of a one-minute dose is arbitrary in 
view of the continuity of the contributing event. However, at stations within a half mile, most 
of the total dose was received within one minute. At all pOints of observation, the free-field 
gamma activity was over about 17 minutes after z.ero time. 
The outermost instrument location was over four miles from surface zero, and at that point 
the total dose received was of the order of 30 r .• 


Although the difference in the gamma traces of Shots Wahoo and Umbrella indicate dissimilar 
mechanisms of cloud formation, both shots indicated that surface Winds are the primary means 
of transport of the radioactive cloud at distances greater than 7,000 feet. At distari·ces less than 
7,000 feet, the Shot Umbrella cloud appeared to move radially outward from surface zero at ap- 
proximately 100 ft/sec, as had been observed on Shot Wahoo. 
Incremental Sampling of Deposited Debris. The collection of samples of ra- 


144 


.... 
.to. 
C11 


6 


CREW'S QUARTERS 
o FIRST PLATFORM 


- -l:i6 --!i4- iii . t,ia-128' 


UPTAKE SPACE 
MAIN DECK 
~ 


~~5\-~] 
~ 
-n -IASIO 
{'i'i" )'.. ,"~,j.1 ')6 - ,i. l~ 1(,30 


GIT'!.]O 
fjTR 19 
iLO~LEVJL - 


IASI2 
~., 
i--8· 
L-J 
BrC 
--ocnC] 


@) AFT ENGINE ROOM 


UPPER LEVEL 


-IT=-- 
· ""--t 


Figure 3.26 Instrument locations on DD-592. 


'AlfI 


o 
BBGI 


GITR9 
94-~ 90 
BI:tJ 
lAS 2 


[+J 
lAS I 
o GALLEY 


MAIN DECK 
QUANTITY 
INSTALLED 
A INCREMENTAL AIR SAMPLER !lAS) 
• 
TOTAL AIR SAMPLER, 10 FT'tMIN (A) 


• 
TOTAL AIR SAMPLER, 12 LIT/MIN (B) 


• 
ANIMAL STATION (G) 
GITR 


lAS B 


B 2 


LJ 
GITRI7 
I 


15 
4 
4 
4 
6 


___ .. ___ . __ ,. 
~LJ;rr~~p!~ LEV~U 
t2I 
126 
124 
"22 ~. ·~~8-··· -116 
114-'112- 
___ 
J GlTR~L~ 


lAS 9 


o 


AFT FIRE ROOM 


LOWER GRATING LEVEL 


---j- 


4 5 


5 


0 


2 5 


20 


15 


10 


o o ) 
\ 


4 
9 
10 
II 
12 


Time. Minutes 


Figure 3.27 Dose rate versus time for std-GITR. Coracle at D 4.5 (247.9 deg T, 
4,770 feet) Tape 450. Cumulative dose from GITR trace: 1 min 67.2 r; 3 min 123 r; 
5 min 123 r; 8 min 127 r; 12.5 min 127 r; 25 min 128 r. Film pack dose: tripod 85 r, 
float 145 r, Shot Umbrella. Note: this coracle capsized. 


44 
- 
__ n 


32 


0 
3." 


33 


o 
1000 
2000 


Scole inFftl 


0.48' 
2.1r 


C SIO Skiff 


Figure 3.28 Map of Umbrella array showing doses received at coracle (and S10 skiff) 
stations within one minute after shot time. 


146 


.. 


dioactive debris deposited on coracle and ship s'Jriaces was repeated on Shot Umbrella. As be- 
fore, the collected samples were to have been used to correct the GITR readings if the dose-rate 
contribution to the measured total-dose rate was found to be Significant. The deposited debris- 
dose rate proved to be negligible, and the collected samples were used to study the deposit of 
activity throughout the array and to obtain decay data. As on Shot Wahoo, the period of deposi- 
tion was found to be short in the upwind and crosswind directions. Unlike Shot Wahoo, howe\·er, 
a single peak in deposition rate was found at practically all stations, and no deposition period 
exceeded 7 minutes. 


S hip boa r d Gam m a - R a d i a t ion Fie Ids. Gamma traces recorded on the weather 
decks of the target ships again compared favorably with those dose-rate traces obtained on 
nearby coracles. A significant rise in gamma activity occurred from 30 seconds to one minute 
after zero time, again indicating the arrival of the highly radioactive base surge. 
The salient feature of the total dose curves (Figure 3.29) shows the rapid accululation of es- 
sentially the complete dose. For example, it is observed that the total dose of over 700 r was 
accumulated on the weather deck of DD-474 within one minute after detonation. This ship was 
located abou~eet from surface zero. Comparison of Shot Wahoo (Figure 2.35) presented 
in Section 2.3.5 with the prevIously mentioned Figure 3.29·shows a faster build-up but smaller 
accumulation of dose on DD-593 after Shot Umbrella. The DD-593 was locate~feet down- 
wind from surface zero on Shot Wahoo an. 
eet downwind from surface zero on Shot Um- 


brella. 
The shipboard washdown systems were operating throughout the time of passage of the air- 
borne debris, thus greatly reducing the probability of the instruments' being affected significantly 
by deposited contamination. 
The influence of the superstructure on external radiation fields is demonstrated by comparison 
of the total close measured and estimated solid angle of cloud subtended at film pack locations as 
shown in Figure 3.30. 
It can be seen that the superstructure definitely modifies the free-field 
doses and dose rates at different locations on the weather deck. As indicated by this comparison, 
the modification appears to be dependent on the cloud solid angle seen at each position. 
Below decks, the gamma radiation was attenuated to varying degrees, depending on the specific 
location. In all cases, locations anywhere except on the main deck afforded some degree of pro- 
tection from radiation, while the best protection was offered at locations below the waterline. 
Table 3.4 shows the doses received at film-badge locations on each ship for Shot Umbrella. The 
Shot Wahoo doses are also presented for comparison purposes. It is obViOUS from inspection of 
this table that the doses received from Shot Umbrella were much less than those for Shot Wahoo, 
and in each case the corresponding ship was closer to surface zero in Shot Umbrella than it was 
in Shot Wahoo. Approximate exposure distances are given below: 


Target Ship 


DD-474 
DD-592 
DD-593 


Shot Wahoo 
Shot Umbrella 


feet 


For comparison, it might be noted that the DD-474 on Shot Wahoo was approximately the same 
distance from surface zero as was DD-592 on Shot Umbrella. In contrast to Shot Wahoo, where 
the main-c1eck dose of the DD-474 at a distance o_feet was 1,000 r, the main-deck dose on 
the DD-592 located a~feet for Shot Umbrella was only 430 r. 
It can also be observed from Table 3.4 that the main-deck dose on the DD-474 at less than one 
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These values also represent estimates of transit doses. 


900 


800 \ 
I , , 


70 


.~ 


Dose. Use left Scole -P7/ ", ,-, 


1 V\ 


~;d~" 


..... , 


~ ,,-....... ~ 
/ 
500 
I" 
\:: / 


Use RighI Scale 
.... 
" 
...... 
I 
~ 
400 
20 
40 
60 
80 
100 
120 
140 
160 


Frome Numbers 
Main Deck 


' ...... .. 


180 


3.0 


2.5 


III 
C o 


2.0 "0 


I 


I 


~ 
~ 
rn 


1= 
.5 


'" c. 
c « 


~ 
.0 
o 
rn 


0.5 
200 


Figure 3.30 Plots of film pack dose and estimated solid angle of radioactive cloud 
subtended at film packs at various locations on main deck of DD-474, Shot Umbrella. 


148 


half mile for Shot Umbrella was comparable to that measured on the DD-593 located at a distance 
of approximately one and one half" miles for Shot Wahoo. 


S hip boa r d T ran sit and Con tam ina ted Wa t erR ad i at ion Fie Ids. By compar- 
ing Figures 3.31 and 3.32, it is seen that the transit-radiation source is the only significant radia- 
tion source. Total gamma-dose rates (Figure 3.31), including those from transit sources and 


TABLE 3.4 AVERAGE 24-HOUR GAM:fv1A DOSES ABOARD TARGET SHIPS BASED 
UPON FILM-BADGE DATA 


Shot Wahoo 
Compartment or Area 
DD-474 
DD-592 
DD-593 


r 
Above Waterline, 33 ft 


Bridge Complex 
610 


Above Waterline, 11 to 16 ft 


Forward Quarters 
Radio Central 
Galley 
Main Deck 
Crew's Washroom 


650 
580 
730 
1,000 
730 


Above Waterline, 2 to 4 ft 


Crew's Mess 
Forward Fire Room 
Forward Engine Room 
Aft Fire Room 
Aft Engine Room 
Aft Quarters 
Steering Gear Room 


400 
290 
230 


590 
490 


Below Waterline, 3 to 6 ft 


Magazine 
Forward Fire Room 
Forward Engine Room 
Aft Fire Room 
Aft Engine Room 


310 
110 


76 


r 


420 


420 
400 
460 
630 
500 


210 
170 
110 
180 
170 
370 
300 


210 
37 
29 
54 
66 


r 


180 


160 
150 
200 
3-10 
170 


72 
67 
-15 


HO 
98 


65 
19 
10 


Shot Umbrella 
DD-474 
DD-592 
DD-593 
r 


310 


300 
230 
300 
360 
260 


160 
140 


89 


220 
180 


160 
41 
17 


r 


220 


190 
180 
270 
430 
290 


87 
90 
100 


96 


110 
210 
210 


81 
19 
12 
22 
39 


r 


28 


26 
23 
35 
57 
31 


13 
14 
12 


28 
23 


12 
2.6 
1.9 


deposit sources, are hardly distinguishable from dose rates due to transit sources alone (Figure 
3.32). The curves could virtually be superimposed on one another within the limits of accuracy 
of the as yet incomplete data. 
Because the ships' washdown systems were operating, it could be surmised that the washdown 
systems were highly effective in removing deposit sources from the ship before they could con- 
tribute Significantly to the total gamma dose. However, film-pack dose data from stations above 
the washdown area show apprOximately the same results as those in the washdown area, thereby 
indicating that a high percentage of the total dose was due to remote-source radiation. 
Attempts to measure radiation in adjacent water met with little success. Underwater detectors 
were submerged off the fantail of each target destroyer at the time of evacuation. The instru- 
ments on DD-474 and DD-592, however, were damaged by shock before any data was recorded. 
Therefore, data was obtained from DD-593 only. Figure 3.33 presents the results, which may 
be slightly overestimated because of arbitrary corrections made for shielding and geometry. 
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Figure 3.31 Total gamma dose rates on decks of target destroyers 
after Shot Umbrella. Averaged data from GITR stations 1, 2, 3, 
and 4 which include effects from both transit and deposit radiation 
sources. 
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Figure 3.32 Transit gamma dose rates on decks of DD-592 and 
DD-593 after Shot Umbrella. Transit dose rates result only from 
radiation sources remote from the ships. 
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The first two series of peaks are probably due to fallout, while the peaks after six hours are 
likely caused by the contaminated water drifting past the ship. The low dose rates measured 
appear to be of little significance. 
Shipboard Fallout Gamma Decay. 
Figure 3.34 shows the curve for gamma- 
ionization decay of a debris sample collected in a six-inch-thick lead cave on DD-592 after Shot 
Umbrella. It is seen that a smooth plot was obtained when deck-dose rates were subtracted 
from the fallout-dose rates. Later times than those shown in the figure yielded the following 
results: from 8 to 11.5 hours after shot time the slope of the decay curve was -0.61, and from 
23.2 to 34.8 hours the slope of the decay curve was -1.46. 
Inhalation Hazards Due to Ingress of Contaminants. For Shot Umbrella, 


contamination hazards were again studied aboard DD-592, which was located 3,000 feet from 
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Figure 3.33 Gamma dose rates in water below DD-593 after Shot Umbrella. 
Detector was submerged 15 feet below water surface. 


surface zero. Mice and guinea pigs were exposed at various locations aboard the ship and sub- 
sequently sacrificed on a predetermined schedule. 
At unprotected weatherside locations, zero to 50 hour internal doses received by the mice 
were about six rads, as compared to about one rad sustained internally by the guinea pigs. All 
zero to 50 hour internal doses sustained at interior locations were 0.9 rad or less. 
It is interesting to note that the internal doses received from Shot Umbrella were much less 
than those received from Shot Wahoo, even though the target ship was located closer to surface 
zero for this event. It may have been that the ventilation system, which operated at 20 percent 
of rated air flow for Shot Umbrella, scavenged the compartments of some of the contaminated 
air after passage of the base surge. All Shot Umbrella doses were lower than those sustained 
during Shot Wahoo, including those internal doses received at unprotected weatherside locations. 
Ext ern a I Gam maR a d i a t ion Due t 0 In g res s 0 f Con tam ina n t s . 
External 
radiation due to ingress of contaminants was estimated from the sum of the radiation from air- 
borne activity and the radiation from deposited activity within various compartments aboard the 
DD-592. At ten minutes after zero time, the following dose rates were recorded: galley, 17 
r/hr; aft fireroom, 6.2 r/hr; aft engine room, 12 r/hr; aft crew's quarters, 24 r/hr. At H+ 2 
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hours, the dose rates had decayed to 0.8 r/hr, 0.12 r/hr, 0.03 r/hr, and 0.04 r/hr in the res- 
pective compartments. By comparing these dose rates with the total dose rates discussed in 
Section 3.3.5, it is readily seen that contamination ingress does not contribute significantly to 
the total external gamma-dose rates as recorded in the same compartments. 


Parti c Ie Siz e Di str ibu tion of Con ta m inant s. While the incremental air samp- 
ler did not function to yield time-dependent particle-size information, the percentage of contam- 
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Figure 3.34 Gamma-ionization decay of contaminant collected in 6-inch-thick 
lead cave on DD-592 after Shot Umbrella, values corrected for background. 


inants passing the filters indicated that most of the particles were below one mICron in size, in 
the total air samples obtained. It can be seen that the contaminant was readily air-borne and 
in the respirable-size range. 


3.3.6 Conclusions. As was the case during Shot Wahoo, the primary radiation from Shot Um- 


brella was found to be the radiation from the base surge as it passed a particular location. The 
intensity and time of arrival of this radiation was dependent on the distance from ground zero, 
the nature of the surface winds, and, to some extent, on the nature of the shot. In a shallow- 
harbor type burst, similar to Shot Umbrella, there appears to be less transport of the gamma- 
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radiation sources than from a deep-water burst. This may be due to the large-size particles 
which are picked up from the lagoon bottom by the burst. These relatively large particles ab- 
sorbed a great amount of radioactive material and, because of their weight, settled quite rapidly 
before they were carried any considerable distance. This would account for the rapid decrease 
in activity of the base surge at increasing distances from surface zero. In contrast, Shot Wahoo 
picked up no particles from the ocean bottom; therefore, the radioactive material was carried 
by the base surge in a suspended state, and settlement of this mist was much slower than if 
there had been solid particles contained therein. 
Normal sea operations can be resumed after passage of the base surge, which would be with- 
in 20 minutes at locations less than four miles from surface zero. During passage of the base 
surge, some protection from radiation is afforded at interior locations of a ship, but at distances 
less than one half mile the gamma activity from the base surge is so high that even the protec- 
tive environment of a ship will not reduce this activity to acceptable levels. . 


Shipboard-contaminant deposition appears to have contributed little to the total gamma dose, 
and this hazard can be all but eliminated by an effective washdown system on all weather surfaces. 
Contamination ingress is not particularly important as a contributor to the total gamma dose be- 
low decks, but this ingress acquires some significance when inhalation hazards are considered. 
Particle sizing information revealed that most of the ingress particulate could be easily inhaled. 
The internal exposure at all animal stations below decks was 0.9 rad or less, in the first 50 hours 
after the shot. Above decks, the internal exposure reached six rads for mice and one rad for 
guinea pigs during the same period. 
Gamma doses in excess of 100 r will be sustained in the open at distances less than about two 
miles downwind from surface zero. Because the surface winds appear to be the primary mech- 
anism of transport of the base surge at distance greater than about 7,000 feet, the 100-r dose 
distance will probably be substantially reduced in the upwind direction. A study of the downwind 
gamma records would indicate a tentative conclusion that a downwind distance of approximately 
23,000 to 28,000 feet from surface zero should be maintained in order to assure a total free-field 
dose of less than 25 r. 


3.4 SHIP RESPONSE AND DAMAGE STUDIES 


3.4.1 Introduction. The general need for a re-evaluation of ship response and damage pred- 
icability for underwater nuclear explosions, to give required answers to questions of the safe 
range for delivery of such nuclear weapons by surface ships and submarines, has been discussed 
in Section 2.4.1. 
The Shot Umbrella geometry, a nuclear shot detonated on the ocean bottom in relatively shal- 
low water (i. e., 148-foot depth), represented an operationally important environment. Many im- 
portant strategic areas, such as the North American continental shelf, the European North Sea 
approach, etc., are of apprOximately this same water depth. Thus, information regarding safe 
ranges for delivery of nuclear weapons in such water configurations was also vitally required. 
Previous small scale underwater high-explosive tests and theory predicted that pressure pulses 
for this shallow water geometry would be markedly different from the deep-water case. The close- 
ness of both the air-water surface interface and the sea-bottom-reflection boundaries for the shal- 
low water burst geometry influenced the pressure histories to such an extent as to make theoretical 
and small scale high-exPlosive treatment quite complex and difficult. Therefore, the full-scale 
pressure pulses from.a nuclear detonation as predicated by theory and small-scale high-explosive 
tests were subject to much question. 
These uncertainties in th.e prediction of the underwater free-field pressures for a shallow 
water shot made predictions of ship damage ranges doubly uncertain. Surface ship and submarine 
responses to the complex shallow water pressure pulses could not be readily extrapolated from 
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t~e deep-water case, i. e. Shot Wahoo geometry, even if the actual pressure pulses could be pre- 
dicted. 


Shot Baker of Operation Crossroads was the only prior underwater nuclear detonation in this 
shallow environment, but that detonation was at mid-depth in a 180-foot depth of water and, as dis- 
cussed in Section 3.1, left many questions to be answered. 
In addition to the safe-delivery problem of nuclear weapons by surface ships or submarines 
in shallow water, the submarine lethality ranges in shallow water were uncertain. Submarine- 
lethality predictions for the very-deep-water-geometry case were verified on Operation Wigwam. 
However, theory was inadequate to reliably extrapolate the lethality ranges to a submarine hull 
in shallow water. 


Of the submarine hull-lethality prediction methods proposed and available, the so-called ex- 
cess impulse method appeared to be the most promising. The excess impulse is defined as the 
impulse delivered by that portion of the shock overpressure which is in excess of the static hull- 
collapse pressure minus the hydrostatic pressure. The applicability of this method is partly 
theoretical and partly intuitive. It is reasoned that some amount of excess impulse is needed 
to collapse a submarine hull, the exact value of which is not overly critical since the variation 
of excess impulse with range is quite rapid. Therefore, it would be expected that with any rea- 
sonable assumed value, the range computed should be within the other uncertainties inherent to 
the problem. As an example, one value of excess impulse which has been used to define lethal- 
ity for a submarine-like model, the Squaw, is 2.5 psi-sec ... Such value is intended to indicate 
the range where there is a 50 percent probability the submarine will be lethally damaged. 
However promising the excess-impulse method appeared for submarine lethality predictions, 
differing opinions existed on the applicability of its concept, especially with the very short- 
duration pressure pulses. Therefore, to provide a check point for submarine lethality predic- 
tions in shallow water, it was consi.dered necessary to place a submarine-like model, the Squaw, 
target at a range predicted to be near-lethal to assess the reliability of the prediction methods. 
The shallow-water depth was such that it would also be possible to retrieve the damaged Squaw 
subsequent to the shot for study of the mode of failure. 
Therefore, the shallow water event, Shot Umbrella, was required to determine both the safe 
ranges for surface ships and submarine delivery of underwater nuclear weapons and the lethal- 
ity range for submarines in shallow water. Shot Umbrella simulated the firing of an antisub- 
marine nuclear depth charge or torpedo in waters of depth representative of our North American 
continental shelf and other strategically important areas. It was intended that the answers ob- 
tained from Shot Umbrella, of course, eventually be such as to cover not only the particular 
geometry of this one shallow water shot but other shallow water geometries, other yields, 
other types of ships, and other orientations. 
The Program 3 effort on Shot Umbrella consisted of three general categories: (1) hull response 
and damage studies of surface ships, (2) hull response studies of submarines, and (3) shipboard 
machinery and eqUipment shock damage studies. Each of these categories is described success- 
ively in the following sections. 


3.4.2 Hull Response and Damage Studies of Surface Ships. Objectives. The objectives 
of the hull response and damage studies of surface ships on Shot Umbrella were similar to those 
on Shot Wahoo, except that their application was to shallow-water geometries. The objectives 
on Shot Umbrella, therefore,were to: (1) determine from the hull-deflection standpOint, the safe- 
delivery range for surface-ship delivery of an underwater nuclear weapon in shallow water; (2) 
determine from the hull-deflection standpOint, the lethal range for merchant ships attacked by 
an underwater nuclear weapon in shallow water; (3) obtain basic information on hull response as 
related to free-field pressures and loading measurements in shallow water, so as to provide 
check pOints for model experiments and high-explosive shaped-charge tests. 
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B a c kg r 0 u n d. 
The problem of making predictions of response and damage from underwater 
nuclear-weapon effects for surface-ship hulls under general conditions has been previously dis- 
cussed in Section 2.4.3. The increased difficulty in making such predictions when the surface 
ship is in relatively shallow water, compared .vith deep water, has been further discussed in 
Section 3.4.1. The closeness of both the air-water surface interface and the ocean-bottom- 
reflection boundaries for the shaliow-water burst geometry influence the pressure histories to 
such an extent as to make theoretical and small-scale explosive treatment quite complex and 
difficult. 
Pro c e d u r e . .For the hull response and damage studies on Shot Umbrella the same sur- 
face target ships were exposed as for Shot Wahoo, i. e .. the DD-593, DD-592, DD-474 and the 
EC-2. These ships were located stern-on a 
eet, broadside a_feet, stern-on at 
••• 
~eet, and broadside a! 
eet from surface zero, as shown on Figure 3.3. The three 
destroyers were the principal targets; the EC-2 was a contingency target for Shot Umbrella. 
Since it had sustained only light. rather than lethal hull damage on Shot Wahoo, it was possible 
to re-e:-"1Jose the EC-2 on Shot Umbrella. On Shot Umbrella, the EC-2 was e:-"1Josed with its 
port side toward surface zero. On Shot Wahoo, the starboard side was exposed. 
The relatively highly instrumented hulls of these four target surface ships included the same 
gages and gage-recording equipment for Shot Umbrella that had been previously installed for 
Shot Wahoo. The description of this instrumentation has been included in Section 2.4.3. The 
only modification was to transfer several of the hull-side-deflection gages in the EC-2 from the 
starboard to port side of the ship, since that was the side exposed to the burst on Shot Umbrella. 
It was not feasible, however, to similarly reorient the three heavy lead shields for the high- 
speed cameras which had been installed to record hull and bulkhead deflections within the EC-2 
on Shot Wahoo. 
On the other hand, the other 40 high-speed cameras installed in the target ships 
primarily for the purpose of recording shock damage to machinery and equipment were installed 
so that they did function on Shot Umbrella as they had previously on Shot Wahoo. These cameras 
are described in Section 3.4.3. In generaL all hull instrumentation installed for Shot Wahoo was 
also used for Shot Umbrella. 


Res u 1 t s . 
For Shot Umbrella, good quality records of measurements of hull response were 
obtained on all instrumented ships. Records on the EC-2 were good quality throughout the time 
of chief interest, until passage of the direct shock wave; thereafter, severe mechanical shock 
motions of the recording equipment occurred because the recording unit platform went beyond 
the motion anticipated and hit bottom on the supporting springs. However, the vital response 
information for the EC-2 was obtained. 
A few of the records from the DD-474, DD-592, DD-593 and EC-2 are shown on a compressed 
time scale in order to reveal an overall view of the response to underwater phenomena, in Fig- 
ures 3.35, 3.36, 3.37, and 3.38. During Shot Umbrella, as shown by these records, the most 
Significant loading phase, insofar as surface ships were concerned, was the direct shock wave. 
It may be noted that the ma.ximum recorded ship-bottom velocity on the DD-474 Vias about 8 
ft/sec; on DD-592 about 4 ft/sec; on DD-593 about 2 it/sec; and on EC-2 about 13 it/sec. 
The velocities measured over the cross section of the EC-2 hull are shown in Figure 3.39. Note 
that the maximum recorded side-frame velocity was about .45 ft/ sec, which corresponds to the 
nla.ximum side-frame displacement discussed below. The longitudinal distribution of response 
along the length of the DD-474 is illustrated in Figure 3.40. 


The response upward through the DD-474 as indicated by a few velocity records at pOSitions 


on the forward fireroom bulkhead is shown in Figure 3.41. Note that maximum response at this 
bulkhead was about 5 ft/sec at keel and 4 ft/sec at upper-c1eck levels. However, longer 
rise times at the upper-deck levels would greatly reduce acceleration and damage effects by as' 
much as a factor of 20 or more. 
The vertical displacement of the DD-474 is shown by the records of three gages in Figure 
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Figure 3.35 Overall underwater phenomena, DD-474, Shot Umbrella. 
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Figure 3.36 Overall pressure phenomena, DD-592, Shot Umbrella. 
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Figure 3.37 Overall pressure phenomena, DD-593, Shot Umbrella .. 
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Figure 3.38 Overall underwater phenomena, EC-2, Shot Umbrella. 
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Figure 3.39 Cross- section distribution of initial hull 
response, EC-2, Shot Umbrella. 
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Figure 3.40 Longitudinal distribution of bottom (keel) velocities, 
DD-474, Shot Umbrella. 


3.42, which indicate a maximum of about three inches of whole ship vertical bodily motion due 
to Shot Umbrella. A maximum vertical bodily motion of the EC-2 of about six inches is indi- 
cated in Figure 3.43. 
The hull-damage survey of the EC-2 revealed hull damage characterized as light, similar to 
that found after Shot Wahoo. The maximum transient displacement of approximately 4 % inches 
occurred in the hull vertical side frames, with a maximum permanent displacement of about 1 Yz 
inches. In the same side area, maximum permanent hull-plating deformations between the side 
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Figure 3.41 Response distribution upward along bulkhead, 
DD-474, Shot Umbrella. 


frames were about % inch. Hairline fracture cracks at various minor locations of the steel hull 
deck and superstructure were found. The propeller shaft alley tunnel was further seriously dis- 
torted to a maximum of about 12 inches. Other damage was essentially the same as that after 
Shot Wahoo; however, previous damage was accentuated. Diver examination of the hull bottom 
revealed that most of the hull bottom plating dishes between frames did not exceed % inch; the 
maximum reported was 1 I/Z inches in depth. As after Shot Wahoo, minor hull flooding caused 
by leaks in the hull was controllable by periodic pumping. 
An examination of the hull of the DD-474 revealed no hull damage, dishing, or other hull de- 
formation that could be ascribed to Shot Umbrella. However, a slight buckle in the after stack 
of the DD-474, bent bulwarks around the after-gun tubs, and a slightly buckled mast were pro- 
duced by a combination -of shock and the surface-water wave passage over the stern which faced 
the detonation. No hull damage occurred on the DD-592 or DD-593. 


Con cl u s i on s. The hull responses and damages of the EC-2 and the DD-593, DD-592, and 
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DD-474 were about as expected on Shot Umbrella. However, considerable detailed study and 
analysis of all data collected is required. The following preliminary conclusions apply to the 
hull response and damage studies on surface ships in shallow water. It should be understood 
that Shot Umbrella conditions include yield, shot geometries and to a lesser e:'l."tent, bottom re- 
flection and thermal-gradient characteristics for these tests. 
1. From the standpoint of hull deflection, a safe-delivery range for destroyers of~eet 


for Shot Umbrella conditions has been demonstrated. The minimum safe range, from~tand­ 
pOint of hull deflections, is considerably smaller than this figure. 
2. From the standpoint of hull deflection, it can now be estimated that the lethal range for 
the EC-2 i~feet under Shot Umbrella conditions. 
3. Considerable basic information on hull response as related to free-field pressures and 
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loading measurements was obtained. This has provided check pOints for small-scale ship model 
experiments which confirm developed theories and, upon further analysis, is expected to prove 
valuable in extrapolating the results of Shot Umbrella to other conditions. Some of the other 
features of this information are given in the additional conclusions below. 
4. During Shot Umbrella the direct-shock wave was the principal loading phase for surface 
ships within the close ranges of primary interest. Bulk cavitation-reloading effects following 
the direct shock wave were much smaller than those du~ to the djrect shock wave itself. Vertical 
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Figure 3.43 Vertical displacements on EC-2, Shot Umbrella. 
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velocities associated with the lagoon-bottom induced-pressure waves were negligible. 
5. Under side-on attack, the bottom vertical and horizontal velocities are not uniform over 
the length of the ship; despite uniformity of loading, velocity response is critically dependent 
upon precise location of the structure to which the gage is attached. 
6. During Shot Umbrella, vertical velocities measured at the keels of the target ships were 
considerably higher than corresponding water-particle velocities. The maximum vertical bot- 
tom velocities -neasured were: EC-2, 13 ft/sec; DD-474, 8 ft/sec; DD-592, 4 ft/sec; and 
DD-593, 2 ft/sec. 
7. The severity of the shock motions in a surface ship diminishes considerably from bottom 
to the upper superstructure decks. The damaging initial accelerations can be reduced by a fac- 
tor of 20 or more, even though the peak velocities are the same because of the slower rise time 
at the higher deck levels. 
8. The character of the EC-2 hull damage under Shot Umbrella conditions was similar to 
small scale tests on the EC-2 models. The magnitude of side damage may be predicted, there- 
fore, with an accuracy sufficient for predicting lethal ranges, on the basis of these small-scale 
tests. 


3.4.3 Hull Response Studies of Submarines. 0 b j e c t i v e s. The principal effort of the sub- 
marine hull-response studies on Operation Hardtack was on Shot Umbrella. The effort involved 
measurement of the loading, strain, deformation, and damage of a submarine-like target, the 
Squaw-29, and also of the operating submarine, SSK-3. The objectives were to: (1) determine 
the range for lethal damage to a submarine-like (Squaw) target under attack in shallow water by 
an antisubmarine nuclear weapon; (2) study the process of hull damage to a submerged target for 
correlation with observed underwater phenomena and theory, and (3) determine the response of 
the hull of a submarine in a simulated attack position in shallow water. 
B a c kg r 0 u n d. 
As previously discussed in Sections 3.4.1 and 2.4.4, Shot Baker of Operation 
Crossroads first tested submerged submarines (SS-212 and SS-285 class) exposed to nuclear at- 
tacks in shallow water. However, lack of instrumentation on this test made the obtained data 


I 
question~hle and, therefore,unsuitable for extrapolation to other shallow-water geometries. 
Further, the later Shot Wigwam results regarding submarines exposed in very deep water were 
not applicable to the shallow-water case. However, the submarine models (Squaws, 4/5 full- 
scale SS-563 class submarines in cross sectional dimensions) which were utilized in Operation 
Wigwam tests had been quite useful in determining safe ranges for submarines in very deep 
water. 


On the other hand, the shallow water case was unique in that the close proximity to the burst 
of both the air-water surface interface and the sea-bottom-reflection boundaries introduced 
variations so that the prediction of underwater pressure-time histories was very difficult. How- 
ever, even if the pressure-time history were known, that alone was insufficient to make an esti- 
mate of lethal range because of unknowns in plastic response of submarine hulls. Several theo- 
retical methods relating the plastic response of a submarine hull to the short-duration pressure 
waves had been proposed, and several empirical rules had been suggested. However, none had 
been satisfactorily verified by experiment, particularly for the shallow-water geometry. As 
was previously discussed in Section 3.4.1, of the several hypotheses or methods suggested for 
determining submarine-hull lethality, the excess-"impulse method appeared to be the most prom- 
ising. However, opinions differed on the applicability of the excess-impulse concept, especially 
with the short duration pulses expected in the shallow-water case. 
Thus, there were two difficulties which made theoretical estimates of lethal range of subma- 
rines in shallow water uncertain: (1) the variation in underwater pressure versus time was un- 
known and (2) the theories of plastic response of submarine hulls had not been confirmed. 
By placing a submarine-like model (Squaw) target at a range expected to be near.;,lethal in the 
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Shot Umbrella geometry, it was expected that the reliability of the lethality-prediction methods 
could be assessed. Measurements of hull response of the Squaw during Shot Umbrella were also 
considered desirable to record the progress of the damage process. Correlation with the under- 
water pressure-time history would cast light on eXisting theories and serve as a guide for ac- 
ceptance or rej ection. 
The operating submarine, SSK- 3, was also to be e,X-posed in a simulated attack position on 


Shot Umbrella, at a range expected to be safe for delivery of an underwater nuclear weapon. 
Procedure. The Squaw-29 was the only survi\-ing one of three submarine-like (Squaw) 
targets previously built for the Operation Wigwam test. Design of the Squaw test sections was 
based on the SS-563-class submarine, built on a 4/5 scale in cross section but of shortened 
length. The inside diameter of the pressure hull was 14.4 feet; length of pressure hull, 121.5 
feet; hull plating, one-inch-high tensile steel with an average yield strength of 60,000 psi; frame: 
spacing 30 inches; length of each test section, 29 feet. 
Major items of propulsion machinery in- 
side the Squaw were simulated on 4/5 scale by cast- steel weights. These items included the 
three main engine generators, 11,900 pounds each, and the two simulated motors, 25,000 pounds 
each. 
During Shot Umbrella, the Squaw-29 was submerged at periscope depth, located stern-on at 
"'foot range from surface zero. Submergence was accomplished by remote-control venting 
of ballast tanks through hoses connecting the Squaw with associated instrument barge, YFNB-12, 
located a~foot range. Weights (clumps) totaling 10 tons were attached to chains hung from 
the bow and stern of the Squaw. When the weights rested on the lagoon bottom, the Squaw was 
suspended at the proper depth, with a positive buoyancy of about five tons. 
The operational submarine SSK-3, without crew aboard, was located bow-on a~foot 


range on Shot Umbrella, also submerged to periscope depth. To more realistically simulate an 
attack position, two of the four bow torpedo-tube doors were open, one with and one without a 
torpedo in position. Submergence for test \vas accomplished by venting ballast tanks, such that 
when weights (clumps) attached to chains from the bow and stern rested on the lagoon bottom. 
the SSK-3 \vas suspended at the proper depth with a positi\'e buoyancy of about 10 tons. 
Instrumentation on Squaw-29 was essentially the same as for Operation Wigwam. Deforma- 
tions of hull plating and stiffeners at typical locations were measured by 24-strain (SR-4) gages 
and four \'ariable-reluctance-displacement gages. The pressure near the hull, as well as inside 
the ballast tanks, was measured by 16 piezoelectric-pressure gages. Overall motions of the hull 
. and stiffeners were photographed with nine high-speed motion-picture cameras. The 14 roll, 
pitch. depth. and flooding gages also recorded those conditions. Figure 3.44 shows principai 
locations of gages and cameras on the Squaw. In addition, velocity-meter and shock-spectrum- 
recorder gages were installed for the shipboard machinery and equipment-shock studies. Meas- 
urements on the Squaw were recorded on OSCillographic and magnetic-tape recorders located on 
the YFNB barge, after transmission through 850 feet of three special 2 B/IO-inch diameter multi- 
conductor instrument cables from the Squaw to the YFNB-12. The oscillograph recording units 
on the YFNB barge were protected from radiation by three-inch-thick lead shields; all recording 
units were located on shock-attenuating spring mountings. 
Instrumentation on the SSK-3 hull consisted of seven strain gages and three high-speed cam- 
eras, which were identical to those installed for Shot Wahoo, as shown in Figure 3.45. The sig- 
nals from the gages were recorded on an oscillograph in the submarine. 
Operation of all instruments on both targets was triggered by radio-timing signals. The tim- 
ing Signals for the Squav,l were transmitted to the YFNB-l~. The Signals for the SSK-3 were 
transmitted to an adjacent YC barge and were then relayed by cable to the submarine. 
Res u 1 t s. 
Instrumentation functioned well on both the Squaw- 29 and the SSK-3 during Shot 


Umbrella. Squaw hull damage was less than expected; lethal damage to and flooding of the 
pressure hull did not occur. However. four of the ten external ballast tanks ruptured and all 
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Figure 3.44 Squaw submarine hull instrumentation response. 


.... 
0) 
U1 


SSK3 
INSTRUMENTATION 


Legend 


5-._ Strain Gage 


• _ High-Speed Motion Picture Camera 


Figure 3.45 SSK- 3 instrumentation and hull response. 


were seriously dished. This resulted in some loss of buoyancy, and complicated resurfacing 
the Squaw after the test. Preliminary inspection of the Squaw hull after Shot Umbrella showed 
a m:l..ximum permanent plastic deformation of the hull plating of 1~ inch between frames and 
one inch local buckling of three internal bulkheads because of hull deformation. As expected. 
there was no hull damage to the SSK-3 from Shot Umbrella. 


Pressures recorded near the Squaw are indicated in Figure 3.46. Records of strain from the 
reflected shock wave on the Squaw and SSK-3 are shown in Figures 3.47 and 3.48, and the peak 
values of strain are shown in Tables 3.5 and 3.6. 
The peak recorded free-field pressure near the Squaw was about 1,530 psi a 
foot range; 
the predicted free-field pressure was 1,600 psi a 
foot range. Thus. the actual pressures 
were slightly less than predicted. Note the positive pressure duration of about 6 msec. The 
peak pressure measured inside the ballast tanks of the Squaw- 29 was 1,300 psi. This was twice 
the static hull-collapse pressure of 660 psi; after 1 msec this reduced to half of the peak value 
then increased to a value of about 950 psi for about 5 msec. The duration of that portion of the 
pressure pulse which exceeds the static collapse pressure was less than 2.5 msec. It is of in- 
terest to observe that approximately the same pressure, acting for 10 msec, caused collapse 
of a similar Squaw during Operation Wigwam. It appears that the pressure loading on the hull 
was too short to cause failure. One prediction was that an excess impulse of 5 psi-sec was re- 
quired to collapse a submarine at shallow submergence. The excess impulse in the water near 
Squaw-29 was only about 1.3 psi-sec. 
The m:l..ximum strains measured on the SSK-3 hull during Shot Umbrella were well within the 
non-damage range. The highest dynamic strain recorded was 1,160 !lin/in, which only approxi- 
mates the static yield strength. 
A subsequent detailed hull survey of Squaw- 29 (in dry-dock) was planned, in order to accu- 
rately determine the hull deformations. After detailed comparison of data results with results 
of that survey, it is hoped a further understanding of submarine hull collapse and verification of 
the submarine hull lethality excess-impulse concept will be possible. 
Con c 1 u s ion s . 
The following are the preliminary conclusions of this submarine hull study 
on Shot Umbrella. It should be understood that these conclusions apply to Shot Umbrella condi- 
tions. 
1. The range for moderate hull damage to a 4/5-scale-submarine model, the Squaw, i~ 


eet under Shot Umbrella conditions. In order to estimate safe or lethal 
ranges for Shot Umbrella conditions, the pressure field must be known and an adequate theory 
such as the excess impulse, or another concept correlating the plastic response of a submarine 
hull to pressure waves of short duration, must be confirmed or developed. 
2. The SSK- 3, under Umbrella conditions, a 
was 
shown to be well beyond the minimum safe range for hull damage. 
3. Strains as large as 13,000 !lin/in, which is six times the known yield strain of the plating, 


, may be sustained without rupture in the hull plating of a Squaw. On the basis of Operation Wig- 
wam experience, these strains should have produced much larger hull deformations, and this 
result will also be further analyzed prior to the final (WT) report. 


3.4.4 Shipboard Machinery and Equipment Shock Damage Studies. 0 b j e c t i v e s . 
The ob- 
jectives of the shipboard machinery and equipment shock-damage studies on Shot Umbrella were 
similar to those on Shot Wahoo, except that their application was to shallow-water geometries. 
The objectives on Shot Umbrella, therefore, were to: (1) determine safe ranges and moderate 
damages for delivery of antisubmarine nuclear weapons by destroyers in shallow water, from 
the standpoint of shock damage to machinery and equipment important to combat capability; 
(2) determine safe ranges for delivery of antisubmarine nuclear weapons by submarines in shal- 
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low water, from the standpoint of shock damage to machinery and equipment important to com- 
bat capability; and (3) determine the intensity and shock-motion data on ships' machinery, eqUip- 
ment, and foundations for correlation with free-field phenomena, hull loading, and theories so 
that results of a nuclear test in sh~llow water could be extrapolated to other burst geometries 
and ships. 
B a c k g r 0 un d. 
The problem of making predictions of shock response and damage to ship- 
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Figure 3.46 Pressures measured under the bow and near the bottom 
of the ballast tanks in Squaw-29 during Shot Umbrella. 


board machinery and equipment from underwater nuclear weapon effects has been previously 
discussed in Section 2.4.5. The increased difficulty in making such predictions when the ship 
is in relatively shallow water compared with deep water has been further discussed in Section 
3.4.1. The closeness of the burst to both the air-water surface interface and ocean bottom re- 
flection boundaries for the shallow water geometry influences the pressure histories to such an 
extent as to make theorefical and small-scale explosive tre;ltment quite complex and difficult. 


As has been previously discussed, previous underwater nuclear detonations and high-explosive 
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Figure 3.47 Oscillogram of direct shock wave on the Squaw-29 for Shot Umbrella. 
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tests have left many questions unanswered. Furthermore, existing data with which to correlate 
a given response from such"a nuclear detonation in shallow water, with a given amount of dam- 
age, was still lacking. To permit improved shock-hardening design of future ships' machinery 
and' equipment, such response data was urgently required. 
It had become clear, therefore, that a full-scale nuclear underwater test in shallow water 
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Figure 3.48 Oscillogram of direct shock wave on the USS Bonita (SSK-3) 
for Shot Umbrella. 


was required to gather the necessary data on response and damage to ships' machinery and 
equipment. 


Pro c e d u res. For the shipboard machinery and equipment shock-damage studies on Shot 
Umbrella, the same prinCipal four surface target ships and one submarine were exposed as for 
Shot Wahoo, i. e., the DD-593, DD-592, DD-474, the EC-2 and SSK-3. These ships were, re- 
spectively, located stern-on a_eet, broadside a 
feet, stern-on a~eet, broad- 
side a 
feet and bow-on a 
feet from surface zero as shown in Figure 3.3 (Umbrella 


array). In addition, the submarine-like Squaw-29 and its instrument barge, YFNB-12, were in- 
cluded, respectively located stern-on a 
an 
foot range. 
The ships' machinery and equipment and the foundations thereof (including hull bottoms, 
hull frames, decks, and superstructures on the four surface target ships) were relatively highly 
instrumented with the same gages and gage-recording equipment as had been previously installed 
for Shot Wahoo. This included a total of 43 high-speed cameras installed in the four surface 
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TABLE 3.5 STRAINS ON SQUAW-29 FROM SHOT UMBRELLA 


Position 
Direction of 
Frame 
Degree 
Strains in mils per inch 
Measurement 
Number 
of 5train 
Number 
from Crown 
Ma.ximum 


51 
* 
33% 
0 


52 
60S 
S3 
120S 
S4 
180 


S~ 
60P 


56 
120P 


57 
* 
37% 
0 


58 
16P 


S9 
32P 
510 
60P 
Sl1 
90P 
S12 
120P 


513 
180 


514 
605 


515 
1205 
S16 
* 
34 
0 


S17 
37 
0 
S18 
t 
37% 
2P 


519 
33% 
32S 
S20 
33t/z 
180 
S21 
38% 
180 
S22 
* 
25% 
Av 
523 
t 
54 


S24 
§ 


* Circumferential (compression is positive strain). 
t Axial (compression is positive strain). 


3.8 
4.7 
7.5 
8.3 
5.6 
5.5 
6.9 
9.9 


10.0 


8.7 
10.8 
11.0 
5.2 
5.2 
12.7 
8.1 


13.0 
-6.0 
-1.7 
-0.9 


2.0 


11 
1.7 
0.0 


t Two gages at right angles (compression is positive strain). 


§ Dummy gage on unstrained block. 


11 Gage failed before shot. 


Permanent 5et 


1.6 
1.8 
3.5 
4.6 
3.0 
2.6 
4.0 
6.0 


6.6 
5.4 
7.4 
9.0 
2.4 
3.1 
9.0 
4.1 


7.5 
-4.0 
-0.8 
-0.2 


0.0 


11' 
0.2 
0.0 


TABLE 3.6 STRAINS ON THE USS BONITA (SSK-3) FROM SHOT UMBRELLA 


Position Numb8c 
Location * 
Ma.ximum Strain 
Equivalent Depth ·i· 


jJ. in/in 
ft 


Sl 
Frame 27 at crown 
600 
500 
S2 
Frame 27, 90 deg port 
1,160 
640 
S3 
Frame 52% at crown 
360 
280 
S4 
Frame 52%, 26 deg port 
350 
270 


S5 
Frame 52t/z, 45 deg port 
390 
310 
S6 
Frame 52%, 90 deg port 
200 
230 
S7 
P>:ame 52%, 90 deg stbd 
310 
180 


* All gages measured circumferential strain. Compression is recorded as positive 
strain. 


·i" Change in depth of submarine which would produce same static strain as the largest 
dynamic strain observed. Strain gages were calibrated during deep-dive trials. 
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ships, the SSK-3, and the Squaw, primarily for the purpose of recording shock damage to ma- 
chinery and equipment. The same gages and recording equipment were also used on the sub- 
marine SSK-3 as had been previously installed for Shot Wahoo. The description of this instru- 
mentation has been included in Section 2.4.3. In general, all shipboard machinery and equipment- 
response instrumentation installed for Shot Wahoo was also used for Shot Umbrella. 


In addition, a total of 16 velocity-meter gages and 16 shock-spectrum-recorder gages were 
installed on the items of simulated major shipboard machinery and equipment in the Squaw. 
Seven of the high-speed cameras were installed in the Squaw to measure the shock motions of 
this equipment, as well as th.e hull motions thereof, for correlation with the shock velocity-time 
and shock-spectra data. 
"" 


Res u 1 t s. 
On all seven ships in the Shot Umbrella array, records of the shock motion ver- 
sus time were made successfully with all electronic-velocity meters. Timing-signal equipment 
and zero-time fiducial signals functioned satisfactorily. Good records were obtained on all ex- 
cept six of the 170 shock- spectrum recorders installed. All but one of the 43 high-speed cam- 
eras gave satisfactory results, with good quality films. In general, all instrumentation functioned 
in an excellent manner. 
The records of shock versus time obtained from minus two to plus 20 seconds after detonation 
showed several excitations. However, in all cases, the ma.ximum shock velocity was produced 
by the direct-shock wave. Minor motions produced by a sea-bottom-induced-pressure wave pre- 
ceded those from the directly transmitted wave. 
Figure 3.49 shows a typical oscillogram record from one of the targets, the response of the 
direct-shock wave on the EC-2. Tables 3.7 and 3.8 show a tabulation for the EC-2 and DD-474 
of the velocities, rise time, and average acceleration for both the initial direct shock and the 
later motion which occurred after about '14 second. The tabulations interestingly show the gen- 
eral range of response" motions on various items of machinery and foundations. The maximum 
vertical velocity of about 12 ft/sec on the EC-2, 7 ft/sec on the DD-474, 3 ft/sec on the DD-592, 
and less than 1 ft/sec on the DD-593 compared reasonably well with similar measurements taken 
for the hull studies. 
An example of the shock-spectrum recorder-data,which has been read and reduced, is shown 
in graphical form in Figure 3.50. 


The ship's machinery and equipment of the EC-2, located broadside at 1,600 feet from surface 
zero, had been previously disabled by Shot Wahoo and this severe damage was increased by Shot 
Umbrella. This further disabling damage occurred when the casting over the low-pressure cyl- 
inder of the main engine broke off. Additional brickwo'rk in the boiler crumpled. Structural 
damage in the propeller shaft alley was markedly increased. 


On the DD-474, stern-on~eet from surface zero, the ship's machinery and equipment 
damage could probably be classified as light but closely approaching the moderate-damage 
range. The bolts attaching the flexure plate that supports the main propulsion turbines and con- 
densers to the ship hull structure were further deformed in both shear and bending. The flexure 
plate itself began to buckle. 
Misalignment resulting from these deformations may have seriously 
damaged the propulsion plant; this will be determined later in a shipyard tear-down inspection. 
It will be recalled that complete failure of these flexure-plate bolts would drop the turbine into 
the bilge, and at normal turbine speeds this probably would result in severe damage to the ship. 
Figure 3.51 shows the vertical velocity records at the bulkhead, at the flexure plate and on the 
foundations for high-pressure and low-pressure turbine subbases in the forward engine room of 
the DD-474. The average accelerations were 27, 9 and 6 g, respectively. In addition, the 
DD-474 ship's master gyrocompass was made inoperable because of failure of support springs. 
Brick work in three of the four boilers was out of place. The sonar-head motor fell off its sup- 
ports, preventing operation. Further gun damage, breakage of light bulbs, and shattering of 
several water closets also resulted. 
The shock damage was negligible on the DD-592 and DD-593 a i 
nd 
feet, respec- 
tively. 
The shock damage to equipment on the SSK-3 a 
foot range, bow-on, consisted of minor 
items such as loosened bolts attaching some equipment, the flooding of No. 3 torpedo tube, and 
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• 


some broken fluorescent light tubes. Since any of these items could be rectified within a few 
minutes, none was disabling. 
. 
The Squaw-29, submerged at 50-foot depth, at~eet from surface zero, stern towards 
the burst, sustained some simulated equipment damage. The steel weights simulating submarine 
main engines, generators, and motors had undergone severe response. One of the 24 bolts at- 
taching the one simulated engine-generator failed in tension; the other 23 bolts were loose, many 
stretched as much as % inch. In general, all mounting bolts for the simulated equipment on the 


TABLE 3.7 
VELOCITIES, RISE TIMES, AND AVERAGE ACCELERATIONS ON SS MICHAEL l\IORA~ (EC-2) 
FROM SHOT UMBRELLA 


Initial Shock 
Later Motion ., 


Position OrientJ.tion· 
Location 
Peak 
Rise 
Average 
Peak 
Rise 
Averago.! 


Number 
Velocity Time Acceleration 
Velocity 
Time Acceleration 


ft/sec 
msec 
" 
ft/sec 
msec 
g 
" 


V 
Bottom center Bulkhead 88 
5.6 
6 
31 
5.-1 
48 
3 


2 
V 
Bottom center Frame 97 
8.G 
1 
210 
·L9 
40 
4 


3 
A 
Bottom center Frame 97 
-6.3 
1 
-220 
1.1 
10 
3 


4 
V 
Bottom stbd Frame 97 
10.7 
.; 
79 
5.3 
12 
13 


5 
V 
Bottom port Frame 97 
11.3 t 
.;t 
97 
4.9 
40 
4 


(j 
A 
Low stbd Frame 97 
-·!.3 
6 
-25 
-';,8 
9 
-17 


A 
Low port Frame 97 
-24.9 
1 
-1,500 


8 
A 
Higher stbd Frame 97 
-8,4 
11 
-23 
-4.8 
-21 


A 
Higher port Frame 97 
-35.3 
3 
-390 
§ 
§ 


10 
V 
Subbase main engine 
5.3 
5 
33 
5.6 
48 
-I 


11 
A 
Subbase main engine 
-2.4 
8 
-9 
0.7 
5 
4 


12 
V 
Foundation Caterpillar diesel 
7.5 
4 
GO 
4.7 
G 
2-1 


13 
A 
Foundation Caterpillar diesel 
-G.7 
1 
-210 
1.7 
3 
18 


14 
V 
Foundation stearn-generators 
7.5 t 
13 ! 
18 
4.7 
13 
11 


16 
V 
Top of main engine 
7.5 t 
7t 
33 
4.0 
9 
1-\ 


17 
A 
Top of main engine 
-3.1 
3 
-32 
1.2 
9 
-I 
18 
V 
Cate rpilLar diesel 
9.9 
6 
48 
5.S 
13 
14 


19 
A 
Caterpillar diesel 
-5.0 
3 
-GO 
1,4 
G 
7 


21 
V 
Platform deck Bulkhead 88 
5.5 
6 
27 
:L5 
11 
7 


22 
V 
Platform deck Frame 83 
5.5 
S 
22 
5.1 
27 
6 


23 
A' 
Platform deck Frame 83 
-3.5 
13 
-8 
-2.7 
37 
-2 


24 
V 
03 level Frame 89 
4.5 t 
18 t 
8 
7.1 
46 
5 
25 
V 
Wheelhouse 
8.1 t 
25 t 
10 
9.7 
57 
5 


26 
A 
Wheelhouse 
-3.6 
18 
-G 


27 
V 
Steering gear room 
2.6 
4 
18 
-1.1 
25 
-1 
28 
V 
Shaft alley 
9.7 
1 
600 
§ 
§ 


29 
V 
Foundation operating diesel 
5.9 
3 
61 
5.5 
37 
5 


30 
V 
Operating diesel 
4.2 
12 
11 
9.1 
,IS 
G 


• Direction of measurement of motion: V. Vertical (motion upward is positive); A, Athwartship (motion to port 


is positive). 
t Occurred about 0.24 second after initial shock motion. 
t Meter bottomed at the limit of its displacement while velocity was still increaSing. 
3 Meter damaged after initial shock motion and gave no further record. 


SSK- 3 were loosened as a result of such stretching action. The YFNB-12, end-on at 2,350 feet, 
did not receive any equipment or structural damage. 
Con c 1 us ion s . 
The shipboard machinery and equipment shock damage on the target ships 
for Shot Umbrella occurred apprOXimately as predicted. In the following conclusions of these 
studies, it should be understood that they apply to Shot Umbrella conditions: 
1. The minimum safe range for delivery of an antisubmarine weapon by destroyers i~ 


feet for Shot Umbrella conditions. Damage or malfunction of particularly delicate equipment 
(e. g., some types of electronic equipment) may occur at larger ranges. 
2. The range for moderate damage for delivery of an antisubmarine weapon by destroyers 
is 
.. 
feet for Shot Umbrella conditions. 
3. 
The minimum safe range for a submarine 
for Shot Umbrella 
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conditions. Damage to particularly delicate equipment may occur at larger ranges. 
4. The ranae for moderate damage to a submarine for Shot Umbrella conditions is from 
._... 
~eet. 


5. Shock data defining the intensity and character of shock motions on merchant ships were 
obtained on an EC-2 a~eet from Shot Umbrella. At this range, complete disablement 
damage previously received was repeated and considerably increased. 
6. Sets of shock motion data were obtained on all ships during Shot Umbrella. 
7. Insufficient data still exist for correlating shock motion with damage to ship's equipment. 


TABLE 3.8 
VELOCITIES, RISE TIMES, AND AVERAGE ACCELERATIONS ON 
USS FULL-\1\I (DD-474) FROM SHOT UMBRELL-\ 


Position 
Location 
Peak 
Rise 
Average 


Number 
Orientation • 
Velocity t 
Time 
Acceleration 


ft/sec 
msec 
g 


1 
V 
Keel Frame 22 
5.0 
1 
250 


-I 
V 
Foundation battery contt·ol 
3 ~ 
.,) 
1 
100 


5 
V 
Battery control 
3.5 
1 
110 


G 
V 
Radio central Bulkhead 72 
2.9 
16 
G 
13 
V 
Keel Frame 99 
5.7 
1 
230 
Ii 
V 
Keel Bulkhead 110 
3.-1 
3 
32 


18 
L 
Keel Frame 109 
1.1 
1 
-13 


19 
V 
Flex plate Bulkhead 92 1/2 
2.-1 
1 
120 
20 
V 
Foundation reduction gear, fwd 
3.1 
2 
Gl 


21 
V 
Foundation reduction gear, aft 
3.2 
5 
19 


22 
V 
Foundation turbogenerator, fwd 
-l.1 
12 
11 


23 
A 
Foundation turbogenerator, fwd 
-1.9 
21 
-3 


2-! 
V 
Foundation turbogenerator, aft 
3.2 
8 
13 


25 
A 
Foundation turbogenerator, aft 
1.2 
-lG 
26 
V 
Reduction gear 
-l.G 
5 
30 
27 
V 
Subbase HP turbine 
5.G 
18 
9 


28 
V 
Subbase LP turbine 
5.6 
27 
6 
29 
V 
Subbase turbogenerator 
5.0 
1-1 
11 
31 
V 
M:lin deck Bulkhead 110 
4.5 
12 
11 
33 
V 
Main deck Frame 107 
3.8 
1G 
8 


3-1 
V 
Deckhouse top 
6.6 
18 
8 
46 
V 
Foundation 5-in. gun 
5.5 
3 
60 


-18 
V 
Steering gear room 
5.5 
2 
110 


~9 
A 
Steering gear room 
2.0 
1 
-l5 
50 
L 
Steering gear room 
1.7 
12 
4 
51 
V 
5-in. gun 
7.5 
12 
19 


- Direction of measurement of motion: V, Vertical (motion upward is positive); A, Athwart- 
ship (motion to port is positive); L, Longitudinal (motion forward is positive). 


" Values shown arc for the initial shock motion. An additional shock motion occurred about 


0.19 second after the initial shock but values are not tabulated here. Peak velocities for the 
additional shock motion were somewhat smaller than for the initial shock and average accelera- 
tions were much lower. 


The general lack of equipment damage, except on the EC-2, still leaves correlation of response 
data in the severe-damage range to be resolved. 
8. The safe range and the damage for both submarines and surface ships is determined by 
shock damage to ship's machinery and equipment rather than hull damage, for both Shot Wahoo 
and Shot Umbrella conditions. 


3.4.5 Summary. In summary, it is concluded that on Shot Umbrella, the results obtained 
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from the projects in Program 3 were generally successful in achieving the main objectives of 
the program. 
The responses and damages to hulls and to ships' machinery and equipment of the surface 
ships EC-2, DD-593, DD-592 and DD-474 were about as predicted~ Response and damage to 
the submarine target, the SSK- 3, was approximately as predicted. Response and damage to the 
Squaw-29 was somewhat less than predicted. The reason for the latter will be known only after 
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Figure 3.51 Vertical velocities of turbine foundation and subbases in USS Fullam 
(DD-474), for direct shock wave from Shot Umbrella. 


detailed _ .• alysis of results. However, it may be due to a greater than estimated hull strength. 
The EC-2 merchant ship located broadside (starboard) a 
eet from surface zero sus- 
tained light hull damage similar to that previously received on Shot Wahoo, broadside (port). 
A ma.ximum transient displacement of arout four inches in the hull-side frames near the ship's 
center produced a maximum permanent hull-side-frame displacement of about 11'2 inches. Ma:,,- 
imum permanent hull-plate dishing between frames was about % inch. Hair-line fracture cracks 
at various minor locations on the steel hull deck and superstructure were found. The propeller 
shaft alley tunnel was further seriously distorted, to a maximum of about 12 inches. As after 
Shot Wahoo, minor hull flooding, caused by leaks in the hull, was controllable by pumping. In 
contrast to the light hull damage, the severe disabling damage previously caused by Shot Wahoo 
to the ship's machinery and equipment of the EC-2 was further increased by Shot Umbrella. 


As expected, there was no hull damage to the DD-474, the destroyer closest to surface zero and 
located stern-to ~oot 
range. However, a slight buckle in the after stack of the DD-474 
bent bulwarks around the after gun tubs, and a Slightly buckled mast was produced by a com- 
bination of shock and the surface water-wave pas3age over the stern. The ship's machinery and 
equipment damage on the DD-474 could probably be classified as light but closely approaching 
tile moderate-damage range. The flexure-plate bolts which support the foundations to the main 
turbines were further deformed in bOth shear and bending. Misalignment between the turbine 
and propulsion shaft resulting from the bolt deformation was taken up in the coupling. Although 
the turbine still operated at the normal 400 rpm cruising propeller-shaft speed through and after 
the shot detonation, an increased machinery noise level indicated that the deformations may have 
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seriously damaged the propulsion plant. This will be determined later in a shipyard tear-down 
inspection. Other damage on the DD-474 consisted of ship's master gyrocompass made inoperable; 
brickwork in three out of four boilers knocked out of place; further five-inch gun damage occurred; 
and several water closets were shattered. 
Hull and machinery shock damage on the other surface target ships on Shot Umbrella was 
considered negligible. 
There was no hull damage of the SSK-3, submerged at a dept~and located bow-on at 
foot range. Shock damage to equipment consisted of minor items, such as loosened bolts 
attached to some equipment and flooding of one torpedo tube. None of this shock damage was 
disabling, and it could have been rectified within a few minutes. 
Hull damage to the Squaw-29 was less than expected; lethal damage and flooding of the pres- 
sure hull did not occur. However, four of the ten e:-. .. ternal ballast tanks ruptured. Ma.ximum 
permanent plastic deformation of the %-inch pressure hull plating was about % inch between 
frames. Some equipment damage occurred on the Squaw, including tension failure of one Tig-inch 
diameter equipment hold-down bolt and up to ;;~-inch stretching of numerous other hold-down 
bolts, indicating all equipment had undergone severe response. 
From the results obtained, there was confirmation that the safe range and damage range for 
submarine and surface ship targets, under Shot Umbrella conditions, is determined by shock 
damage to ships' machinery and equipment, rather than by hull damage. 
The following other preliminary conclusions drawn from Shot Umbrella data with respect to 
both hull and shock damage to ships' machinery and equipment are considered Significant. It 
should be understood that these apply to the shallow water Shot Umbrella conditions. 
1. From the standpoint of hull deflection, the estimated lethal range for an EC-2 merchant 
ship j 
feet for Shot Umbrella conditions. 
2. The severe or crippling shock-damage range for machinery and equipment of an EC-2 


merchant ship ~feet, under Shot Umbrella conditions. 
3. The minimum safe range for repeated delivery of an antisubmarine weapon by destroyers 


i 
feet for Shot Umbrella conditions. Damage or malfunction of particularly deli- 


cate equipment, i. e., electronic equipment, may occur at larger ranges. 
4. The minimum safe range for single delivery of an antisubmarine weapon by destroyers, 
with shipyard availability soon after, ~feet 
for Shot Umbrella conditions. 
5. The minimum safe range for delivery of an antisubmarine weapon from a submarine is 
for Shot Umbrella conditions. Damage to particularly delicate equip- 
ment, i. e., electronic equipment, may occur at range 
6. 
Considerable basic information on hull response on surface ships as related to free-field 
pressures and loading measurements was obtained. This has provided check pOints for small- 
scale ship model experiments, which, upon further analysis, are expected to prove valuable in 
extrapolating results of Shot Umbrella to other geometries and ships. 
7. From the standpoint of ship damage important to combat capability, the safe range for 
surface ships likely to delivery nuclear underwater weapons in the foreseeable future is deter- 
mined by shock damage to equipment, rather than damage to the hull. 
8. Further shock testing of both destroyer and submarine types is believed necessary at 
ranges where more severe damage will occur, in order to provide information required to more 
adequately shock harden the designs of these types of ships. 


3.5 
NAVAL MINE FIELD CLEARANCE BY ATOMIC UNDERWATER BURSTS 


3.5.1 Obj ective. The objective of this experiment was to determine the ranges at which 
typical stockpile U. S. Naval bottom mines would be neutralized by a shallow water nuclear burst. 
In general, Operation Hardtack offered realistic test parameters for providing field data on 
the feasibility of clearing 
mine fields with nuclear weapons, since most bottom mines 
would normally be planted 
The data obtained may be used in con- 
junction with other experimental data and theory to 
mine the probable effectiveness of nu- 
clear weapons as a Naval mine countermeasure for all types of underwater mines. 
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3.5.2 Background. Mines that employ combination-influence mechanisms, delayed-arming 
devices, variable-ship counts, and anti-sweep devices may present a difficult problem to a 
mine-sweeping force. Explosive-clearance techniques could be used to destroy such a mine 
barrier in certain tactical situations, since any type of Naval mine may be neutralized by ex- 
plosive means in several ways. Simple single-look mine mechanisms may be actuated by ex- 
plosive shocks; acoustic mines may be actuated by .explosions at ranges of several miles; single- 
and-combination-influence mechanisms may be damaged physically by explosive shock; and 
sensitive mine detonators may be initiated by near-contact explosions. However, all available 
data on response of mines to explosives indicate that case rupture is the proper criterion by 
which to consider a mine destroyed. 
~ 


The mine characteristics of a typical mine such as the mine ~re 
presented so 
as to provide a background for further details about this project. This stockpile mine is an 
aircraft-laid bottom mine that may be dropped without a parachute from altitude~ 
Specially designed shock mounts within a strong case prevent damage to components when the 
mine strikes the water. The mine is equipped with an induction-firing mechanism actuated by 
ents induced in a search coil by the 
field of a ship. The mine may be used against 


This mine is one of the 
most difficult mines to render ;n{)nl>r:1tfvp 


To provide additional background, a brief discussion is presented on the latest additions to 
the Navy mine arsenal. In the latest designs, there are influence-field detectors and associated 
firing mechanisms of three types (pressure, acoustic, and magnetic). The mine Mk 52 Mod 1 
employs a magnetic-firing mechanism. The Mk 52 Mod 3 uses a combination of two firing mech- 
anisms that respond individually to the magnetic and pressure-influence fields of a vessel. The 
Mk 52 Mod 6 uses a combination of three firing mechanisms, pressure, and acoustic. 
The characteristics of each firing mechanism may be varied over a considerable range by 
choice of switch settings or plug-in circuits. All modifications of the l\IIk 52 mine have variable 
delay-arming times, sterilization times, ship counts, and inter-Ship dead period. The total 
number of possible combinations of operational settings for the Mod 6 is 5,760. This mine is 
extremely difficult to sweep. 
In situations where a nuclear detonation occurs underwater, the shock wave is of much longer 
duration than the shock wave from conventional mines and depth charges. Damage to mine cases 
corresponds in static manner to maximum pressure. This criterion is used in ;;Capabilities of 
Atomic Weapons," (Reference 15), to obtain curves of range versus yield for underwater mine- 
field neutralization. Consequently, the following criteria for mine damage were used in select- 
ing mines at each range for Shot Umbrella: 


3.5.3 Instrumentation. Two types of instrumentation were used: mechanical peak-pressure 


gages and mine-operation monitors. The mechanical-pressure gages provided the means by 
which the peak pressure of a shock wave of known time dependence could be computed from the 
deformation of :l small copper sphere, compressed by a pressure-actuated piston. 
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The mine-operation monitoring system was designed to be mounted inside the mine in the 
space normally occupied by the booster and extender. The system was fitted in the booster 
compartment of the mine. Basically, it was a miniature tape transport that could transport 160 
feet of Y2-inch tape across a six-channel recording head for a period of 14 days. When the mines 
were planted, a hydrostatic switch was operated by the increase of water pressure with depth. 
In the case of the Mk 50, this switch simultaneously armed the mine and started the mine- 
operation monitoring system. All events recorded on the tape could then be related to the time 
of planting. In the case of mines Mk 39, 52, and 25, Mod 2, the hydrostatic pressure initiated 
a clock-delay mechanism, which delayed mine arming and recorder initiation for a preset pe- 
riod. The time of arri val could, therefore, be determined with respect to planting time. An 
indicator was installed in each mine to put a 10-second signal on one of the channels of the tape 
not used for mine actuations. The indicator was simply a one-shot multivibrator of 10-second 
period that would be triggered by the pulse emitted by a piezoelectric crystal when the shock 
wave impinged on the mine case. 
The playback system consisted primarily of a tape transport, a time counter, and a readout 
device. This was installed on Site Elmer. As soon as the recorders were removed from the 
mines, the tape magazines were removed for processing. 
In order to determine the effects of the nuclear detonation upon the mines as a function of 
distance, the mines were planted in rows at distances of between 1,500 and 8,000 feet from sur- 
face zero. The first three rows contained one or more mines of each type. The extent of dam- 
age to the mines at each range was determined by visual observation and measurements of de- 
formation upon recovery. The distance of each mine from surface zero was computed from 
bearings and radar fi-xes made by means of the navigational equipment aboard the USS Takelma 
(ATF 113). The distance values are conSidered to be accurate to :: 20 yards. 
The extent of mechanism damage incurred by each mine type at each range was determined 
by Visual inspection. 
After recovery, all mines were given operational tests with standard mine-test sets, in order 
to. determine whether or not all components were functioning normally after the shot. 
The operations of 23 mines of various types, planted at various distances, were monitored 
for a period of time, e:\1:ending from the time at which the mines were armed to the time of re- 
covery, by means of the system of internal recorders. The types and locations of these instru- 
mented mines are indicated in Figure 3.52. 
. 
In order to extrapolate the mine-neutralization data to different weapons, a knowledge of the 
pressure-time histories at various ranges from Shot Umbrella was desired. In the final report 
(WT-I64I), the pressure-time recordings and ball-crusher-gage data obtained by Project 1.1 
will be correlated with that obtained by Project 6.7. 
Water depths of all mines laid by the USS Takelma were measured with a fathometer. Data 
on the bottom characteristics of the Shot Umbrella target area was furnished by Project 1.13. 
This data will be useful in scaling mine-neutralization ranges for weapons of various nuclear 
yields in future studies of the mine-clearance problem. 
All mines in the first row were completely demolished. The distances and mine types in- 
vol ved in the close- in area are given in Table 3.9. Damage sustained by a Mk 25 Mod 2 at 
1,380 feet from surface zero is illustrated in Figure 3.53. 
The effects produced by Shot Umbrella at distances greater than 1,600 feet are listed in Table 


3.10. The type of damage suffered by Mk 25 Mod 2 mines at 1,980 feet is illustrated in Figure 
These were the only mines in the second row that suffered case damage. 
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Figure 3.52 Layout of mine field. 
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the instrumented mines. The cause of the failure of the firing mechanisms M-11 of the two Mk 
39 Mod 0 mines and the ACM circuits of the Mk 50 Mod 0 mines is not as yet known. 
The mine actuations, by type, that occurred at time of Shot Umbrella are presented in Table 
3.11 for mines located from 1,920 feet to 4,000 feet from surface zero. The type of actuations 
recorded are similar to those that have been recorded in counter-mine tests using high explo- 
sives. At the time of the shot, none of the mines fired. The pressure looks which occurred at 
the time of the shot are assumed to have been caused by closures of the sensitrol relay, SR-9, 
by shock. 
All mechanical-pressure gages were recovered. Eight of the gages did not function. The 
deformations from the remaining 20 were measured, and the peak pressures were computed. 
Since the time dependence of the shock waves at various distances from surface zero will not be 
known until made available by Project 1.1, the peak pressures were computed on the assumption 
that the time dependence of the shock wave was a simple step function. These values, plotted 
as a function of distance from surface zero, are presented in Figure 3.55. Since the time con- 
stant of the shock wave is expected to be long, the step response approximation is warranted; 
however, the values in F 
3.55 should be considered as preliminary. 


3.5.4 Feasibility of Wide Area Clearance of Naval/Influence Mines by Nuclear Weapons. The 
overall objective of the project was to determine the feasibility of employing nuclear weapons for 
wide-area mine clearance by influence means. To accomplish this, the specific objectives of the 
program were: (1) to measure and record the amplitude, duration, and extent of mine-actuating 
influences (pressure, acoustic, and magnetic) which may be generated at the sea bottom by the 


explc-'~n of a low-yield (8 to 13 kt) nuclear weapon in shallow water (approximately 150-foot 
depth); (2) to determine the reaction of certain instrumented U. S. Naval mines to the influences 
generated; and (3) to evaluate the effect of influences generated in sweeping single-influence and 
combination mines. 
Project 6.8 was planned on the basis of obtaining da~a from Shot Umbrella. Data for checkout 


jlnd calibration purposes was obtained from Shots Wahoo, Yellowwood, and Tobacco. Three LCU 
instrumentation plat='Jrms were located at distances of 8,300, 20,150 and 44,750 feet from surface 
zero of Shot Umbrella. Figure 3.56 shows the locations of the instrumentation platforms, relative 
to surface zero, for each of the four shots. Figure 3.57 shows the location of underwater instru- 
mentation with respect to one of the three platforms. Table 3.12 identifies the underwater units 
and provides code numbers by which results are identified with a specific underwater unit. 


3.5.5 Data Requirements. Data was required in order to obtain information on the duration, 
extent, and characteristics of mine-actuating influences resulting from Shot Umbrella and to 
determine the reaction of certain instrumented U. S. Naval mines to the influences generated. 
Instrumentation to obtain the following data was provided: 
1. Pressure Measurements: The time-pressure history resulting from the shot. Included 
were pressure changes due to waves, swells, and the shock wave. 
2. 
Magnetic Measurement: The time history of the magnetic-field changes. 
3. Acoustic Measurements: The time history of the sound-pressure level, 2 cps to 40 kc. 
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Figure 3.55 Peak pressures computed from mechanical- 
pressure-gage deformations, assuming step response. 
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Figure 3.56 Location of instrument platforms relative to surface zero 
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Figure 3.57 Schematic of underwater instrumentation and mines relative 
to Platform 1 (Station 681.01). For identification of code numbers of 
underwater units, see Table 3.12. 
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4. Seismic Measurements: The time history of displacement of the bottom (limited data). 
5. Mine Reaction: 


Mk 25 Mod 0: looks, fires, and search-coil output. 
Mk 25 Mod 2: looks, pressure-switch opening, fires, and search-coil output. 
Mk 36 Mod 2: ACM, fires, and plate-voltage rise. 
Mk 50 Mod 0: ACM, fires, and plate-voltage rise. 


6. Correlation of all influence measurements and mine reactions with respect to time. 
As a typical example of the instrumentation utilized, there follows a detailed description of 


TABLE 3.12 
ARRAY SPECIFICATIONS FOR PLATFORM I, STATION 681.01 


Item 
Mine/Instrument Type 
Serial 
Depth 
Distance from 
Bearing from 
Orientation 


Number • 
Number of Water Platform Center t Platform Center t 
of Item § 
ft 
ft 
deg true 
deg magnetic 


1 
LCU 1317 
140 
273 
2 
Mine Mark 25 Mod 0 
1M1 
145 
800 
339 
000 


3 
Mine Mark 25 Mod 0 
1M3 
145 
825 
347 
045 


4 
Mine Mark 25 Mod 0 
1M2 
145 
790 
354 
090 


5 
Total Field Magnetometer 
8 
145 
800 
001 


9 
Mine Mark 36 Mod 2 
1A1 
140 
500 
357 
176 


10 
Mine Mark 36 Mod 2 
1A2 
140 
500 
359 
176 
11 
Mine Mark 50 Mod 0 
1A3 
140 
500 
001 
176 
12 
Mine Mark 50 Mod 0 
1A4 
135 
500 
004 
176 
• 
13 
Vz-Inch Tourmaline Gage 
130 
140 
225 
334 
14 
liz-Inch Tourmaline Gage 
134 
140 
225 
349 
15 
liz-Inch Tourmaline Gage 
128 
140 
225 
010 


16 
Hydrophone BC-50 
98 
142 
225 
127 
17 
Hydrophone BC-50 
102 
142 
250 
147 
18 
Hydrophone BC-50 
104 
142 
225 
173 


19 
Geophone Vertical 
453 
142 
225 


20 
Geophonc 3-Component 
422 
142 
225 
273 


20A 
Geophone 3-Component 
490 
142 
225 
193 
273 


21 
Pressure Pickup 
30 
140 
475 
138 
273 


0.2-lnch-100-lnch Range 
22 
Pressure Pickup 300 Pound 
L8V 
140 
425 
158 
273 
23 
Pressure Pickup 
32 
140 
400 
178 
273 


0.2-lnch-100-lnch Range 
24 
Pressure Pickup 
31 
140 
460 
205 
273 


0.2-lnch-l00-Inch Range 


25 
Total Field Magnetometer 
3 
143 
800 
161 
000 


26 
Total Field Megnetometer 
5 
143 
800 
170 
000 


27 
Mine Mark 25 Mod 2 
1MP2 
143 
800 
179 
090 


28 
Mine Mark 25 Mod 2 
1MP1 
143 
800 
188 
000 


"1" 
Dan Buoy Mark 5 
1,100 
303 
"2" 
Dan Buoy Mark 5 
1,100 
015 
"3" 
Dan Buoy Mark 5 
1,100 
087 
"4" 
Dan Buoy Mark 5 
1,100 
159 


41 5" 
Dan Buoy Mark 5 
1,100 
231 


• items correspond to item numbers shown in Figure 3.57. 
t Accuracy of distance from platform center is ± 20 feet. 
t Accuracy of bearing from platform center is ± 1 degree. 


§ Accuracy of orientation is ± 3 degrees. 


the instrumentation for pressure measurements. (Comparable instrumentation was utilized to 
obtain acoustic, magnetic, and seismic measurements.) Pressures covering the range from 
0.2 inch of water ·(0.0072 psi), peak to peak, to 2,768 inches of water (100 psi) were recorded 
in three channels of information. The first channel recorded peak-to-peak pressures from 0.2 
to 20 inches of water, and the second channel recorded peak-to-peak pressure from 1 to 100 
inches of water. The third channel recorded to 100 psi. The upper frequency cutoff of the high- 
pressure pickup (100 psi) was approximately 500 cps. 
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Pressures were recorded as a function of time prior to time zero and for a period of approxi- 
mately 20 minutes thereafter. The 20-inch and 100-inch pressure signals were detected by an 
MDL pressure pickup, using a Wiancko ± 10-psi gage, Type 1404. The + 100-psi pressure sig- 
nals were detected by an MDL pressure pickup using a Wiancko ± 100-psi gage, Type 1404. The 
pressure pickup containing the ± 10-psi gage had been modified by the addition of a low-pass hy- 
draulic filter to prevent damage to the gage during fast rise-time high pressures. 


3.5.6 Playback System. A block diagram of the pressure instrumentation is shown in Figure 
3.58. This system, with the exception of the high-pressure pickup, was duplicated at each sta- 
tion. The MDL pressure-amplifier detector and the MDL pressure pickups were developed at 
the U. S. Navy Mine Defense Laboratory (formerly U. S. Navy Mine-Countermeasure Station), 
prior to this project. Information concerning this portion of the pressure system may be ob- 
tained from USNMCS Report No. 46 (Reference 16). The 7-channel tape recorder was Ampex 
Model FR-l07. The buffer amplifier used to drive the high-pressure bridge was a push-pull 
triode circuit with transformer coupling and was identical to the buffer amplifier in the pressure- 
amplifier detector that drove the low-pressure bridge. The high-pressure bridge was similar to 
the low-pressure one in the pressure-amplifier detector, but it operated in a balanced condition 
and used an additional RC network to balance out the rl!active component of the current in the 
bridge. The inputs to the 20-inch and 100-inch cathode followers were connected to the range- 
switch-voltage divider in the pressure-amplifier detector at the 2-inch and 20-inch points, re- 
spectively. The output of each of the cathode followers was fed into a reSistive bridge, and the 
wiper output was fed to the tape recorder. The bucking voltage supply was'also fed to this bridge, 
and,by adjustment of the potentiometer in the bridge circuit, the direct-current bias of each of 
the cathode followers could be,balanced out. The bucking voltage power supplies were simple 
bridge rectifier types supplied with a floating output of 150 volts dc. By relay action, the 
pressure-calibration panel operated the calibrate power supply in the pressure-amplifier de- 
tector, which in turn produced the calibrate action in both the high-pressure and low-pressure 
pickups. 
An example of a typical monitoring system is that which was used on the Mk 25 Mod 0 mines. 
A block diagram of the mine-monitoring system is shown in Figure 3.59. (Comparable systems 
were utilized to monitor Mk 25 Mod 2, Mk 36 Mod 2, and Mk 50 Mod 0 mines.) The mine- 
control panel remotely controlled power to the firing mechanism and dc amplifier in the mine 
by means of a relay in the mine. Magnetic signals detected by the search coil produced volt- 
age changes which were fed to the firing mechanism and were also monitored by means of the 
amplifier. Information on the look and fire reactions of the firing mechanism were monitored 
by pen recorders. Search-coil voltage was monitored by a frequency-modulation (FM) channel 
of a tape recorder. A step change magnetic signal was fed from the trailer to the 10-turn coil 
placed around the search coil for use in calibration of the search-coil voltage monitor and to 
check operation of the overall system. 
The mine-reaction data (looks and fires) were of .the go-no-go type, causing a pen deflection 
for about one second. The search-coil-voltage data was essentially the output of the three pulse- 
per-second oscillator in the M-ll firing mechanism as seen by the search coil. In the ambient 
condition, the pulses appeared across the search coil at comparatively low magnitude; when a 
voltage appeared across the search coil, the pulses showed a change in amplitude. The relative 
direction of the pulse spikes, both in the ambient-field condition and with search-coil voltage ap- 
plied, was an indication of direction of search-coil voltage and, hence, of magnetic-field change. 
The nature of this information is not particularly conducive to interpretation. For this reason 
calibration signals of at least six levels from 0.02 milligauss to 5.0 milligauss in both direCtiO~S 
were required immediately prior to the shot. 
A representative mine idealization and checkout was that performed on the Mk 25 Mod 0 and 
Mk 25 Mod 2 mines. The preparation of the mines was accomplished with the background 
(earth's) field vector aligned in the same direction with respect to the mine as it was when 
planted. (Before idealization, the search coil was removed from the mine and placed at least 
50 feet away from the idealizer.) Since mines were planted in each of three orientations, the 
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Figure 3.58 Block diagram of pressure measuring system. 
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Figure 3.59 Block diagram of monitor system for mine Mark 25 Mod O. 
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idealizer was oriented depending on the particular mine being idealized. Idealized mines were 
handled with care and were stored and repaired,while the specific orientation with respect to 
the earth's magnetic field was maintained. Preliminary checkout and calibration phases were 
accomplished with standard mine test sets and special test sets developed specifically for these 
monitored mines. Spurious magnetic-field changes were minimized during calibration. 
The idealizer used (Figure 3.60) consisted of a coil system (with cart and track for moving 
the mine), a control unit, and a 100-foot cable connecting the two. The control unit operated on 
230-volt, three-phase ac and distributed power to both coils of the coil system. The shaking 
field, a schedule of square pulses whose magnitude decayed with each pulse until the envelope 
reached essentially zero, was produced by one coil. The schedule was automatic after initiation 
and was cut off when the schedule was complete, approximately 40 minutes later. A second wind- 
ing on the coil was available to correct the earth's field if a distorted background field, due to 
local anomalies, was encountered. Use of the second winding was not required. 
The Mk 36 Mod 2 and Mk 50 Mod 0 mines were checked out by means of standard mine-test 
sets and special-test sets developed for these particular mines. Spurious acoustic background 
signals during calibration were minimized. 
Control of the electronic equipment at each station was derived from a program-control unit 
actuated by the central-timing system at shot time minus five minutes. The program-control 
unit provided step-by-step control of the instrumentation, so the tape recorders were started 
and the influence measuring systems were calibrated prior to time zero. A backup system was 
provided to start the electronic system at H- 5 seconds in the event of failure of the primary 
control system. 
For Shot Umbrella, time zero was obtained by the use of a fiducial marker provided by Edger- 
ton, Germeshausen and Grier (EG&G). On Shots Wahoo, Yellowwood, and Tobacco, the timing 
system was initiated by the minus-I-second radio signal provided by EG&G. To obtain time relative 
to time zero for all data, a one-kc signal, interrupted once each second, was superimposed on 
one channel of each magnetic-tape recorder. A pen deflection synchronized with the magnetic- 
tape Signal was recorded at intervals of one second on each of the 20-pen operational recorders. 
The time-zero indication was impressed on both the one-kc signal and the pen recorders. The 
timing pulses were generated by an escapement mechanism that controlled the firing of a thyra- 
. tron tube, which generated timing pulses that controlled both the magnetic-tape and paper-tape 
timing indications. 


LCU hulls 634, 1123, and 1317 were employed as platforms to mount the trailers housing the 
monitoring instrumentation. All three installations were similar and had been standardized to 
the maximum practical extent. Figure 3.61 shows one installation (Platform 1). Padeyes were 
installed on the deck of each LCU for turnbuckle-pendant tiedown connections. As a further de- 
terrent to movement from shock and for better stability, each set of trailer wheels was placed 
in steel chocks welded to the deck. 
Power for instrumentation for each trailer was ·supplied by three 5-kw generators. Two were 
operated on load, with the third in a standby capacity. In case of failure of one of the operating 
generators, a transfer switch was provided to accomplish a changeover to the third generator. 
The generators were shock-mounted directly to the deck. Connections to the instrumentation 
were made through water-tight junction boxes on the outside of each trailer. 
The fuel systems for .each platform were prefabricated for rapid installation. The diesel oil 
was fed by gravitY,and the gaSOline was fed to a Thermo-King air-cooling unit by a separator 
pump. Each platform was equipped with fire fighting equipment, including P-500 fire pumps. 
The latter also served as emergency bilge pumps. 
A schematic diagram of the underwater instrumentation array planted at Platform 1 is shown 
in Figure 3.57. Locations of all the arrays, with respect to shot locations, are given in Table 
3.13. In order to locate an acceptable sea bottom for positioning the LCU platforms, a fathom- 
eter survey was conducted in the vicinity of the desired locations, and divers were employed to 
check the bottom conditions .. Buoys to outline the arrays were planted to prevent craft from 
sweeping marker-recovery buoys and causing premature actuations of mines. Diverswere 
used to properly position and orient equipment on the bottom. The USS Chanticleer (ASR-7) was 
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Figure 3.60 Idealizer for magnetic mines. 


Figure 3.61 View of LCU 1317, Platform 1. 
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employed for the planting operation, because decompression chambers and diving support, plus 
lifting facilities, were within its capabilities. An LCM equipped with cable-handling facilities 
was employed for laying cables fro~ the instruments to the platforms. The location of each 
underwater unit was plotted, relative to the platform, by use of a pelorus and measuring lines. 
Depths at each instrument were measured when divers oriented the units. Distances between 
objects 'on the bottom were measured by swimmers. Figure 3.62 illustrates a typical mine in- 
stallation. Detector s were rigged in a similar manner. 


3.5.7 Results. With the exception of mine reaction data of a go-no-go type, all data must 
undergo considerable reduction before it is in a form to be pictorially or numerically presented 
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Figure 3.62 Typical mine installation. 
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or from which any conclusions can be drawn. Significant data reduction could not be accom- 
plished in the field, owing to the lack of facilities and time; therefore, an early comprehensive 
evaluation of results, i. e., in the field, caused it not to be made, except for mine reaction. 
The methods and objectives of the data reduction are, in general, peculiar to the field of mine 
countermeasures. A considerable portion of the reduction is of a manual nature. The following 
general methods will be used for reduction of the data: 
A c 0 u s ti c - Field Mea su rem e n t s. The data was obtained on magnetic tapes. Over- 


lapping octave band analysis will be made~ 
as a function of time. From this, 
appropriate plots may be made. The original recording will be played into appropriate simula- 
tion equipment to determine ACM's and fires of various types of acoustic mines, if the data 
shows that this type of analysis proves advantageous. 
Magnetic- Field Measurements. The output of the total field detectors, as recorded 
on magnetic tape, will be reproduced for visual scanning on conventional playback equipment. 
The signal magnitude of any observed signals will be scaled. The time of occurrence of any 
significant signals will be obtained, and an attempt will be made to correlate these times with 
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events following the shot (bubble expansion, emergence of plume, shock wave, wave motion, 
and other effects). Analysis of wave form and probable effect on mines will be performed, as 
necessary. 


Pre s sur e - Fie 1 d Mea sur e men t s . 
Data was recorded on magnetic tapes and will be 
reproduced for analysis on paper tapes. The data will be reduced manually to determine ampli- 
tude and other characteristics of the underwater-pressure changes that affect mine counter- 


TABLE 3.13 
SHOT AND PLATFORM LOCATIONS 


Code Name 


Wahoo 


Yellowwood 


Tobacco 


Umbrella 


Platform Code 
Designation 


P-l (Station 681.01) 


P-2 (Station G81.02) 


P-3 (Station 681.03) 


Coordinates· 


110 20' 41" 
IG2° 10' 45" 


110 39' 36.7" 
IG2° 13' 30.G" 


11 
0 39' -IS" 
IG2° 13' 47" 


110 22' 50" 
1620 13' 09.6" 


11° 22' 44" 
1620 14' 32.2" 


11· 22' 42" 
162° 16' 31.G" 


11° 26' 30" 
IG2° 19' 40" 


Holmes and Narver 
Coordinates 


N 29,000 
E GO,500 


N 143,993 
E 7S,161 


N 145.l-!0 
E 
79,799 


N 42.500 
E 76,000 


N 41,910 
E 84,274 


N 41,708 
E 
9G,147 


N 64.692 
E 114,880 


Distance of Shots 


LO Platform P-l 


ft 


27.050 


102.300 


103.300 


8,300 


• The first figure given is north latitude; the second is cast longitude. 


Distance of Shots 
Distance of Shots 


to Piatiorm P-l 
to Platforlll P-3 


ft 
ft 


37,800 
6-1.300 


103.800 
87.-l00 


10-1,700 
87.700 


20,150 
4';,750 


./ 


measures. Mine reactions will be correlated to determine the types of pressure change that 
caused the mines to fire. 
M 0 nit 0 red Min e s . 
The monitored magnetic-mine mechanisms gave two channels of in- 
formation: the go-no-go information obtainable from the record of looks and fires and the 
search-coil output. As in the case of the magnetometer measurements, an attempt will be made 
to correlate any looks, actuations, or Significant search-coil output with events following the 
shot. The mine circuit will introduce marked distortion of signal form in the case of search- 
coil output. An attempt will be made to deduce the original wave shape of the signal (by circuit 
analysis and simulation techniques) of any significant search coil output recorded. 
. 
The acoustic mines will indicate fires and ACM's on a go-no-go basis. Data obtained from 
monitoring of the plate voltages will be correlated with acoustic measurements to determine the 
effect of sound-pressure level on the mine mechanism. 
The pressure-magnetic mines will provide information on pressure looks obtained. This 
data will be correlated manually with pressure-field changes recorded. 
Data was successfully obtained on about 80 percent of the recording channels. Mine reaction 
data of a go-no-go type were reduced. The time and facilities required to reduce and evaluate 
the remaining data in the form necessary for application to mine countermeasures precluded 
Significant data reduction in the field. The following tentative conclusions summarizing results 
obtained on Shot Umbrella are based on the partial reduction of data: 


ed study of the influence measurements and mine reaction data obtained from Shot 


Umbrella will be required to determine the degree of effectiveness of nuclear weapons for use 
in mine clearance by influence means. 
~A ~ / '! 8 iJ d-e k:i,J, 
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4.1 
OBJECTIVES 


Chapter 4 


SHOT YUCCA 


The overall objectives of the very-high-altitude shot were: (1) to determine the effect of 
extreme altitude on partition of energy in a nuclear explosion and on radii of effects of the 
various phenomena, and (2)' to determine scaling laws for the various effects as a function of 
altitude and yield. 


4.1.1 Background. The requirement for knowledge of the effects of nuclear detonations at 
high altitude on which to base estimates of damage to military targets led to the planning and 
firing of a high-altitude (36;000 feet) shot during Operation Teapot in 1955. The results ob- 
tained from Operation Teapot indicated that there was no appreciable loss of blast energy at 
this altitude, as predicted, and that Sachs scaling was appropriate for predicting free-air pres- 
sures. However, thermal measurements made on aircraft at altitude and by ground stations 
showed less thermal· yield than predicted. At the same time, independent studies of the feasi- 
bility of conducting a test at 100,000 feet were made by the Naval Research Laboratory and by 
the Air Force Special Weapons Center for the Armed Forces Special Weapons Project. These 
studies were completed in late 1955 and concluded that a test at an altitude approaching 100,000 
feet was feasible. 
These feasibility studies were analyzed by Headquarters AFSWP and the better parts of each 
combined into the resultant very-high-altitude program which was designed to carry the nuclear 
device, with all associated instrumentation, on a dragline suspended from a 128-foot free bal- 
loon. See Figure 4.1 for final configuration. 
With the approval of the Joint Chiefs of Staff, the Chief, AFSWP, proceeded with the estab- 
lishment of a weapon-effects program. A foremost goal in this endeavor was to bring the great- 
est capability to bear on the overall objectives of the program. Thus, the program was pursued 
by the combined efforts of two Navy laboratories (NRL and NRDL), two research and develop- 
ment centers of ARDC (AFCRC and AFSWC) and two AEC contractors (Sandia Corporation and 
EG&G). The resultant program was finally approved by the Secretary of Defense on 27 Decem- 
ber 1956 for a total sum not to exceed $3;660,000. 


The program as established was as follows: 


Project 
Agency 


1.10 
AFCRC 
2.7 * 
USNRL 


8.2 * 
AFCRC 
8.3 * 
EG&G 
8.4 * 
USNRDL 


8.5 
BuAer 
9.2a 
Sandia Corp. 
9.2b 
AFCRC 
9.2c 
AFCRC-AFSWC 


* Included support for very-high-altitude program. 
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Figure 4.1 Yucca in-flight configuration. 
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4.1.2 Operation. Upon assignment of responsibility to AFCRC for perfection of the balloon 
carrier system, an extensive balloon-testing program was initiated to provide for 62 to 90 test 
flights at a total cost of $1,069,500. Throughout the program, a total of 86 balloons were ex- 
pended in perfecting the system. The result was a reliable balloon carrier and canister- 
deployment system. 
The Sandia Corporation, under Project 9.2a, accepted responsibility for supplying the nuclear 
device, together with its detonation system. Extensive flight-testing plans were prepared for 
the proof-testing of 14 dummy Pandora systems. Throughout the program prior to Shot Yucca, 
a total of 13 dummy weapons were expended. 
Responsibility of contracting for necessary aircraft modifications (Project 9.2a) was accepted 
by AFCRC and performed by the Air Modification Corporation. The RB- 36's were maintained 
and flown by AFSWC. 


Agencies responsible for effects measurements initiated work on their technical projects to 
provide for canister and aircraft instrumentation for a readiness date of 15 April 1958. 


4.1.3 Results. The Yucca nuclear device was successfully armed and fired by radio com- 
mand from the USS Boxer at 1440 on 28 April 1958. At time of detonation, the device was at a 
floating pressure altitude of 85,000 feet at coordinates 12 
0 27' Nand 163 
0 01.5' E. All radio 
commands to the device during the entire flight of three and a quarter hours operated to per- 
fection. 
The balloon-carrier system (Project 9.2b) fulfilled all project objectives by successfully 
carrying the nuclear device and associated instrumentation to a measured radar altitude of 
85,500 feet. 
The modifications to the two RB-36's, as performed by the Air Modification Corporation, 
(Project 9.2c) proved to be adequate for the instrumentation associated with Projects 8.2, 8.3 
and 8.4. 
Due to failure of Proj ect 1.10's command transmitter on board the ship, no data of any sig- 
nificance was received by Canister Projects 1.10, 8.2 and 2.7. 
The results of Aircraft Projects 8.2, 8.3, 8.4 and 8.5 will be reported elsewhere. 


4.1.4 Summary and Conclusion. Support Projects 9.2a, 9.2b and 9.2c were accomplished 
satisfactorily. The extensive proof testing of the device by Project 9.2a and balloon testing by 
Project 9.2b provided a high degree of reliability. The aircraft carrier proved to be an effec- 
tive means for creating the necessary wind conditions for launching such a balloon system. 
Based on the results obtained by all projects, it must be concluded that Shot Yucca was only 
.partially successful in meeting the original objectives of the program. The capability of the 
balloon system to reliably carry a nuclear deVice to altitude, deploy the five canisteirs, and ac- 
complish the required 500-foot separation of equipment was clearly demonstrated. Likewise; 
the superb effectiveness of the arming and firing system was established. 
Due to failure of the canister command system at H - 2 % minutes, no canister data was ob- 
tained via the telemetering link. 
The results obtained by instrumentation on board the B-36 aircraft were successful in meet- 
ing the objectives of the projects concerned. The extent to which this information can be applied 
to meet the requirements for close-in data has yet to be determined; however, it is believed that 
the fireball photography (Project 8.3) and total thermal-intensity versus time (Project 8.2), with 
correction for attenuation, may provide a partial answer. The thermal-spectrum data obtained 
by Projects 8.2 and 8.4 at distant ranges may also provide needed information. 


4.2 
BLAST MEASUREMENTS 


4.2.1 Objectives. The objective of the blast program on Shot Yucca was to make measure- 
ments which would describe the blast wave from a shot at high altitude. Specific objectives 
were to determine the energy partition (the fraction of total yield going into blast), and whether 
or not a type of Sachs scaling could be used to correlate high-altitude-blast data. Measurements 
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were to include time of arrival (from which peak overpressure can be calculated), and overpres- 
sure as a function of time. 


4.2.2 Background. Air-blast measurements were made by arrays of parachute-borne canis- 
ters on Operations Jangle, Snapper, Ivy, Upshot-~othole, Teapot, and Redwing. In order to 
minimize development time and cost, it was decided to use the same type of pressure and telem- 
etering systems as the basis for the type of system needed for Shot Yucca. 
It was felt that the most feasible method of obtaining measurements from a free-balloon shot 
would be to suspend a number of instrumented canisters at various distances below the device. 
From the pressure-measurement standpoint, a blast line long enough to establish the shape of 
the pressure-distance curve was needed. The instrumentation configuration decided upon was 
an array of five canisters at distances of 750, 1,050, 1,500, 2,100, and 3,000 feet below the 
deVice, forming an approximately exponential series. 


On Teapot Shot 10 (fired at 36,000 feet), data from two canisters at ranges of 640 and 720 


feet were lost because of a brief black-out of the telemetering Signals, which was believed to 
have been due to ionization of the air by prompt radiation. This experience indicated that radia- 
tion effects at the altitude at which Shot Yucca was to be detonated might be severe. It was, 
therefore, decided that the Yucca instrumentation should have a data-storage system to prevent 
loss of data by telemetering black-out. 


4.2.3 Theory. Overpressure and time of arrival data measured on Teapot 10 (36,000-foot 


height of burst) correlated well with the 1 kt free-air curve (Figures 2 and 3, TM 23-200) when 
multiplied by Sachs scaling factors for overpressure distance, and time: 


Where: Po 


W 
To 


1013 
~ 


=(~) 1/3 (2-) 1/3 


Sd 
1013 
W 


= (To + 273) 1/2 (~) 1/3 (2-) 1/3 


St 
288 
1013 
W 


ambient pressure, mb 
device yield, kt 
ambient temperature, C 


(pressure scaling factor) 
(4.1) 


(distance scaling factor) 
(4.2) 


(time scaling factor) 
(4.3) 


The success of these equations in correlating pressure data is primarily dependent on the 
energy partition being the same for all shots for which pressures are to be correlated. It has 
been found that about 35 percent of a device's energy is released as thermal radiation, and about 
45 percent goes into blast. The Sachs scaling factors will apply as long as these percentages 
remain essentially constant. It was expected, however, that the energy partition from a shot at 
high altitude would be different than at sea level, and that a smaller amount of energy would go 
into the blast wave. The reason for the change in energy partition is that a significant amount 
of thermal radiation should be emitted before the shock wave leaves the fireball. Most of this 
radiation would normally be absorbed near the shock wave and be converted to blast energy. 
It was hoped that Sachs scaling would still apply if the change in energy partition were taken 
into account. That is, if an effective blast yield (less than the total yield) were used in Equation 
4.2 and 4.3 instead of the total yield normally used. 
Dr. F. H. Shelton has given an approximate theoretical treatment of the dependence on altitude 
of the effective blast yield. He assumes the stage of appreciable radiation-hydrodynamic coup- 
ling to extend to the time at which the temperature at the shock front is about 3,000 K, and that 
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the thermal radiation emitted prior to this time is lost energy as far as contribution of energy 
to the blast wave is concerned. On this basis he arrives at an expression for the effective blast 
yield: 


1n(~) = (:~ - 1) 1n(1- a) 
(4.4) 


Where: Wh 
effective blast yield at altitude h 
W 
total yield 


Po 
ambient density at sea level 


Ph 
ambient density at altitude h 


a 
fraction of total yield which is emitted prior to the time the fireball 
temperature decreases to 3,000 K 


Flow conditions around a gage in a blast wave result in deviation of the observed pressures 
from actual free-stream conditions. Although it is possible to make wind tunnel or shock-tube 
calibrations to account for these deviations, it was believed that peak overpressures calculated 
from time of arrival of the blast wave (using the Rankine-Hugoniot equations), would be more re- 
liable. The general type of equation used is: 


Where: U 
Co 
Po 
P 


( 
6P) 1/2 
U = Co 1 +-- 
7Po 


shock wave velocity 
ambient sound velocity 
ambient pressure 
air blast overpressure 


(4.5) 


The shock velocity, U, was to be the primary measurement, and would be determined from the 
arrival times of the blast wave and the known distances between canisters. From the pressure 
data obtained, a value of Wh can be determined to check the validity of Equation 4.4, and pro- 
vide a basis for scaling Wh to higher and lower altitudes. 


4.2.4 Instrumentation. Instrumentation included pressure transducers in all canisters, plus 
Project 8.2 thermal phototubes in three canisters, and a Project 2.7 nuclear-radiation detector 
in one canister. Additional equipment included batteries, electronic components, a telemeter- 
ing transmitter, a tape recorder, and a command receiver. Figure 4.2 shows a canister instru- 
mented with pressure transducer and thermal photocells. 


Pre s sur e T ran s d u c e r Sy s t em. Predicted pressures varied from 6.3 psi at 750 feet 
to 0.24 psi at 3,000 feet. Northam absolute-pressure transducers having ranges of 10, 5, 2, 1, 
and 0.5 psi were used to modulate a 14.5 kc subcarrier oscillator. 
The predicted pressures are relatively low in terms of sea-level phenomena, but represent 
strong shocks at an ambient pressure of 0.2 psi. For this reason, scaled models of the canis- 
ters were calibrated at high Mach number conditions in a wind tunnel at Wright Air Development 
Center. No calibration was needed for the determination of arrival times. 
Tel e met e r i n g S Y s t em. 
A standard Bendix TXV -13, 2-watt FM/FM telemetering sys- 
tem similar to the systems used for pressure measurements on Operations Ivy, Jangle, Snapper, 
Upshot-Knothole, Teapot, and Redwing was used in all canisters. Each canister operated on a 
discrete frequency between 247.50 Mc and 256.25 Mc. Subcarrier frequencies of 7.35, 10.5, 
14.5, 40, and 70 kc were used to transmit overpressure, thermal, and nuclear data, a standard 
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frequency for time reference, and zero time. The transmitter would continuously retransmit 
data stored in the tape recording system. 
Command System. The command receiver consisted of five vibrating reed relays, each 
of which was activated by a specific frequency. The functions performed by each relay of the 
command system are shown in Table 4.1. The last command disabled the power-off command 
circuit so that the impact of the blast wave would not accidentally activate the tone C relay and 
turn off the canister power. 
Data Storage System. A complete description of the tape-recording system used is 


Figure 4.2 Canister with pressure transducer. 


given in the Project 8.2 ITR. Only a brief summary of the pressure data-recording functions 
will be given here. 
The recorder had two separate recording systems, one providing six channels for thermal 
data, and the other providing three channels for overpressure, zero time, and timing frequency 
data. The overpressure system was designed to record for 2 % seconds, and then play the three 
channels back into the telemetering transmitter continuously. 
A c 0 u s ti c C h a r g e S y s tern. In order to calculate pressure from time of arrival data, 
the distance of the gage must be known. The nylon dragline, by which the canisters were sus- 


TABLE 4.1 
COMMAND TONES AND TONE FUNCTIONS 


Tone 
Tone Frequency 
Time of Initiation 
Function 


cps 


A 
288.5 
H-7 min 
Turned on transmitter and miniature 
tape recorder electronics. Also closed 
NRL power circuit in Canister 5. 


B 
306.7 
H-2 min and 
Closed microphone circuit and fired 
H-9 sec 
acoustic charges. 


C 
326.0 
Capable of turning off canister power. 


D 
346.0 
H-10 sec 
Turned on tape recorder motors and 
locked tone C out of operation on 
Canisters I, 2, 3, and 4. 


E 
368.5 
H-2 sec 
Fired the NRL rocket in Canister 5 and 
simultaneously cut the No. 5 command 
receiver out of operation. 


pended, stretched under load, and some means was needed to determine the actual configuration 
of the canisters at zero time. Two approaches were taken. First, a stretch calibration was 
made, giving the percent elongation as a function of time. Second, Canister 5 had two V2-pound 
high-explosive charges which were to be dropped and detonated shortly before zero time. A 
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microphone in the bottom of each canister could register the arrival of the acoustic wave and 
transmit the pulse to the ground station via the 10.5 subcarrier. The separation could then be 
determined, using the arrival times observed and the acoustic velocity calculated from air- 
temperature data. 
Tel e met e r in g Re c e i vi n g and R e c or din g. 
The receiving-station trailer located 
aboard the USS Boxer contained seven Clarke receivers, five of which were tuned to the canis- 
ter transmitter frequencies, one of which was tuned to a frequency of the Sandia Pandora system, 
and one of which was a spare. Outputs from each receiver were recorded on a seven-channel 
Ampex 800 tape recorder. The command transmitter was located in the same trailer and ra- 
diated approximately 70 watts on a frequency of 42.138 Mc. All tones were manually initiated 
from the trailer. 


4.2.5 Results. At about H - 2.5 minutes, a sudden drop in power-supply voltage and sub- 
sequent current surge activated the protective circuit breakers, disabling the command trans- 
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Figure 4.3 Trace of direct telemetering, Canister 5. 


mitter. For operational reasons, a delay could not be granted, and commands B, D, and E 
shown in Table 4.1 were never sent. The result was that the acoustic charges were not fired, 
the tape recorders were not turned on, and the command receiver was not disabled. 
The ionization blackout at zero time reduced the signal from all canisters below a detectable 
level. The subsequent behavior of the signals from the canisters was as follows: 


Canister 1: No signal was detected at any time. Instrumentation is presumed to have been 
damaged by radiation or inactivated by the shock-sensitive command relays. 


Canister 2: Signal reached a detectable level at about 3.2 seconds, reaching approximately 
preshot level at about 4.65 seconds. Data presumably would have been recovered if the recorder 
had been in operation. 


Canister 3: A barely detectable signal began to be received at about 1.05 seconds. Signal 
strength was small and variable, never reaching the level required for subcarrier discrimina- 
tion. It is believed that the antenna was damaged beyond the point of effective operation. 
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Canister 4: This canister had not responded to the power-on command. An attempt was being 
made to turn on power when the transmitter was inactivated. 
Canister 5: Range was calculated to be 3,049 feet, based on the known stretch characteristics 
of the nylon line, and a free-fall distance of 21 feet. Detectable signal recovery began at 0.09 
second, reached limiting value, and then began decreaSing at 1.34 seconds. Subcarrier discrim- 
ination began at 0.19 second, and was lost at 1.37 seconds. 
A trace of the directly telemetered record is shown in Figure 4.3. 
It is immediately apparent that the wave form shown is not a typical pressure pulse, since 
there is no decay following the initial rise. It is conceivable that the non-decaying wave shape 
could have been caused by a changing orientation of the canister, but it is more probable that 
the signal was spurious, and was caused by malfunction of some circuit component. 
Calculation of an effective blast yield using the arrival time, 1.144 seconds, results in a 
value of about 3.5 kt, considerably higher than the total yield of the device. Wind-tunnel gage 
calibrations are not yet available, but from previous experience it is believed that the calibra- 
tion factor can hardly amount to more than a factor of 1.5. The effective blast yield calculated 
from the observed pressure trace, 0.148 psi, is 0.5 kt. Using a gage-correction factor of 1.5, 
the calculated yield is 0.96 kt. 
Results of fireball photography (from one film) indicate that the Shot Yucca fireball radius 
versus time values plot within a few percent of Shot Osage and the TM 23-200 curve, when scaled 
according to the usual density factors. Nothing conclusive is proved, but the indication is that 
there were no anomalies or unexpected events connected with the early history of the fireball 
during which hydrodynamic motions are initiated. 


On the basis of the mutual inconsistency between the magnitude and arrival time of the ap- 
parent pressure pulse, it is apparent either that Sachs scaling does not apply at the altitude of 
Shot Yucca, or that the record was spurious. 
It must be concluded that the one record recovered was spurious, and that no real data was 
obtained. 


4.3 W·"LEAR MEASUREMENTS 


One of the projects of the Nuclear Radiation and Effects Program was devoted to making 
measurements of the prompt nuclear radiation from Shot Yucca. The measurements which were 
to have been made by this project (Project 2.7) included neutron-flux measurements by means of 
a time-of-flight technique and integrated gamma-dose measurements. 


4.3.1 Objectives. The objectives of Project 2.7 were to measure the neutron spectrum and 
total gamma-ray flux produced by the detonation of a nuclear device of low yield (approximately 
2 kt) at an altitude of about 90,000 feet. 


4.3.2 Background and Theory.' Neutron flux and gamma-dose measurements at altitude were 
made by means of instrumentation in canisters dropped from aircraft for a weapon detonated at 
an altitude of 36,600 feet MSL during Operation Teapot (Reference 17). The neutron-flux meas- 
urements were accomplished through use of threshold fission and activation detectors, while 
gamma-dose measurements were made with film pack, DT/60, silver-phosphate glass, and 
chemical dosimeters. This type of instrumentation was satisfactory in this application as the 
canisters could be recovered after falling to the desert floor. Because of the altitude proposed 
for Shot Yucca and the inherent difficulty in recovering instruments from the open sea, the re- 
covered canister technique was not suitable for use on Shot Yucca, and an instrumentation sys- 
tem which permitted data telemetering was required. 
Neutron spectrum measurements by a time-of-flight method had been made as early as Oper- 
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ali on Greenhouse (Reference 18). Measurements of this type can give good energy-spectrum 
data, provided the geometry is good (neutrons scattered into the detector are excluded or neg- 
ligible) and if the time duration of neutron production is short compared to the mean time-of- 
flight of the neutrons. Since at Shot Yucca altitude the air density was approximately one percent 
of the air density at sea level, and the range to the detectors was small, the time-of-flight meth- 
od was feasible for the measurement of the energy-spectrum of the bomb-generated neutrons. 
A further problem presented itself in the consideration of the telemetering of the data obtained. 
In the initial stages of the project, it was planned to use a real time or instantaneous telemeter 
link; however, there were indications from other test measurements that an electromagnetic- 
blackout condition could exist in the vicinity of the burst point for some time after detonation. 
Since the theory of this phenomena was inadequate for the calculation of the attenuation period 
for Shot Yucca conditions, preliminary measurements for one frequency range (X-band) and for 
one distance were made during Operation Redwing (Reference 19). Further attenuation measure- 
ments were made at Operation Plumbbob to enlarge the available data and to field-test telemeter- 
ing techniques (Reference 20). These measurements indicated that a real time link was not 
feasible for any reasonable frequency or transmitter power, and the project instrumentation was, 
therefore, designed to incorporate a data-storage and delayed-transmission capability. 


4.3.3 Experimental Plan. The project instrumentation was built to fit into a pressurized 
aluminum container 22 inches high and 8 % inches in diameter, which comprised the upper half 
of Canister 5. Control of the instrumentation operations and of the data telemetering was to be 
accomplished with equipment mounted in the lower portion of the canister: This equipment 
served both Projects 2.7 and 1.10. At the time of burst, the canister was s~spended below the 
device at a distance of 2,750 feet, or an altitude of 82,250 feet. 
Basically, the neutron time-of-flight instrumentation conSisted of an Li6J scintillator photo- 
diode detector and a similar detector composed of normal LiI used to provide information for 
gamma-ray-response correction. The neutron measurement e}.:tended to + 120 msec. The 
gamma-ray dose measurements were to have been made with two types of instrumentation. A 
CsJ scintillation detector, whose output was integrated for the first 10 Ilsec after burst, pro- 
vided gamma-dose information for very early time. The second detector consisted of a KBr 
crystal whose darkening as a function 01 time was to provide gamma-dose data to 120 msec after 
zero. 
The outputs of the various detectors were electronically encoded and recorded on a magnetic 
tape recorder for 120 msec. At this time the recorder was programmed to reduce its speed to 
Vl6 of the recording speed and continuously play back the data throughout the period of the canister 
fall. The recorder output modulated a 70-kc voltage-controlled oscillator used in a standard fre- 
quency modulated telemetering system. The telemetering signal was to have been received and 
recorded at a ground-receiver trailer located on the flight deck of the USS Boxer. 


4.3.4 Results and Discussion. Due to failure of the command transmitter, which was to have 
activated the project instrumentation, the system was in an unarmed condition at time 'of detona- 
tion. The failure of the command transmitter at -2.5 minutes resulted in the instrumentation not 
being switched and locked into the playback mode. Although data was probably recorded, the data 
was erased on the next transit of the recorder tape loop according to the normal operational se- 
quence of the system in its unarmed ready state. Even if the command system had functioned 
properly, only 6 percent of the recorded data would have been transmitted, due to the failure of 
the canister telemetering transmitter at + 2.5 seconds. A 42-second period was required for a 
complete transmission of the recorded data. 


4.3.5 Conclusions. Since the attempted measurements were unsuccessful, no conclusions on 
the neutron and gamma phenomena could be made. From all indications, the project detector- 
recorder instrumentation performed satisfactorily. If an event similar to Shot Yucca were to be 
conducted at some future date, a preliminary ground-test of the instrumentation in a nuclear- 
radiation environment would be conSidered advisable. 
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4.4 THERMAL RADIATION MEASUREMENTS 


4.4.1 Introduction. Thermal radiation measurements on Shot Yucca were made by four proj- 
ects in Program 8. These were: 
1. Project 8.2, Wide Band Spectroscopy, by the Air Force Cambridge Research Center (AFCRC). 
2. Project 8.3, Fireball Photography, by Edgerton, Germeshausen, and Grier (EG&G). 
3. Project 8.4, Early Time Streak Spectroscopy, by the U. S. Naval Radiological Defense 
Laboratory (NRDL). 
4. Project 8.5, Infrared Spectroscopy and Fireball Measurements, by the Bureau of Aero- 
nautics of the U. S. Navy (BuAer). 


4.4.2 Background. Early in the rocket and guided-missile programs of the military services, 
the potentialities of nuclear devices as air-defense weapons against enemy aircraft and missiles 
was realized, and the development planning of the services in these fields provided for a number 
of varying types of rockets and missiles, each equipped with nuclear warheads and each designed 
to meet the needs of the developing service in accomplishing its part in the mission of air defense. 
Throughout the research and development stages of these weapons, many theories have developed 
as to effects from nuclear weapons which would be useful for air-defense purposes, and as to the 
ranges of these effects. Most of these theories are based on sound physical principles, yet both 
scientists and the military must, of necessity, tend toward the conservative in the acceptance of 
new theories and new methods without some proof of their validity. The weapons are in existence 
today and are taking their places in the air defense system of the United States. The need to know, 
based on something more substantial than theory, the capabilities and limitations of these weapons 
is pressing. In some way, through testing, these theories must be validated in order that the 
users of these weapons may know the nature of their weapons and have confidence in them. 


4.4.3 Methods. For Shot Yucca, seven stations were instrumented with thermal-measuring 
devices. Two of these were RB-36 aircraft, one was a P2V aircraft, one was the USS Boxer, 
and the remaining three were canisters carried by the balloon on a dragline at approximate dis- 
tances of 1,050, 1,500, and 2,100 feet below the nuclear device (Figure 4.1). 


4.4.4 Instrumentation. The RB-36 aircraft carried essentially three types of instrumentation, 
wide-band spectral units for measuring irradiance as a function of time (Project 8.2); Fastax and 
slitless streak-camera equipment for determining the fireball radius as a function of time, and 
other camera equipment for documenting the general phenomenology of the detonation (Project 
8.3); and a high-speed streak spectrograph for determining the characteristics of the early time 
spectra (Project 8.4). 
The wide-band spectral units were slit and prism-type devices utilizing masks for sharp cut- 
off and photomultiplier units as sensors. These units measured in the bands 2,000 to 2,500 A, 


2,500 to 3,950 A, 3,950 to 5,000 A, and 5,000 to 10,000 A. 
In addition, a bolometer was used to 
measure the irradiance as a function of time of the entire spectrum. 
The streak cameras were operated without slits in order to draw the envelope of the expand- 
ing fireball. At a nominal film speed of 20 ft/sec, the streak camera can resolve a few IJ.sec 
and with a six-inch lens its spatial resolution is a few meters. The Fastax is a high-speed, 
conventional, shuttered-type motion-picture camera. 
The high-speed streak spectrograph was a specially constructed instrument utilizing a Hilger 
small quartz spectrograph having a flat field at the focal plane and a high-speed film-drive sys- 
tem developed by NRDL. This instrument spread the spectrum from 1,850 to 8,000 A, over ap- 
proximately 8.5 cm, giving estimated practical wave-length resolutions of about 1 A at the short 
wave-length end of the spectrum. 
The P2V aircraft (Project 8.5) carried two types of instrumentation, both designed for meas- 
urements in the infrared. These were a Perkin-Elmer rapid-scan monochromator and an 
AN/ AAS-4(XA-2) infrared electronic camera. 
The Perkin-Elmer monochromator utilized a sodium-chloride prism to spread the spectrum, 
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and a zinc-doped germanium crystal at liquid helium temperature as a receiver. The instru- 
ment was preset to automatically scan the region 2 to 12 microns at a rate of 90 spectra per 
second. 
The ANI AAS-4 (XA-2) was a standard infrared mapper which was modified to replace the 
lead telluride cell with a zinc-doped germanium crystal for much higher sensitivity capabilities, 
and to place wide-band filters in five of the six optical systems. 
The three canister stations on the balloon dragline carried instrumentation similar to the 
wide-band spectral instruments carried by the two RB-36's, except that phototubes were used 
as sensors. The data was to be recorded on specially developed tape recorders which would 
then automatically switch over to a playback mode and transmit the· data by way of a telemetering 
link to a receiving station aboard the USS Boxer. 
Also aboard the USS Boxer was the seventh station mounted on the Mk 25 radar antenna. This 
consisted of a slitless streak camera, a 70-mm motion-picture camera, and a gun-sight-aiming- 
pOint (GSAP) camera aimed at the burst, and a GSAP camera aimed at the zenith. Since the Mk 
25 was used to track the balloon array and provide data to the Air Operations Center - Combat 
Intelligence Center (AOC-CIC), the cameras were continuously aimed at the device. 


4.4.5 Positioning Methods .. The instrumentation in the RB-36 aircraft was aimed at 90 de- 
grees to the axis of the aircraft, and at a previously calculated position angle, or angle of eleva- 
tion, which was determined from the positioning requirements. These were that the two aircraft 
be positioned at 12 nautical miles horizontal range from the device at zero time, and at 40,000 
and 39,000 feet true altitude. Since the instrumentation aim was fixed with respect to the air- 
craft, it was necessary, therefore, to aim the aircraft. To assist in doing this, the two RB-36's 
were provided with E-4 fire-control radar systems, and a radar beacon was mounted on the drag- 
line to aid the E-4 systems in tracking. 
As a back-up to the E-4 system, in the event some unforeseen difficulty with equipment might 
occur, the CIC system aboard the USS Boxer with AOC controllers was utilized. This required 
some preplanned techniques for two prinCipal reasons: 
1. Data from the Mk-25 radar, which tracked the device, could not be piped into the scopes 
of the CIC, and 
2. The data on the PPI scopes of the CIC is presented only as slant range and azimuth. Be- 
cause of the latter, the distance between the device and the aircraft as it appeared on the scope 
was meaningless. These problems were solved in the following manner: 
a. An altitude-slant range-horizontal range chart was prepared. 
b. Slant range altitude and azimuth readings to the device from the Mk- 25 radar were 
made at specified intervals and communicated to the CIC. 
c. In. the CIC, the chart operator entered the slant range and altitude of the deVice, pro- . 


jected this pOint to the altitude of the aircraft, and read a new slant range. This new slant range 
and the azimuth were then plotted on the scope with a wax pencil. The distance measured on the 
scope between the projection of the device and the aircraft was then approximately the horizontal 
distance between them with very little error (Figure 4.4). 
d. By projecting ahead on his scope the plots of the projected device position, the control- 
ler could predict the projected position of the device at zero time with reasonable accuracy. 
Another problem that had to be considered and preplanned was how to handle a deviation of the 
balloon-stabilized altitude from that planned on. Of a similar nature was the question of what to 
do if one of the aircraft were forced, for operational reasons, to fly at an altitude lower that that 
planned on. These eventualities were covered by preplanned adjustments in altitude and range. 
For the purposes of working out these problems, a balloon altitude of 90,000 feet was assumed, 
and aircraft altitudes. were assumed to be 40,000 and 39,000 feet. The instruments were then 
oriented at position angles dictated by this geometry. Conversion charts were then worked out 
for the E-4 operators in terms of altitude and slant-range changes, and for the AOC-CIC con- 
trollers in terms of altitude and horizontal-range changes. For a high balloon a range change 
was planned, since it was not deSirable to try to take the aircraft higher. For a low balloon it 
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was planned that the aircraft would operate at lower altitudes, so as to maintain the respective 
50,000- and 51,000-foot separation in altitude between the balloon and the aircraft and, thereby, 
to maintain the correct geometry for the fixed position angle of the instrumentation. If this was 
not possible, due to cloud conditions, then as much adjustment as possible would be made in alti- 
tude and the remainder in range. An aircraft flying low, which might result from operational 
necessity, such as loss of an engine, presented the same problem as a high balloon and was to 
be handled in the same manner. 
With this type of preplanning, it was possible to cover almost any conceivable situation with- 
in the capabilities of all elements of the system, including the aircraft, the balloon, the instru- 
ments, the radars, and even to some extent, the weather. 


Since the E-4 radars read slant range from aircraft to device, and since the AOC-CIC system 
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SD = Radar slant range to device. 


SA = SA I = Radar slant range to aircraft. 
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Figure 4.4 Positioning technique used by AOC-CIC. 


used a common reference horizontal plane for all three elements, aircraft AOC-CIC and device, 
and since distances were short, problems due to curvature of the earth were negligible. 
The P2V was positioned by the AOC-CIC on the USS Boxer. Since one of its instruments, the 
mapper, had an extremely large field of view and the other, the monochromator, was adjustable 
in position angle by tJ?e operator, the problems of the RB-36's, resulting from small field of view 
instruments and fixeod position angles, were not encountered by the P2V. 


4.4.6 Results. The instrumentation on the RB-36's was successful in obtaining data. While 
one streak camera jammed, and not all of the wide-band spectral units recorded data, the mis- 
sion of these aircraft was completely successful. This was the result of duplication of instru- 
ments and variation of sensitivity settings to cover a large range of possible values. Both NRDL 
streak spectrographs, one on each aircraft, performed excellently. 
A sample of data obtained in each band by the wide-band spectral instruments and a sample 
of the data obtained by the bolometer are shown in Figures 4.5 through 4.9. Table 4.2 gives 
measurements at critical data pOints for these curves. For more complete preliminary data, 
see ITR 1648-1. 
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Figure 4.5 Shot Yucca thermal pulse from FUV No. 77, 
2,000 to 2,500 J.., Project 8.2, AFCRC. 
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Figure 4.6 Shot Yucca thermal pulse from NUV No. 14, 
2,500 to 3,950 J.., Project 8.2, AFCRC. 
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Figure 4.7 Shot Yucca thermal pulse from VIS No. 27, 
3,950 to 5,000 A, Project 8.2, AFCRC. 
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Figure 4.8 Shot Yucca thermal pulse from IR No. 44, 
5,000 to 10,000 A, Project 8.2, AFCRC. 
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Figure 4.9 Shot Yucca thermal pulse from the bolometer 
(AIC 15750), Project 8.2, AFCRC. 
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TABLE 4.2 
I~RADIANCE DATA FROM SHOT YUCCA 


Aircraft used were R3-36 No. 15748 and RB-36 No. 15750. 


First Maximum 
Minimum 
Second Maximum 


Wave Length Range Time 
Alc 748 
AIC 750 
Time 
Alc 748 
A/C 750 
Time 
Alc 748 
Alc 750 


Irradiance Irradiance 
Irradiance Irradiance 
Irradiance Irradiance 


msec 
w/cm2 
w/cm2 
msec 
w/cm2 
w/cm2 
msec 
w/cm2 
w/cm2 


2,000 to 2,500 A 
0.67 
0.0014 
0.0005 
2.8 
0.0006 
0.0002 
12 
0.0018 
0.0005 


2,500 to 3,950 A 
0.67 
0.21 
0.21 
3.1 
0.052 
0.079 
13 
0.14 
0.23 


3.950 to 5,000 A 
0.65 
0.32 
0.39 
2.8 
0.12 
0.14 
13 
0.43 
0.50 


5,000 to 10.000 A 
0.78 
0.29 
0.34 
2.9 
0.16 
0.18 
15 
0.55 
0.61 


Bolometer 
0.63 
1.8 
3.2 
0.62 
12.5 
1.8 
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A plot of the fireball radius-versus-time from the various cameras in RB-36 No. 750 is 
shown in Figure 4.10. 
A plot of temperature and brightness versus time, which was worked out by the J-10 division 
of LASL from densitometry measurements on one film record and from sensitometric data fur- 
nished by Project 8.3 (EG&G), is shown in Figure 4.11. For more complete data, see ITR 
1649-1. 
The records obtained by Project 8.4 streak spectrographs were excellent; however, they were 
of such a nature that they were not reproducible and they require extensive and detailed analysis 
in order to obtain quantitative results. The initial qualitative results reported by the project 
officer in ITR 1650-1 are as follows: 


"The principal features of the bomb light spectra are as follows. During the first 
approximately 100 IJ.sec after zero time, a very definite discrete absorption spectrum 
is observed. The intensity of the underlying continuum appears to then decrease to a 
minimum at about 350 IJ.sec and then to rise again to a maximum at about 550 IJ.sec. 
This is then followed by another decrease in intensity to a minimum at about 2 msec 
(this appears to correspond to the usual thermal pulse minimum). 


"During the period after the first 100 IJ.sec and up to the minimum at about 2 msec 
the spectrum appears to be essentiall;>, continuous with little or no discrete structure. 
As the intensity begins to rise beyond the minimum at 2 msec there is a marked appear- 
ance of discrete absorption which continues to just beyond the maximum at 13 msec. The 
discrete absorption structure then disappears and is replaced by discrete emission lines 
or bands which persist for the remainder of the bomb pUlse. 
"In both films the spectrum appears to have a sharp cutoff at about 3,000 A. 
This is 
apparent during the ma.xima in the spectra. On the other hand, the spectrum apparently 
extends beyond 7,000 A in the long wave-length region without noticeably decreasing in 
intensity. " 


On the P2V aircraft, the infrared mapper did not function properly and no data were obtained. 
The monochromator operated well, obtaining data intermittently. This is believed due to air- 
craft motion causing the fireball to move out- of the field of view. Not all channels of data could 
be examined; however, those that were examined appeared to be saturated even at a fairly long 
time after zero time. The data could not be reduced in the field and, hence, do not appear in 
this report. 
No data were obtained from the wide-band spectral instruments in the canisters. Approxi- 
mately 2.5 minutes before zero time, a power surge in the command system aboard the USS 
Boxer caused the command transmitter to go off the air. The power system relays were, there- 
.fore, not locked in and the recorders had not been started. Almost all of the thermal instru- 
mentation in the canisters consisted of new development items and, consequently, many difficulties 
were encountered during the planning phase, all adding up to delivery delays. As a result, it was 
not possible to conduct a complete system test prior to arriving in the field. After arriving in the 
field, all components checked out satisfactorily; however, when assembled into the system it was 
determined that the AM (thermal) side of the recorder was in serious trouble with induced radio 
frequency, which was modulated by almost any movement or vibration of parts producing large 
noise signals. From tests and analysis it was determined that the induced radio frequency was 
due to the antenna design, wherein the skin of the canister was utilized as a ground plane, or, 


~ffectively, as the long side of an unbalanced dipole. Similar difficulties had been previously 
encountered on test flights with the command receiver, and were cleared up by modifying the 
receiver. It was also determined that the radio-frequency noise was not recorded, but appeared 
to be introduced into the high-gain playback amplifier during the playback phase. The most that 
.;ould be done in the field was to filter and bypass appropriate parts of the amplifier circuitry, 
and to add additional shielding to the extent possible. This resulted in a tremendous reduction 
in the noise level, but not sufficient reduction to insure proper operation. However, since the 
system would repeat its transmission of data hundreds of times during the descent of the canis- 
ters, it was possible that some noise-free transmissions might get through; only one would be 
required to obtain the data. 
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Figure 4.10 Shot Yucca fireball versus time, Project 8.3, EG&G. 
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Figure 4.11 Shot Yucca temperatui"e and brightness, Project 8.3, EG&G. 


On shot day, the E-4 radar system in RB-36 No. 750 was operational and was utilized to po- 
sition the aircraft. The E-4 system on RB-36 No. 748 failed during the mission and this air- 
craft was positioned by the AOC-CIC. The particular E-4 systems provided proved to be un- 
reliable and were a constant maintenance problem. The beacons provided for use with the E-4 
were never successfully operated for sufficient time to carry out a mission. Apparently they 
had temperature troubles at altitude and froze up. The E-4's were never successfully locked on 
either a beacon or the reflector, so that they tracked in the automatic mode. 
The AOC-CIC positioned the P2V successfully and stood by as a backup for positioning the 
RB-36's. When the E-4 on aircraft No. 748 failed, the AOC-CIC took over and successfully po- 
sitioned the aircraft. 
Zero-time geometry of the various elements in the array is presented in Table 4.3. The ITR's 


TABLE 4.3 
SHOT YUCCA GEOMETRY 


Reported Data: 


Data 


Aircraft altitude, true 


Device Altitudc 
ft 


82,500 
85,250 
85,000 


Bearing, balloon to aircraft, true 


Aircraft heading, magnetic 


Aircraft heading, true 


Slant range, aircraft to rel1ector 


Slant range: aircraft to balloon 


Slant rangc, aircraft to device 


Source 


Arowagrarn 
l\Ik-25 Radar 
Sandia Corp. Pressure 
Transducer, uncorrected 


Aircraft 750 


37,000 ft 


27G deg 


355 deg 


002 deg 


1-1.5 naut mi 


80,G59 ft 
85,817 ft 


Aircraft 748 


3G ,000 ft 


202 deg 


283 dcg 


290 deg 


1-1 naut mi 


85,709 ft 


85,120 ft 


Horizontal range, aircraft to device 
10.7 naut rni 
11.G naut mi 


Considered Best Values: 


Device altitude: 84,G83 ft 


Data 
Aircraft 750 
Aircraft 748 


Aircraft altitude, true 
37,000 ft 
3G ,000 ft 


Bearing. balloon to aircraft, true 
27G deg 
202 deg 
Aircraft heading, true 
002 deg 
290 deg 


Slant range, aircraft to device 
85,817 ft 
85,415 ft 


P2V 


2-13.5 deg 


Source 


Aircraft logs 


Ail' Operation Center 
-and aircraft logs 


Aircraft logs 


AircI'aft logs 


£--1 Radal' 


Aircraft log 


Air Opel'ation Center' 
£--1 Radar 
Aircraft log 


1G naut mi 
Air Operation Center 


will show figures which differ from these in some respects; however, they represent the best in- 
formation available to the-projects at the time of writing. The data presented in Table 4.3 are 
taken from the records sent in by the various elements, and represent the best information on 
the geometry of the array. The information included was compiled as follows: 
1. The altitude of the device reported by the Mk-25 radar was accepted as the best value; 
correction for curvature of the earth was determined to be negligible, and a correction of 567 
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feet was applied for the difference in altitude between the reflector and device. 
2. Slant ranges were computed using the reported horizontal and slant ranges, corrected de- 
vice altitude, and reported aircraft altitudes. Wherever, in the process of computation, a value 
could be computed using two different trigonometric functions, it was computed both ways and the 
average taken as the correct value. 
3. The slant ranges for Aircraft No. 748 computed from values given by two different sources 
are in fair agreement, and an average value is taken as the best value. 
4. The slant ranges for Aircraft No. 750 computed from values given by two different sources 
do not agree by approximately 6,000 feet; therefore both values are given. If the E-4 radar was 
properly tuned and adjusted, then the value obtained by it and corrected should be the best value 
of all values given for either aircraft. However, the fact that the AOC and another source agree 
so well on the data for Aircraft No. 748, while the AOC and the E-4 radar do not agree so well 
on the data for Aircraft No. 750, may lend doubt as to the accuracy of the E-4 data. 
No further information is anticipated which will change these data. 


4.4.7 Conclusions. The conclusions reached after analysis of the preliminary Shot Yucca 
data are tentative conclusions only, and are based on an analysis of the Shot Yucca data only. 
1. The principal noticeable effect of altitude on thermal phenomena from nuclear weapons 
is a shortening of the time base on which certain events take place. 
2. This shortening of the time base results in making the detonation appear time-wise, like 
one only a fraction of its actual yield. 
3. The apparent yield scales as the relative density to the two-thirds power. 
4. The time base scales as the relative density to the one-third power. 
5. The radius of the fireball at time to the normal second maximum scales inversely as the 
relative density to the one-sixth power. 
6. There is no conclusive evidence that the partition of energy into thermal energy varies 
with altitude. 
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Chapter 5 
SHOTS TEAK and ORANGE 


5.1 
BACKGROUND AND OBJECTIVES 


Shots Teak and Orange were scheduled to be fired from Bikini Atoll and to detonate megaton- 
range warheads at 250,000 and 125,000 feet, respectively. Prior to Operation Hardtack, the 
only two shots fired at altitude were a 3-kt detonation at approximately 36,000 feet over Yucca 
Flat (Operation Teapot, 1955) and a 1. 7-kt detonation at approximately 19,000 feet over Yucca 
Flat (Operation Plumbbob, 1957). As can be seen, both were of small yield and at relatively 
low altitudes. Specific objectives and backgrounds of each project are discussed in detail in 
following s'ections of this chapter. However, Shots Teak and Orange were authorized as a part 
of the continuing effort to understand high-altitude phenomena and to derive scaling laws there- 
from. Highest priority was assigned in the areas of nuclear heating for antiICBM applications, 
partition of energy with consequent effects, effectiveness of detection systems, and ionospheric 
effects. 


5.1.1 Operations. Only the operations of the missile carriers themselves are discussed in 
this section. Project operations, procedures, and instrumentation are to be found in following 
sectio"ns. 


As previously stated, launch sites were originally planned for Site How, Bikini Atoll for April 
and May of 1958. Valid considerations of the possibility of retinal burns to the 8,000 natives 
within a line of sight of the bursts dictated the move of these launch sites to a more remote area, 
population-wise. The decision to move came after all major construction had been completed 
and aftc 
nost personnel and equipment were in place at Bikini Atoll. The problems and cost 
of the move and new construction at the selected alternate site, Johnston Island, will not be 
enumerated. It is sufficient to say that the move was successfully made and the carriers and 
associated equipment were ready for firing on schedule. 
Due primarily to lack of real estate, rather than through inability of the projects to make a 
rapid change of location, some projects had to be dropped, but some others were added. The 
space available on Johhston Island can be seen in Figure 5.1. 
The Army Ballistic Missile Agency (A:BMA) was assigned the mission of providing the car- 
riers, two Redstone missiles, for the megaton-range warheads, (Figure 5.2). Surface zero for 
Shot Teak was planned at a horizontal distance of approximately 5.4 nautical miles at 180 degrees 
true from the launcher at an altitude of 250,000 feet and Shot Orange at a horizontal distance of 
21 miles at 180 degrees at an altitude of 125,000 feet. Four instrument carriers (pods) were to 
be carried externally and ejected from each missile during the powered phase of trajectory so as 
to be in predetermined positions at burst time (Figure 5.3). Instrumentation was provided by sci- 
entific projects, and detailed discussions of the pods and results are to be found in other sections 
of this chapter. 
A detailed description of the missile is not appropriate for this publication. Essentially, they 
were tactical Redstones with slightly modified guidance systems. They were tracked in flight by 
the standard combination DOV AP and Beat-Beat (Doppler tracking systems). Pod locations were 
calculated on the basis of known missile velocity and acceleration at ejection, as obtained from 
DOVAP, and accurate ejection times obtained from telemetering records. Arming and firing 
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functions were performed by a self-contained adaption kit developed by the Long Range Applica- 
tions Laboratory of Picatinny Arsenal. 


5.1.2 Results. For Shot Teak, missile lift-off occurred at 2347:14.99 LST on 31 July. As 
planned, this lift-off time was used as zero time for the master timing system. Burst occurred 
at 2350:05.597 LST. Because the missile did not program properly, the burst point was not 
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® DOVAP Transmitter 
Ii> Liquid Oxygen Area 


(i) Diesel Storage 
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Figure.5.1 Johnston Island lay~out. 


1.'here expected. The missile followed a vertical trajectory and the burst altitude was approxi- 
mately 250,000 feet. 
For Shot Orange, the missile programmed about as expected. The burst altitude was approx- 
imately 140,000 feet. Lift-off was at 2327:34.498 LST, and burst at 2330:08.607 LST, on 11 
August. 


5.2 
PRESSURE MEASUREMENTS FOR HIGH-ALTITUDE BURSTS 


5.2.1 Objective. The objective of this phase of Project 1. 7 was to obtain surface and near- 
surface air-blast and pressure-time measurements from the very-high-altitude detonations, 
Shots Teak and Orange. 


5.2.2 Background. Prior to Shots Teak and Orange, there were two high-altitude shots where 
surface and near-surface pressure measurements were made. These events, Shot 10, the high 
altitude shot of Operation Teapot, and Shot John of Operation Plumbbob, were detonated at alti- 
tudes of 36,645 feet and 19,110 feet, respectively. Both were well below the burst altitudes of 
the Teak and Orange detonations. 
Data from the high-altitude shot were fitted to a 1-kt free-air curve by applying the modified 


Sachs scaling laws. Data from Shot John were reduced to the curve by applying the standard 
Sachs scaling laws. The deviations in these data prevented their scaling similarly; this, coupled 
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Figure 5.3 Planned Redstone missile trajectories: Shot Orange, left and Shot Teak, right. 


with the altitude differential among high-altitude Shots John, Teak, and Orange made the predic- 
tion of blast pressures from very-high-altitude detonations quite uncertain. 


5.2.3 Method of Experimentation. Three types of end instruments, or gages, were used to 
obtain the desired air-blast measurements. Two were of the self-recording variety and the third 
was an electronic gage. The original plan of using only self-recording gages was changed because 
of the apparent discrepancies in the results obtained from them during a number of the shots at 
Eniwetok. Upon return of the project personnel to the Ballistic Research Laboratories (BRL) 
after the initial Eniwetok participation, the electronic recording systems were assembled. The 
following sections present a short description of these gages and recording systems. 
Self-Recording Instruments. The BRL self-recording pressure-time (Pt) gage, a 
self-contained unit designed to give a scratch record of the pressure-time variations in air- 
blast shock waves, consisted of a pressure-sensing capsule comprised of two nested metal dia- 
phragms. An increase in outside pressure entering through a small inlet hole caused expansion 
of the diaphragms; a light, osmium-tipped stylus soldered to the center of the free diaphragm 
recorded the diaphragm deflection as a %-mil scratch on a rotating, aluminum-coated glass 
disk. Constant rotational speed was assured by using a chronometrically-governed dc motor 
as the recording-blank drive. The 3-rpm motors used during Shots Teak and Orange permitted 
time resolution of records to 2 msec. Initiation of the motor was obtained by relay closures 
from the timing signals. 
The BRL very-Iow-pressure (VLP) gage employed the same recording principle as the Pt 


instrument. The difference in design was primarily in the use of a single diaphragm in the VLP, 
thus permitting greater sensitivity. 
An accessory delay box was used with these self-recording gages. The limited running times 
of the VLP and Pt gages made it necessary to insert a hold interval between shot time and blast 
arrival. This interval was highly dependent upon the distance from the burst pOint to recording 
station. An ideal setting of this no-run interval would initiate the gage several seconds prior to 
blast arrival and, hence, ensure the complete recording of the long-duration pressure-time 
phenomenon. The delay box was started by a timing signal and served to furnish relay closure 
(or initiation) for all self-recording instruments at a station. 
E 1 e c t r'o n i c R e cor din gIn s t rum e n t s . 
In the electronic recording system, Statham 
strain-type pressure transducers were employed (Figure 5.4). This gage had three fundamental 
components: a diaphragm, a Wheatstone bridge, and a temperature-compensating device. One 
of the resistive elements of the bridge was connected to the diaphragm. Pressure variations of 
the latter thus influenced the bridge balance. Eight Statham transducers were used: four with 
a range of 0 to 0.1 psi, the other four 0 to 0.5 psi. All gages were capable of withstanding 3.5- 
psi peak overpressure. 
In order to record the output of the transducers just described, a graphic, electric-pen re- 
cording system was used. The fundamental components of the system, dc amplifiers, magnetic 
pen recorders, and recorder power supplies, were products of the Brush Instruments Corpora- 
tion. Associated parts, sequence timers, junction boxes, relays, and tuning-fork circuits, were 
designed and constructed at BRL. System power was supplied by two 24-volt dc-ac converters 
driven by four 12-volt batteries. A photograph of the recording equipment is shown in Figure 5.5. 


5.2.4 Field Layout of Equipment. For both Shot Teak and Shot Orange, three land a~d two 
shipboard stations were utilized. Two of the land stations (one.on Johnston Island, Station 172.01, 
and the other on Sand Island, Station 172.02) were considered primary stations because the elec- 
tronic backup systems were used. A 34-foot tower was erected at each of these stations and was 
instrumented at the top and bottom for free-air and surface-pressure measurements, respectively. 
Each instrument cluster consisted of two Statham gages, a Pt gage, and a VLP gage. The elec- 
tronic equipment for the Statham gages was housed at the base of the tower in a wooden box meas- 
uring 3 by 6 by 10 feet. 
Each shelter was covered with aluminum' to provide protection against 
.. 
thermal radiation. 
The third land station (on Johnston Island, Station 172.03) was located about midway between 
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Figure 5.4 Statham pressure gage. 


Figure 5.5 Field layout of electronic recording system. 
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the two tower stations and employed a Pt and a VLP gage for Shot Teak, and two Pt gages for 
Shot Orange. Figures 5.6 and 5.7 are photographs of a tower; station. 
The two shipboard stations employed VLP gages only. For Shot Teak, there were two gages 
aboard the USS Boxer and one aboard the USS Lansing. For Shot Orange, there was one gage 
on each ship. The positions of these ships at blast arrival time and the location of the ground 
stations are shown in Figures 5.8 and 5.9. All gages except the ground-level Pt gages were po- 
sitioned side-on to the incident blast wave. 


5.2.5 Results. The data obtained during Shot Teak are listed in Table 5.1. The results do 
not show complete pressure-time curves on the self-recording land gages. All self-recording 
gages, except those aboard ship, were set up to initiate at H + 3.41 minutes. This starting time 
was based on BRL predictions. Blast arrival occurred on Johnston Island at 3.16 minutes; hence, 
the gages were not running when the blast wave reached the instruments. The blast wave arrived 
approximately 15 seconds prior to gage initiation, and according to the shipboard stations, where 
the complete phenomena were recorded, the blast was 5 seconds into the negative phase when the 
gage disks began to register the pressure-time history. 
The characteristic of the gage was such that peak-pressure values were recorded even when 
the gage was not running. Thus, peak pressure and the majority of the negative phase were ob- 
tained. The records show as a function of time the preshot baseline, the deflection resulting 
from blast arrival, and the negative deflection. All gages, except one VLP at the ground station 
172.03 (the station nearest the launch point), operated as programmed. At this site the record- 
ing needle left the reproducing disk when the diaphragm was excited and did not return. 
All shipboard stations functioned normally, and good records were obtained. Five of the eight 
electronic channels functioned as programmed; however, results were not considered to be good. 
It appeared that the atmospheric-vent plugs, which serve to equalize the gage-pressure diaphragm 
in the event of ambient-pressure changes, too rapidly adjusted the pressure differential and, hence, 
affected the accurate measurement of positive and negative duration. Two of the three channels 
failed completely because of excessive baseline drift. The third channel failed because of a poor 
contact on an amplifier input plug. 
During Shot Orange the blast wave was strongly attenuated, probably as a result of reflection 
from cloud interfaces. The data from the land and ship stations are shown in Table 5.2. Photo- 
graphs of representative pressure-time curves ire shown in Figures 5.10 and 5.11. 
Six 0 •• fie eight electronic gages functioned as programmed; however, one of the records was 
questionable. Four of the six VLP gages gave pressure-time records. Two gages recorded peak 
pressure only. Five of the six Pt gages yielded pressure-time records. For reasons not yet 
determined, one Pt gage produced no record. Arrival time was measured at the two shipboard 
stations and at the Johnston Island electronic station. 


5.2.6 Discussion. The blast-arrival times and positive-phase durations are shown inTable 
5.3. The times listed for Stations 172.01 and 172.02 were obtained from the electronic-gage rec- 
ords, which had a zero-time fiducial from a blue box and a 50-cycle timing marker. The arrival 
time at Station 172.03 was obtained by adding the preselected time delay to the interval between 
drive-motor start and disk record. At the sea stations, stop watches recorded the time interval 
between the voice-announced shot time and shock arrival. 
Figure 5.12 shows the arrival time as a function of slant range. The upper point on this graph 
represents the measurement (from Shot Orange) made on the USS Boxer and indicates an exces- 
sively long arrival time. At this location, observers stated that the pressure wave manifested 
itself by a dull rumble rather than a distinct shock. Pressure-time ·measurements showed a 
slow-rise character and, hence, substantiated the observations. It appeared that excessive 
cloud formations between the burst point and the station caused multiple shock-wave reflections 
that increased the path length of the wave to some indeterminate value. 
The positive-phase duration is plotted as a function of slant range in Figure 5.13. Again the 
upper pOint (data from the USS Boxer) depicts an extremely long value of this phase of the 
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Figure 5.6 Tower station. 


Figure 5.7 Base of tower station. 
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Figure 5.8 After-the-fact station layout for Shot Teak. 
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Figure 5.9 After-the-fact station layout for Shot Orange. 
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Figure 5.10 Overpressure time record from 
Station 172.02, 34-foot tower, Shot Orange. 
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Figure 5.12 Arrival time versus slant range 


for Teak and Orange. 
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Figure 5.11 Overpressure time record from 
Station 172.02, ground level, Shot Orange. 
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Figure 5.13 Positive phase duration versus slant 


range for Teak and Orange. 


TABLE 5.1 OVERPRESSURE MEASUREMENTS, SHOT TEAK 


Ground 
Slant 
PI 
Pz 
p. 
Maximum 


Station 
Position 
Gage Type 
Ground Level 
Incident 
Reflected 
Negative 
Range 
Range 
Overpressure Overpressure 
Pressure 
Pressure 
ft 
ft 
psi 
psi 
psi 
psi 


172.01 
34-ft tower 
4,258 
252,036 
Electronic-Statham 
0.080 
0.120 


Electronic-Statham 
0.035 
0.075 
VLP 
0.085 
0.035 
Pt 
0.100 
0.051 


172.01 
Ground 
4,258 
252,036 
Electronic-Statham 
0.108 


Electronic-Statham 
0.086 
VLP 
0.122 
0.030 
P t 
0.110 


172.02 
34-ft tower 
7,574 
252,114 
Electronic-Statham 
0.062 
0.084 


Electronic-Statham 
VLP 
0.081 
0.034 
Pt 
0.085 


172.02 
Ground 
7,574 
252,114 
Electronic-Statham 
Electronic-Statham 
VLP 
0.110 
0.040 
P t 
0.110 


172.03 
Ground 
788 
252,001 
VLP 
P t 
0.126 
0.045 


USS Lansing 
Fantail 
117,033 
277,850 
VLP 
0.095 
0.037 


USS Boxer 
Flight Deck 
304,010 
394,875 
VLP 
0.045 
0.015 
VLP 
0.060 
0.020 


TABLE 5.2 
OVERPRESSURE MEASUREMENTS, SHOT ORANGE 


Ground 
Slant 
PI 
Pz 
P4 
Ma.'Cimum 
Station 
Position 
Gage Type 
Ground Level 
Incident 
Rcflccted 
Negative 
Rangc 
Range 
Overpressure Overprcssurc 
Prcssure 
Pressure 
ft 
ft 
psi 
psi 
psi 
psi 


172.01 
34-ft tower 
121,911 
174,933 
Electronic -Statham 
0.084 
0.180 


Electronic-Statham 
0.110 
0.210 
VLP 
0.100 
0.200 
0.060 
P t 
0.100 
0.206 
0.065 


172.01 
Ground 
Electronic-Statham 
0.200 


Electronic-Statham 
0.190 
VLP 
0.170 
P t 
172.02 
34-ft tower 
128,167 
179,200 
Electronic-Statham 
Electronic-Statham 
VLP 
0.183 
P t 
0.105 
0.205 
0.080 


172.02 
Ground 
Electronic-Statham 
0.172 


Electronic-Statham 
VLP 
0.170 
0.060 
P t 
0.210 
0.080 


172.03 
Ground 
123,849 
17G ,319 
P t 
0.190 
0.080 
Pt 


USS Lansing 
Fantail 
188,800 
225,000 
VLP 
O.lGO 
0.020 
"." 


USS Boxcr 
Flight Deck 
317,82G 
341,70G 
VLP 
0.055 
0.015 
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pressure-time history. The mu~tiple reflections, indicated by the travel time of the wave, could 
conceivably redistribute the blast-wave energy and cause an increase in the positive-phase dura- 
tion. 
Figure 5.14 shows the surface-level overpressures at the slant-range distances for both shots. 


Each point is an average of the pressure at a station. 


5.2.7 Conclusions. The pressure values measured at the surface and near-surface were con- 
siderably lower than were predicted for Shots Teak and Orange. Assuming a 3.8-Mt yield for 


TABLE 5.3 
TABULATION OF ARRIVAL TIMES AND POSITIVE-PHASE DURATIONS, 
SHOTS TEAK AND ORANGE 


Shot Teak 
Shot Orange 


Station 
Slant 
Arrival 
Positive-Phase 
Slant 
. Arrival 
Positive-Phase 
Range 
Time 
Duration 
Range 
Time 
Duration 
ft 
sec 
sec 
ft 
sec 
sec 


172.01 
252,036 
197 
174,993 
165.3 
11.5 


172.02 
252,114 
199 
.179,200 
177.5 
11.7 


172.03 
252,001 
176,319 
167.0 
9.3 


USS Lansing 
277,850 
250 
13.9 
225,000 
208.0 
10.0 


USS Boxer 
394,875 
9.0+ 
341,706 
419.6 
25.0 


both shots, the pressure measurements indicated a blast efficiency of only 10 to 15 percent at 
these altitudes in comparison to the standard efficiency of 45 to 50 percent for surface or near- 
surface detonations. These percentages, based on the modified Sachs scaling laws, indicate 


0.2 


I 


a; 
i) 
0.07 
..J 


Q) 
0.06 
u 
.E 
.. 0.05 
~ 
(fl 


0.04 
150 


~ K 


o Teak 
d Orange 


~ 
"'0... 


......... 
" "'" 
d "" 


0 
~ 


200 
250 
300 
350 
400 


Slant Range, 103 Feet 


Figure 5.14 Surface level overpressures versus slant range for Teak and Orange. 


quite a reduction in blast efficiency for high-altitude detonations. Lack of verified scaling pro- 
cedures for these very-high altitudes preclude the possibility of drawing firm conclusions at 
this time. 
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5.3 
NEUTRON FLUX FROM VERY-HIGH-ALTITUDE BURSTS 


5.3.1 Objectives. The general purpose of Project 2.6 was to provide data on neutron flux 
(primarily 14-Mev neutrons) versus range from missile-borne megaton-range detonations at 
very-high altitudes. Instrumented pods were to be ejected from the missile during the thrust 
period; ejection times were planned to place the pods at preselected distances from the detona- 
tion. Specific objectives were as follows: 
1. Data was sought from which a neutron spectrum could be constructed, i. e., the total flux, 
peak flux intensity, and rise time of the 14.2-Mev neutron group in Pods 2 and 3 (see Figures 5.15 
and 5.16 for positioning information of all pods). 
2. The integral of the prompt-gamma rays prior to 14.2-Mev-neutron arrival was to be meas- 
ured in all pods. 
3. Measurement of the gamma-ray flux versus time was required using multiple detectors 
with different sensitivity ratios for neutrons and gamma rays. 
4. Gamma rays on a coarse time scale were sought and were to be measured by means of 
an integrator that provided a pulse rate proportional to the gamma-dose rate for a long time 
compared to the prompt-radiation interval. 
5. Tile same type of measurement planned for Pods 2 and 3 was also planned for Pod 4. It 
was necessary, however, to provide for a different interpretation of the neutron flux versus 
time, since 14-Mev neutrons can be scattered into the detectors at times corresponding to the 
time-of-flight of lower energy neutrons. Plastic scintillator detectors were to be used to pro- 
vide dose information in the period following the 14-Mev group arrival. 


5.3.2 Background. Although only a small part of the energy of a megaton-range detonation 
appears as nuclear radiation, the low-atmospheric density at very-high altitudes permits both 
gamma rays and neutrons to penetrate great distances into the atmosphere. The effects of the 
14.2-Mev neutron flux will be substantial at altitudes now accessible to manned aircraft. Al- 
though theoretical estimates have been made of these effects, it was necessary to make measure- 
ments to provide check pOints and to give confidence to the calculations. 


Tt. .,redictions and calculations of effects of a weapon detonated at high altitude 
for shock and 


measurements during the HA shot were made with 
glass, and chemical dOSimeters measured gamma-ray dose. These detectors were recovered 
from parachute-borne canisters dropped by the delivery aircraft. 


Shock and blast information during the HA shot was telemetered. There were indications 
that the ionization produced in the air by the nuclear and thermal radiation absorbed the telem- 
etered signal from the closest canister for a substantial period. 
During Operation Redwing, Project 6.6 produced a measurement of radio attenuation versus 
time at 1- ~sec resolution along a radial path chosen to give a convenient value 9f attenuation. 
The assumption that the peak attenuation is independent of electron removal rates (equivalent to 
a supposition that electron mean life is long compared to the alpha phase) made the calculation 
for station placement possible. The ionization cleanup was rapid and indicated a mean life for 
the electron of less than about 1.6 ~sec. 


Project 2.7 was established during Operation Plumbbob to field-test detector and telemetered 
equipment and to seek parameters that would permit extrapolation of essentially sea-level atten- 
uation data to high altitude. USing this data and the best available information from Los Alamos 
Scientific Laboratory (LASL), the calculation of the mean life of the electron at sea level gives 
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a value probably not greater than 50 shakes, nor less than 5 shakes. The mean life of the elec- 
tron at 250,000-foot altitude (if one assumes an inverse scaling with density) is about 2.7 x 104 


times as large as the mean life at sea level. The attachment rate goes down with density; that 
is, the mean-life time at altitude is the reciprocal of the density ratio times the mean life at 
sea level. 
Because the blackout period will exceed 1 msec for the most optimistic case and because the 
electron density cannot be predicted with confidence by theory, it becomes necessary to store 
information for a time longer than the pessimistic estimate of the blackout period. Data storage 
methods put strict limits on the band width of information that can be handled. Electronic and 
electromechanical delay lines do not provide sufficient delay. 
Time-of-flight measurements can be interpreted and converted to neutron-energy spectrum 
data, if the characteristics of the device as a neutron source are known. During Operation 
Plumbbob, it was observed that the neutron sensitivity of gamma-ray fluors was sufficient to 
present the neutron spectrum riding on the tail of the prompt gamma-ray signal. This tail was 
produced by gamma rays from inelastic neutron scattering, neutron capture, and gamma-ray 
decay from the fission fragments. The gamma-ray level at a time after detonation (chosen long 
compared to the alpha phase, e. g., at 14-Mev neutron time of arrival) depended on the relative 
magnitude of contributions from the several processes. Fission fragment decay was considered 
negligible at the short times concerned. This consideration was equivalent to the assumption 
that there were no half lives shorter than milliseconds and that the 1/t1/2 statistical decay approx- 
imated the gamma rays from fisSion fragment decay in this time regime. It was assumed that 
the gamma rays produced by neutron reactions in the bomb components appeared mostly in the 
prompt-gamma-ray pulse. This assumption was equivalent to the consideration that all the gam- 
ma rays came· from neutron interactions and that no gamma rays were emitted in the fission pro- 
cess (particle emission competed effectively with gamma-ray emission if energetically possible). 
Many microseconds after the alpha phase, the gamma rays came predominantly from neutron 
interactions in the air. The gamma-ray contribution from this source should have decreased 
with the density so that during Shot Teak the lev~l should have been about 10-4 of the level ob- 
served during Operation Plumbbob.· During Shot Orange it should have been about 10-2 of this 
value. Since the Teak and Orange pods were to be at distances large compared to the ranges 
during Operation Plumbbob, the neutron time of arrival was later, and neutrons arrived at the 
detectors when the gamma-ray flux was down another two orders of magnitude, i. e., 10-4 to lO-s, 
of the level observed during Operation Plumbbob. 
The long delay required by the blackout period necessitated the use of a memory unit. Con- 


siderations of weight and space economy resulted in the choice of a magnetic tape recorder to 
provide the delay. The intrinsic rise-time limitations of tape recorders and standard telemetry 
techniques placed a severe limitation on the information band width that could be handled. The 
use of subcarrier oscillators (i. e., an FM/FM system) permitted response from dc up to about 
2,000 cycles. The high-frequency response requirements were derived from the rise "time of 
the 14.2-Mev neutron-flux pulse at the detectors. 
The energy distribution of the (d, t) neutrons had been calculated by LASL and NRL. On the 
basis of reaction temperature alone, it was shown that the 14-Mev neutron-energy-spectrum- 
half width was given by AE = 5.59 Ykt, where t is the absolute temperature and k is Boltzmann's 
constant. The energy dependence of the cross section of the (d, t) reaction was not considered in 
this development. However, it was a good approximation in the energy range of interest. A cal.- 
culation of the half width in time at a station lOS cm (about 30,000 feet) away gave 16 JJ.sec for a 
kt value of 200 kev and an assumed Maxwell-Boltzmann distribution. The rise time was smaller, 
but comparable t6 this figure. Minimum rise time computed by other means was expected to be 
about 8 msec. Circuitry having an intrinsic rise time of 3 JJ.sec reproduced this rise time with 
only a small phase delay. The circuitry required a high-frequency cutoff at 100 kc or above. 
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The magnetic tape recorder design provided for this upper frequency limit. 


5.3.3 Method of Experimentation. The Redstone missile launched from Johnston Island carried 
aloft the device and the instrumentation (in 3 pods for each shot and ejected ballistically at pre- 
determined ranges). Figures 5.15 and 5.16 show the planned positions of the missile and of the 
pods at time of burst. The error in actual position was expected to be within 10 percent, while 
. postshot determination of position was expected to be within ± 3 percent. Table 5.4 (based on 
Figures 5.15 and 5.16) gives the values of predicted slant range and altitude for the missile and 
the pods. These values were derived from planned trajectory data furnished by ABMA. 
Eleven pods were supplied, three for Shot Teak, three for Shot Orange, and five spares. Two 
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Figure 5.15 Missile and pod trajectories for Shot Teak. 


of the latter were not completely instrumented, but were prepared so that they could be adapted 
for either far or near application by completion of instrumentation installation in the field. For 
both Shot Teak and Shot Orange, Pods 2 and 3 (referred to as near pods) were similar except for 
time constants. Pods 4 (far pods) had similar circuitry during both shots, but were used differ- 
( 
ently because of the interference by back-scattered neutrons and late-gamma rays from neutron 
interactions in the lower atmosphere. 
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The instrumentation in the pods consisted of detectors, tape recorders, commutator, telem- 
etering transmitter, and electronic circuits to handle the signals. Mechanical commutation was 
required to transmit the eight channels of magnetic tape information in sequence. Electronic 
commutation was required in order to record the portions of the signal for which each detector 
was designed. The types of detectors and the measurements for which they were used follow: 
(1) plastic sCintillators, fast-fusion neutrons; (2) LisJ scintillators, slower fission neutrons; 
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Figure 5.16 Missile and pod trajectories for Shot Orange. 
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(3) normal LiI scintillators of low-neutron sensitivity, background gamma rays; (4) CsI scintil- 
lators, prompt-gamma-ray integral; (5) KBr, integrated gamma-ray dose; and (6) nonscintilla- 
tor blanks, any interfering effects (e. g., electromagnetic disturbances or gamma-ray influences) 
on the photodiodes themselves. 
The detector outputs were electronically encoded, commutated, and recorded on a magnetic- 
tape recorder. The latter was programmed to record for 120 msec after the prompt-gamma-ray 
pulse and to switch repeatedly to a playback condition to telemeter the recorded information. The 
recorder output contained on its eight tracks: (1) FM subcarrier (VCO) calibration, (2) FM sub- 
carrier (VCO) information, (3) current pulse-controlled oscillator (PCO) information, arid (4) 
direct records of signal currents. The recorder output frequency modulated the transmitter. 
A real-time PCO was used as an integrator to measure the long-term-dose accumulation. This 
signal, in turn, amplitude-modulated the transmitter. A telemetry station in the missile-control 
bunker received and recorded the signals from the pods. 
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5.3.4 Reliability of Data. The inclusion of the far pod positions complicated the instrumenta- 
tion because atmospheric scattering of neutrons made time-of-flight analysis meaningless. Thus, 
dat; requirements fall into two groups: (a) those resulting from the original proposal for near sta- 
tions, Pods 2 and 3, and (b) those for the far stations, Pods 4. For the former, the objective re- 


TABLE 5.4 
TRAJECTORY DATA 


Horizontal Range 


Shot 
from 
Altitude 
Altitude 
Launch Point 
naut mi 
km 
ft 


Teak 


Missile 
5.52 
76.36 
250,525 


Pod 2 
4.78 
66.98 
219,750 


Pod 3 
4.74 
60.93 
199,900 


Pod 4 
2.40 
24.08 
79,000 


Orange 


Missile 
20.30 
38.26 
125,525 
Pod 2 
16.88 
30.97 
101,607 


Pod 3 
15.41 
26.69 
87,560 


Pod 4 
11.92 
18.12 
59,450 


Slant R:Ulge 
Slant Range 


to Burst 
to Burst 


km 
ft 


9.48 


15.50 
52.62 


9.69 
14.71 
25.46 


31,100 
50,850 
172,640 


31,790 
48,260 
83,530 


mained to measure the neutron-energy spectrum by time-of-flight measurement. The difficulties 
to overcome involved sensitivities and dynamic range of the instruments. The prompt-gamma- 
ray signal swamped all detectors, except the one designed to integrate the prompt-gamma rays. 
The sensitivities were set to provide a Signal above the middle of the range in order to give read- 
ing accuracy. This reqUirement made it imperative that good estimates of expected fluxes be 
formulated, or that the number of channels be multiplied by three or four, or that some compres- 
sion system be used. The number of channels required to provide adequate dynamic range was 
too large"for the pod volume. Compression of the signal was obtained by use of a logarithmic" 
load on the detectors. Rather precise estimates of expected Signal were still required in order 
to use the system in its best range. The logarithmic load resistor (Log R) set 15 percent as the 
probable error in the interpretation of detector currents. The calibration of detectors contained 
about the same uncertainty. The absorption l;l.l1d scattering of neutrons in the associated appara- 
tus gave an uncertainty of about 10 percent. The indecision in the location of the pods gave about 
a 10 percent uncertainty in the energy assignment to the time axis. Thus, the spectrum data had 
a 25 percent probable error in amplitude with a ± 10 percent error in energy assignment. The 
probable error in the measurement of integrated gamma-ray dose was about ± 25 percent, and 
because of inherent difficulties in the calibration of the integrating process it depended on detec- 
tor calibrations in the same way as the neutron-flux measurements. The far pods were subject 
to such uncertainties in the relation between time of arrival and neutron energy that no plans 
were made for time-of-flight analysis of the whole spectrum. Since the time of arrival for most 
of the 14-Mev group was free from scattered neutrons, this group could be measured and ana- 
lyzed. For later arrivals, only measurements equivalent to dose were made because high- 
energy neutrons that were scattered reached the detectors late and simultaneously with lower 
energy neutrons. Data from the far pods had a probable error of about:!: 50 percent for all quan- 
tities measured. 


5.3.5 Results. During Shot Teak the missile did not program as planned. Consequently. the 
slant ranges from burst point to the pods were different from those predicted (see Table 5.5). 
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The internal time sequence in the pods w~s designcd for the predicted values i 10 percent. The 
changes in slant ranges for Shot Teak Pods 3 and 4 were easily accommodated. but the variation 
for Pod 2 brought the 14.2-Mev neutron arrival time near the front e 
sis of data from Pod 2 
licated 
this 


Orange the missile programmed properly, but did not show the design accelera- 
tion. As a consequence, th~ pods were ejected at slightly later times than those planned. How- 


TABLE 5.5 
PREDICTED AND ESTIMATED ACTUAL 
SLANT RANGES TO PODS 


Pod 
Slant Range 
Slant Range, Aetual 


Predicted 
(Estimate of ABMA) 
km 
km 


Teak 2 
9.48 ± 0.9 
8.25:: 0.3 


Teak 3 
15.50:: 1.5 
14.35:!- 0.3 


Teak 4 
52.62 ± 5 
50.15::0.3 


ever, the slant ranges were within the range accommodated by the internal programming of the 
pods. 
Table 5.6 gives the preliminary estimate of channel performance. The symbols in the col- 
umns have the following meaning: 
DA = data analyzed (preliminary treatment) 
D = data collected 
NA = not an~lyzed, data uncertain 
F = channel failed 


Since only the most rudimentary facilities for data reduction could be brought to the field, those 
data channels in which the data resisted reduction were not analyzed. The RDB subcarrier (VCO) 


TABLE S.U 
PRELIMI!'ARY ESTIMATES OF POD PERFORMANCES 


DA, data analyzed (preliminary treatment); D, data collected; NA, not analyzed, data uncert:lin; F, channel failed. 
Detector: 
1 Csi 
2A Pilot-B 
2B Pilot-B 
3 Lh 
3 Pilot-B (6) 
4 Lil 
4 Pilot-B (1) 


Pod 
Integral Timing 
14.2-Mev 
Time 
14.2-Mev 
Time 


l'umber 
Neutrons 
History 
Neutrons 
History 


Te:lk 2 
l'A 
DA 
NA 
DA 
NA 
NA 
DA 
DA 


Teak 3 
NA 
DA 
D 
DA 
NA 
NA 
DA 
DA 


Teak ~ 
NA 
DA 
NA 
DA 
DA 


Orange 2 
1'A 
DA 
D 
DA 
NA 
NA 
DA 
DA 


Orange 3 
NA 
F 
F 
F 
F 
F 
F 
F 


Ora~c ~ 
NA 
DA 
D 
DA 
NA 
DA 
DA 


5 Blank 


DA 


DA 


DA 


DA 


F 


DA 


channels were susceptible to noise interference and interchannel cross talk. It was necessary 
to play these channels back many times, through carefully adjusted discriminators·, in order to 
extract the data from the magnetic-tape records. The field-data extraction and reduction was 
delayed until more refined techniques could be applied at NRL. 
Data were ex"tracted from some of the PCO channels by direct methods. The magnetic-tape 
record was played back at its lowest speed and the recording oscillograph was run at its high- 
est paper speed. These PCO data were then presented as a train of pulses on a time scale. The 
information desired, the PCO pulse repetition rates versus time, were obtained by counting 
pulses. 
' 


Data on the 14.2-Mev neutron flux appeared during the pedestal period and were to be found in 
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the PCO tape track. The ti.me scale involved for the 14.2-Mev group was short compared to the 
time scale for the PCO record. The pedestal was not resolved for Pods 2 at either shot be- 
cause both the oscillograph paper and galvanometer response speeds were too small. In Pods 
3 and 4 the same difficulty occurred, but to a lesser degree. The analysis of the 14.2-Mev data 
required oscilloscope-camera methods and film processing facilities not available in the field. 
Figure 5.17 is a composite of the gamma-ray dose of Shot Teak Pod 3C. The data were de- 
rived from the calibrated blank. the 
and Pilot 
and the 


Time, msec 
Figure 5.17 Pod 3C dose rate, Shot Teak. 


rections for gamma sensitivity have been made. 
Figure 5.19 is a composite of the data 
the 


neutron-flux data derived from the corrected detector currents from 
detector of Shot Orange Pod 2. 
Figure 5.21 is the total dose versus time data derived from the Pilot B detectors in Shot 
Orange Pod 4. 
The attenuation data observed are tabulated in Table 5.7. The blackout time given is the 


236 


time from burst to the time that the signal first recovers to a 10-decibel signal-to-noise ratio. 
Pod positions are based on preliminary trajectory information. 


5.3.6 Summary. The data presented under Results represent only a portion of that available 
in the records. Two pods at each shot yielded relatively good data. Shot Teak Pods 3 and 4 


Figure 5.18 Pod 3 neutron flux 14.35 km, Shot Teale 


yielded information that could be analyzed in the field; only the Pod 3 data were graphed. The 
Pod 4 data departed from expected detector currents in an inconsistent way. It was suspected 
that either a personnel coding error was made during pod calibration, or a circuit failure in the 
pod during flight confused the detector currents. In any event, the Pod 4 dose-rate data was in- 
consistent and was not included. Shot Teak Pod 2 gave Signals and seemed to operate, but fur- 


TABLE 5.7 
ATTENUATION DATA 


ther laboratory analysis of the data will be required to explain the observed detector currents. 
At first glance, it appeared that there was a partial failure in the complete system. Shot Orange 
Pod 3 apparently failed to follow its internal-timing sequence. The signal showed that all chan- 
nels operated, but did not send detector signals. The Shot Orange Pods 2 and 4 operated and 
provided analyzable peo information. 
The gamma-ray dose rate (Figure 5.17) was measured during the period in which gamma rays 
from inelastic reactions of neutrons with the air and the weapon case were expected to interfere 
with the neutron measurements. The gamma-ray fluxes represented were large. They were in 
the expected range, however; all the gamma-ray detectors in the pod yielded the same results. 
The gamma-ray correction applied to the neutron detectors was less than half the total detector 
current in the range reported. 
The neutron-flux data (Figure 5.18) 


The gamma-ray dose rate ( 
showed the expected shape for the time interval 1 to 


10 msec. The ratio of intensity between Pod 2 at Shot Orange and Pod 3 at Shdt Teak was in the 
right range, 
(5/3)2 ::::: 3. 
' 
The nelltrc:m-flux 


Figure 5.21 Pod 4 dose rate, Shot Orange. 


tion in the period out to 10 msec. For Shot Orange Pod 4 the gamma-ray-dose rate at 5 msec 
was about 1/100 of the rate at Shot Orange Pod 2. This ratio was made up of two factors, the in- 
verse square (about Y 
IO) and the exponential absorption (about Ylo)· 


5.3.7 Conclusions and Recommendations. The objectives were accomplished insofar as the 
data could be reduced in the field. 
Gamma-ray measurements were consistent from pod to pod. The neutron fluxes were approx- 
imately as calculated, but were a little low at 
by the relation of the ob- 
served detector currents to those eX):>ec:teIL 


239 


The use of instrumentation riding along with the weapon vehicle presemed distinct advantages 
over independently placed instrumentation, since part of any error in placement of the weapon 
cancels out for the pods. The cleanness of high-altitude detonations and the possibility of strong 
military requirements for high-altitude deployment of weapons lead to the recommendation that 
instrumentation for time-resolved measurements of nuclear radiation at high altitude be developed 
further. 


5.4 
CHORIORETINAL BURN STUDIES 


/ 
5.4.1 Objective. The primary objective of Project 4.1 (Effects on Eyes from Exposure to 
Very-High-Altitude Bursts) was to determine the extent of chorioretinal damage caused by ex- 
posure to a high-altitude, high-yield nuclear detonation and to relate experimental results to 
theory and laboratory calculations. 


5.4.2 Background. For many years the clinical phenomenon of retinal damage caused by the 
radiant energy of the sun has been known and numerous cases have been documented. Most of 
these cases have occurred when humans watched solar eclipses without eye protection, and thus 
this type of retinal lesion has become known as eclipse blindness. Since the fireball of a nuclear 
detonation attains temperatures comparable to that of the sun, the predicted thermal-energy re- 
lease is of sufficient magnitude to cause concern about retinal damage in humans who view nu- 
clear detonations without proper protection. Hence, a series of studies was begun to evaluate 
this hazard. 
During Operation Upshot-Knothole (1953), chorioretinal burns were produced in the eyes of 
rabbits at distances up to 42.5 miles from ground zero. At this operation also, in four instances, 
retinal burns were accidentally produced in humans at two to ten miles distance. The burns re- 
sulted in permanent scotomata in these individuals. During Operation Redwing (1956), chorio- 
re'tinal burns were produced in the eyes of rabbits and small primates at distances of 2.7 to 8.1 
nautical miles. Some of these burns were produced even though the eye was protected by filters. 
The lesions in the above experiments, as well as those produced in eclipse blindness, resulted 
from the same spectral components of electromagnetic radiation, mainly, the visible portion and 
infrared. In general, the differences in degrees of retinal damage resulted from variance of the 
rate of energy delivery per unit area. Since eclipse blindness is sustained through a markedly 
contracted pupil, which limits the amount of radiant energy delivered to the retina, this damage 
can occur only through protracted exposure. Other factors of importance are the low rate of de- 
livery of the radiant energy from the sun and the ability of the retina to dissipate the heat by con- 
duction. In cases of nuclear detonations, however, a large portion of the thermal energy may be 
delivered to the retina before the protective-blink reflex becomes operative. In addition, this 
exposure may occur at night when the pupil admits approximately 10 times the energy that a con- 
tracted pupil does in the same time interval. This is a function of relative pupillary areas. I 


During Operation Redwing, animals exposed to megaton-yield detonations at sites where the 


total thermal radiation was of the order of 0.8 to 1.0 cal/cm2 did not receive chorioretinal burns; 
whereas animals exposed to detonations of much lower yield (therefore, higher rate of energy 
delivery), at sites where the total thermal radiation was as low as 0.13 cal/cm 2, did receive burns. 
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5.4.3 Theory. The optical system of the eye acts as a focusing device which results in an 
image, on the retina, of the fireball of a nuclear detonation. Because of this focusing effect, the 
intensity of thermal radiation on the retina is much greater than the intensity incident upon the 
eye. Theoretically, neglecting attenuation by air and other media, the thermal-intensity incident 
upon the eye will be inversely proportional to the square of the distance from the fireball. The 
area of the fireball image on the retina, however, is also inversely proportional to the square of 
the distance to the fireball. This results in an intensity of thermal radiation on the retina which 
is independent of the distance from the fireball. The inference, then, is that if a fireball is cap- 
able of producing chorioretinal damage, it is capable of producing chorioretinal damage at great 
distances. The only difference caused by increasing the distance is that the burn will cover a 
smaller area. That this is not true is due primarily to the attenuation by intervening media (air, 
water vapor, dust, etc.). 
There is, however, another factor which must be considered, and that is the chorioretinal 
damage produced is dependent on the rate of delivery of energy as well as total energy delivered. 
If the rate of delivery of the energy to the retina is below the rate at which the energy can be dis- 


TABLE 5.8 
POSITIONING OF RABBITS AND THERMAL RECORDING DEVICES FOR SHOTS TEAK AND ORANGE 


Horizontal 


Shot 
Distance from Slant Range 
Angle of 
Azimuth from 
Altitude 
Number of 
Teak 
Orange 
Ground Zero 
from Burst 
Elevation 
Johnston Island 
of Station 
Animals Exposed 
naut mi 
naut mi 
deg 
deg True 


Johnston Island 
0 
41 
83 
0 
Surface 
5 


USS Boxer 
70 
73 
15 
030 
Surface 
8 


USS DeHaven 
75 
79 
28 
020 
Surface 
11 


USS Epperson 
85 
88 
10 
020 
Surface 
8 


USS DeHaven 
140 
141 
7 
020 
Surface 
8 


USS Cogswell 
150 
155 
15 
020 
Surface 
12 


USS Hitchiti 
305 
307 
5 
060 
Surface 
12 


B-36 (Bigamy) 
70 
79 
27 
060 
31,000 ft 
4 


B-36 (Goldenrod) 
70 
79 
27 
060 
30,000 ft 
4 


C-97 (Excelsior) 
305 
307 
5 
060 
15,000 ft 
8 


C-97 (Excelsior) 
225 
226 
3 
060 
15,000 ft 
8 


Total 88 


Sipated by the retina, then there will be no damage. In addition, the total time of exposure must 
be considered. The normal blink reflex of about 300 msec in rabbits and 50 to 150 msec in man 
will limit exposure to that period of time. Only that radiation received before the blink reflex 
becomes operative, rather than the total thermal radiation, is of importance in causing chorio- 
retinal damage. 
Reduced attenuation, higher irradiance, and higher total thermal output during the first few 
msec can result in chorioretinal damage from a high-altitude burst at distances and for yields 
which would present no problem for surface or low-altitude bursts. 


5.4.4 Procedure. The experimental plan required positioning of rabbits and thermal recod- 


ing devices operated by Project 8.1 at exposure stations both on the surface of the earth and in 
the air at various distances from the burst (Table 5.8). Animals were secured with one eye ex- 
posed to the burst, and photographs, using GSAP cameras, taken to assure that the eye was 
open at shot time (Tables 5.9, 5.10, 5.11, 5.12). A photograph also was taken at shot time at 
each station to determine cloud cover. 
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Following exposure, each rabbit received an ophthalmoscopic examination, the retina was 
photographed, and selected animals were sacrificed and their eyes enucleated and preserved 
for further gross and microscopic pathologic study at the School of Aviation Medicine, USAF. 
Additional rabbits were returned to the School of Aviation Medicine for long-term follow-up. 


5.4.5 Instrumentation. Specially designed holding boxes were used so that the head of the 
animal would be immobilized for exposure and photography. For the ground- and ship-exposure 


TABLE 5.9 
CLOUD COVER, SHOT TEAK 


Station 
Degl'ee of 
Line of Sight 


Cloud Cover 
to Detonation 


Johnston Island 
Clear 
Unobstructed 
DD DeHaven 
Strato-cumulus 
Unobstructed 
DD Cogswell 
Strato-cu mulus 
Unobstructed 


USS Hitchiti 
Strato-cumulus 
Obs truc ted 


B-3G, No. 1 
Clear 
Unobstructed 
B-3G, No. 2 
Clear 
Unobstructed 


C-97 
Clear 
Unobstructed 


stations, wooden "A" frames with racks were constructed. These frames could be positioned 
either upright or horizontally to correct for different angles of incidence. Racks, which accom- 
modated four rabbits, were designed to fit the radio compartment blisters of the two B-36's. 
Sixty-four pigmented rabbits of both sexes, weighing between 4 1/ 2 and 7 Y2 pounds, were se- 


TABLE 5.10 
CONDITION OF RABBITS' EYES AT 
EXPOSURE TIME, SHOT TEAK 


Number of 
Station 
Condition 


Animals 
of Eye 


5 
Johnston Island 
Open 


11 
DD DeHaven 
Open 


12 
DD Cogswell 
Open 


12 
USS Hitchiti 
Open 


4 
B-3G, No. 1 
Open 


4 
B-3G, No. 2 
Open 


8 
C-97 
Open 


lected for study. Each animal was numbered by tattoo, and the right ear marked for ease of 
identification. Each animal was base lined with ophthalmoscopy, and retinal photographs ob- 
tained with the Zeiss-Contax retinal camera. 
After Shot Teak, all exposed rabbits were returned to Johnston Island or Hickam AFB where 
the exposed eyes were examined. 
In addition, postexposure-retinal photographs were taken, using atropine sulfate, Y2-percent 


solution, for pupillary dilatation. Sedation, when necessary, was accomplished with sodium 
pentathol or thorazine. 
After Shot Orange, these procedures were re-accomplished on the contralateral eye and se- 
lected animals were sacrificed, and the eyeballs enucleated. 
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5.4.6 Results and Conclusions. The very-high-altitude nuclear explosion is particularly ef- 
fective in producing chorioretinal burns because of the rapid rate at which the essentially single- 
phase power pulse delivers thermal energy, and the relatively low atmospheric attenuation en- 
countered. A 3.8-Mt detonation at 250,000 feet (Shot Teak) delivers approximately 90 percent 
of its thermal component during the first 100 msec of the explosion. Consequently, with a blink- 
reflex time of 250 to 350 msec for the rabbit and 100 to 150 msec for man, all of the radiant 


TABLE 5.11 
CLOUD COVER, SHOT ORANGE 


Station 
Degree of 
Line of Sight 
Cloud Cover 
to Detonation 


USS Boxer 
Strato-cumulus 
Obstructed 
DDE Epperson 
Strato-cumulus 
Unobstructed 
DD DeHaven 
Strato-cumulus 
Obstructed 


C-97 
Clear 
Unobstructed 


dosage from a very-high-altitude burst is received by the retina before the eye can be protected 
by blinking. This is in contrast to low-altitude detonations of the same size where the power 
pulse is markedly biphasic and comparatively much slower in its over-all delivery of its thermal 
component. 
Minimal chorioretinal burns (0.1 mm or less in diameter) can be produced on the surface at 
distances closely approaching 300 naut mi from relative ground zero from a 3.8-Mt nuclear det- 


TABLE 5.12 
CONDITION OF RABBITS' EYES AT 
EXPOSURE TIME, SHOT ORANGE 


Number of 
Station 
Condition 
Animals 
of Eye 


8 
USS Boxer 
Open 


8 
DDE Epperson 
Open 


8 
DD DeHaven 
Open 


8 
C-97 
Open 


onation at 250,000-foot altitude. Comparable lesions would be experienced at somewhat greater 
distances where the exposure position is at altitude and subject to less atmospheric attenuation. 
For a 3.8-Mt weapon detonated at 125,000 feet (Shot Orange), the critical surface distance for 
the prnduction of minimal lesions more nearly approaches 225 naut mi, with correspondingly 
greater distances at altitude. 
Chorioretinal lesions were produced in all animals at all of the stations with line-of-sight 
transmission. Calculated and measured radiant dosages were correlated on Shot Teak, but 
cloud cover precluded this possibility on Shot Orange. The information from Shot Teak, how- 
ever, was most useful in predicting the occurrence of lesions for stations that did have line-of- 
sight transmission on Shot Orange. The physical data obtained with appropriate scaling factors 
permitted the determination of reasonable exclusion radii for various yield weapons at various 
altitudes. 
The lesions received at all eXposure stations within 160 naut mi were of sufficient size and 
severity to result in permanent retinal damage with severe loss in visual acuity, i. e., 20/200 
providing the lesion had occurred on the macula of the human (Table 5.13). For burns (which 
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involve the rods and cones immediately beneath anci adjacent to the lesion) produced at other po- 
sitions on the retina, the visual loss would be a scotoma and/or a segmented visual field defect. 
Minimal lesions of variable severity were encountered at the most distant air stations. Al- 
though assessment at this time is premature, it appears that at least several of these lesions 
eventually may regress to insignificance. Irreversible lesions, because of their small size, 
would result in visual impairment in man only if the burn included the macula. During the period 
of inflammation, transient loss of visual acuity could vary from 20/40 to 20/200, depending upon 
the position of the injury. 
Burn diameter consistently correlated with distance from relative ground zero, i. e., progres- 
sively smaller lesions were encountered at increasing distance from the burst. Typical burns 


TABLE 5.13 
ESTIMATED THERMAL INTENSITIES AT VARIOUS EXPOSURE STATIONS 


Station 
Horizontal Distance 
Slant Range 
Estimated Thermal 
Diameter of 
Estimated Thermal 


from Ground Zero 
from Burst Point 
Intensity at Station 
Retinal Image 
Energy at Retina 


naut mi 
naut mi 
cal/cm2 
mm 
cal/cm2 


Shot Teak 


Johnston Island 
0 
41 
1.2 
0.98 
28 
DD DeHaven 
75 
79 
0.23 
0.64 
23 
DD Cogswell 
150 
155 
0.05 
0.35 
17 


USS Hitchiti 
305 
307 
0.005 
0.19 
7 


B-36, No. 1 
70 
79 
0.35 
0.72 
31 
B-36, No. 2 
70 
79 
0.35 
0.72 
31 
C-97 
305 
307 
O.OlG 
0.19 
19 • 


Shot Orange 


USS Boxer 
70 
73 
0.25 
0.42 
5G 
Destroyer 1 
85 
88 
0.15 
0.3G 
50 


Destroyer 2 
140 
141 
0.035 
0.23 
31 
C-97 
225 
22G 
0.011 
0.14 
4G' 


• Assumes 85 pet transmission through aircraft plexiglass windows. 


were round to oval in shape, generally pearl-gray or blanched in color, and frequently charac- 
terized by hemorrhagic centers. 
Lesions were elevated and often circumscribed by an orange 
halo concentric with a blanched zone terminating in a yellow periphery. Postirradiation follow- 
up will include sequential ophthalmoscopic examination, retinal photography, and histopathology. 
No double or dumbbell-shaped lesions were observed. These burns are normally associatec: 


with movement of the eye during exposure where thermal delivery is sufficiently protracted, as 
in the case of high-yield weapons detonated at sea level or low altitude. The absence of this type 
of lesion in the present case attests to the extremely high rate of thermal energy of the very-high- 
altitude explosion. 


5.5 
ELECTROMAGNETIC ATTENUATION STUDIES 


5.5.1 Background. The lack of knowledge of the effects and the effectiveness of nuclear det- 
onations occurring at high altitudes, prior to Operation Hardtack, gave rise to urgent service 
requirements to obtain information. 
The electromagnetic-effects program was designed to determine the effects of very-high- 
altitude bursts on electronic systems in order to ascertain possible defenses against ballistic 
missiles. In particular, it was desired to obtain information needed to determine the perform- 
ance of missile-guidance systems, missile-detection systems and communication links. Also, 
any observations useful in detecting foreign high-altitude shots were desired. 
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5.5.2 Objectives. Specific objectives in this program were: (1) to investigate the nature of 
radar echoes from the fireball produced by very-high-altitude nuclear detonations; (2) to inves- 
tigate the ionization and associated effects created in the high atmosphere by a very-high-altitude 
nuclear detonation; (3) to determine the effects of very-high-altitude nuclear detonations on pulsed 
electromagnetic transmission in the Sand L bands; (4) to obtain attenuation of electromagnetic 
energy passing through the ionized cloud at 450 Mc; and (5) to obtain qualitative data through 
radarscope photography of the reflection coefficient of the cloud at 425, 675, and 9,375 Mc. 


5.5.3 Experimental Plan. To accomplish these objectives, observations of the following ef- 
fects were made: 
1. Attenuation of ~adio frequency signals. Two distinct types of attenuation measurements 
were made: (a) measurement of attenuation over a known path for frequencies of 240 and 450 Mc 
and (b) measurement of total ionospheric absorption. The first measurement was made with the 
propagation paths shown in Figure 5.22. These paths were all in the vicinity of the burst. Total 
ionospheric absorption was measured by monitoring the cosmic noise background. Measurements 
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Figure 5.22 Array for ionospheric absorption measurements. 


at 30, 60, and 120 Mc were made with stations located at Johnston Island and at distances of 500 
and 715 naut mi. 
2. Radar reflections (or echoes). Studies of radar reflections were made over a frequency 
range of 11 to 10,000 Mc using a variety of service equipments and specially constructed sets. 
Figure 5.23 shows the general placement of these various types of instruments. 
3. Noise emission. The presence of any noise was expected to be seen on most of the equip- 
ment already planned for use in the 10-to-l,000-Mc frequency range. Additional instruments 
were provided to especially look for noise at the frequencies 32, 113, 10,000, and 35,000 Mc. 
4. Ionospheric conditions and related communication disturbances. Ionospheric conditions 
were monitored, using ionospheric recorders, which looked at reflected pulses in the frequency 
range 1 to 25 Mc. One station was located at Johnston Island and a second station was placed in 
a C- 97 aircraft whose mobility was to be used to determine the extent of the ionospheric effects. 
To supplement the usual subjective observations of existing communication links, special moni- 
toring receivers were located at Johnston and Oahu. The Johnston Island receivers monitored 
transmissions from Oahu on 9, 15, and 20 Mc, and the Oahu rec.eivers monitored transmissions 
\ 
from Kwajalein, Christmas Island, and Guam on 17, 19, and 22 Mc, respectively. Receivers· 
on the C-97 aircraft monitored the three Oahu frequencies. 
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5.5.4 Results. Shot Teak. The immediate effect of Shot Teak was 
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Figure 5.23 Array for radar reflection measurements. 
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Figure 5.24 Typical communication circuit input versus time records. 
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Figure 5.25 Typical rocket trajectory for determining Shot Orange attenuation region. 
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5.6 
THERMAL RADIATION MEASUREMENTS 


5.6.1 Introduction. The projects which made thermal measurements on Shots Teak and Orange 


were the same as those which participated on Shot Yucca and are described in Section 4.4. The 
aircraft-borne instrumentation of Projects 8.2, 8.3, 8.4, and 8.5 was essentially unchanged. The 
instrumentation measured three general aspects of the thermal phenomena: irradiance, both to- 
tal and in broad spectral bands between 2,000 A and 120,000 A; spectral distribution of the bomb 
light; and the size of the visible and infrared fireball. The positions of the aircraft, relative to 
the Teak and Orange bursts, are shown in Table 5.14. 


5.6.2 Background. Thermal-radiation characteristics of nuclear devices have been the sub- 
ject of extensive studies in the past, and it is felt that most aspects of thermal phenomena are 
reasonably well understood. Two previous shots (Teapot 10 and Hardtack Yucca) have provided 
some information about the effect of altitude on various phenomena. It was generally agreed 
that the phenomena produced by Shots Teak and Orange would be different by orders of magnitude, 
but there was considerable uncertainty as to what the magnitudes would be. In order to under- 
stand the significance of the measurements made on Shots Teak and Orange, it will be useful to 
describe the thermal history of a sea-level burst. 
1. The first observable effect of a nuclear detonation appears before the shock wave breaks 
the bomb case. Prompt-gamma radiation ionizes and excites atmospheric nitrogen producing 
the Teller light emission bands between 3,000 A and 5,000 A. 


2. The next phase of the detonation is called radiative expansion. During this phase, the 
surrounding air is rapidly heated by radiation transfer before hydrodynamic motion is initiated. 
3. 
When the temperature has dropped to about 300,000 K, transfer of energy by hydrodynamic 
motion becomes more rapid than radiation transfer, and a strong shock wave advances ahead of 
the radiation front. Hydrodynamic coupling begins to convert radiant energy to blast-wave energy. 
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The shock front radiates at the temperature of the shock-heated air. 
fireball is approximately described by: 
The rate of growth of the 


Where: D 


C 


P 


t 


(W)0.2 


D = C P 
t°.4 


diameter of the (spherical) shock front 


a constant (assuming that the internal energy bounded by the shock front, 
and y, the ratio of specific heats, is constant) 


ambient air density 


time at which the diameter is D 


This equation is based on a Taylor point-source solution, and is called 4>5 scaling. 


(5.1) 


4. When the temperature of the shock-heated air drops below 5,000 K, significant amounts of 


N02 are formed. Since N02 absorbs most of the visible spectrum, comparatively little radiation 


penetrate~ beyond the shock front, and the ,thermal minimum occurs. About 1 percent of the total 


TABLE 5.14 
POSITIONS OF AIRCRAFT FOR SHOTS TEAK AND ORANGE 


Shot Teak 
Shot Orange 
B-36's 
P2V 
B-36's 
P2V 


ft 
ft 
ft 
ft 


Slant Ranges 
480,000 
396,000 
436,000 
396,000 


Altitudes 
30.000 
22,000 
30,000 
30,000 


thermal energy has been radiated up to this time. A few milliseconds have elapsed since the be- 
ginning 
:he detonation. 
5. The temperature of the shock front continues to drop as it expands, and again becomes 
transparent to visible radiation. The radiant power of the fireball again reaches a maximum 
(greater than the first) and subsequently radiates about 35 percent of the bomb's energy in a 
visible pulse lasting several seconds. 
The general effect of decreased ambient air density (at high altitudes) was expected to influ- 
ence fireball phenomena in at least three ways. First, the hydrodynamic coupling mechanism 
by which the air-blast wave is generated will change in such a way that less energy will appear 
as air blast, and more will remain in the form of thermal radiation. Second, the molecules 
responsible for absorption of thermal energy, particularly N02 and HNOa, will be produced in 
smaller quantities, again increasing the proportion of thermal energy. Third, and most im- 
portant, the increased mean-free path for nuclear and thermal radiation will result in the dep- 
osition of large amounts of energy in the atmosphere at large distances from the detonation. 
Several studies were made which permitted at least qualitative predictions of effects from 
Shots Teak and Orange. In general, these indicated that the growth of the fireball would involve 
considerably different mechanisms than those described above. 
Hydrodynamic coupling at 250,000 feet was expected to begin at times as late as a second 
and also to be quite weak. If so, most of the energy of the bomb would be deposited by gamma 
and thermal X-rays at long ranges from the bomb. Deposition of energy would excite, disso- 
ciate, and ionize the molecules of the atmosphere, and the subsequent behavior of the atmosphere 
would determine the nature of the visible phenomena. It is to be expected, then, that the thermal 
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radiation from Shot Teak would appear to be a single fast pulse (having little or no evidence of 
the usual minimum) conSisting mostly of discrete emissions of the atmosphere, rather than the 
usual black-body emission. 
Hydrodynamic transport of energy is important at 125,000 feet, although probably not as effec- 
tive as it is at sea level. It was difficult to predict the nature of Shot Orange, since it was ex- 
pected to have characteristics of both sea level and high-altitude bursts. 


5.6.3 Instrumentation. Since the nature and magnitudes of the thermal phenomena could not 
be accurately predicted, extensive instrumentation was required to provide Wide dynamic range, 
provide sufficient backup to assure a high degree of success, and cover the spectral region of 
interest. 
The thermal instrumentation was carried in the three aircraft used on Shot Yucca. The 


pOSitions of the aircraft at H hour for Shots Teak and Orange are shown in Table 5.14. 


5.6.4 Results. The thermal program was almost completely successful on both Shot Teak 
and Shot Orange. All projects obtained complete sets of data, except for infrared spectrometer 
data on Shot Teak. 
The thermal measurements made on Shots Teak and Orange require extensive analysis before 
a complete picture can be presented. However, the data available give a reasonably good indica- 
tion of the nature of some phenomena. 


Photo g r ap hy. 
Figures 5.26 and 5.27 show high-speed photographs of the Shots Teak and 


Orange fireballs. It should be pOinted out that the word fireball means the extent of the early 
visible effects and has a different significance from the sea-level case. It is seen that the top 
of the Shot Teak fireball is hazy and indistinct, while the bottom is sharp and well defined. This 
effect is undoubtedly caused by the fact that the difference in density at the top of the fireball is 
less than that at the bottom, by a factor of four. The vertical streak through the Shot Orange 
fireball is probably the beginning of the aurora caused by electrons oriented by the geomagnetic 
field ionizing the nitrogen of the air. 
Streak photographs of Project 8.3 are shown in Figures 5.28 and 5.29. These represent the 
envelope of the expanding fireball as a function of time, the time scale being horizontal. 


Thr~e regions of different intensity can be seen in the streak photographs of Shot Teak. The 
diameters of all three are plotted in Figure 5.30, along with the diameter which would be pre- 
dicted by scaling a sea-level fireball to 250,000 feet. The earliest data show that the outer edge 
of the Shot Teak fireball has expanded with an average velocity of 5 x 10~ cm/sec for the first 
100 p.sec, a speed corresponding to one sixth the speed of light. The diameter at the end of ten 
msec is more than ten miles. Comparison with the radius which would be predicted on the basis 
of the usual hydrodynamic scaling procedure (Equation 5.1) clearly shows that the me.chanisms 
which produced the visible phenomena on Shot Teak are greatly different from those which pro- 
duce a fireball at lower altitudes. It is expected that analysis of the photographs and other rec- 
ords will eventually confirm some of the theories which were proposed to describe high-altitude 
phenomena. 
The r m a I In ten s it y . 
Figures 5.31 through 5.40 show the intensity versus time records 
obtained in the specified spectral regions, plus the bolometer records, which record allthermal 
radiation. For comparison, a typical thermal pulse of a 3.8-Mt air burst is included (Figure 
5.41). The short thermal duration shown by the bolometers is a characteristic of the instrument; 
the actual thermal durations are given more accurately by the photocells. No immediate com- 
parison of thermal deposition rate (watts/cm2) for sea level versus high altitude shots can be 
given, but it can be pointed out that the total energy in the Shot Teak and Shot Orange pulses is 
at least as great as the energy in the sea-level pulse and is delivered in less than a second. 
The thermal pulses from Shot Teak show no evidence of the usual minimum and second maxi- 
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0.58 msec 


9.28 msec 


Figure 5.26 Shot Teak fireball. 
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1.16 msec 


:105 msec 


0.43 msec 


100.2 msec 


Figure 5.27 Shot Orange fireball. 
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Figure 5.30 Shot Teak diameter-time data. 
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Figure 5.31 Shot Teak thermal pulse from FUV No. 57 (far-ultraviolet), 2,000 to 2,500 A. 
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Figure 5.32 Shot Teak thermal pulse from NUV No. 78(d) (near-ultraviolet), 2,500 to 3,950 A. 
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Figure 5.33 Shot Teak thermal pulse from VIS No. 23 (visible), 3,950 to 5,000 A. 
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Figure 5.34 Shot Teak thermal pulse from m No. 48 (infrared), 5,000 to 10,000 A. 
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Figure 5.35 Shot Teak thermal pulse from Bolometer No.2. 
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Figure 5.36 Shot Orange thermal pulse from FUV No. 57, 2,000 to 2,500 A. 
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Figure 5.37 Shot Orange thermal pulse from NUV No. 78(d), 2,500 to 3,950 A. 
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Figure 5.38 Shot Orange thermal pulse from VIS No. 31, 3,950 to 5,000 A. 
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Figure 5.39 Shot Orange thermal pulse from IR No. 16, 5,000 to 10,000 A. 
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Figure 5.40 Shot Orange thermal pulse from Bolometer No.2. 
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mum, again confirming that unus';1al mechanisms affect the disposition of energy from high alti- 
tude shots. 
The Shot Orange records show a longer thermal duration than Shot Teak records. There is 
a thermal minimum in the infrared region and a plateau lasting about 300 msec in the visible 
and ultraviolet bands. Although Shot Orange indicates evidence of mechanisms common to low- 
altitude bursts, the total thermal duration is still less than a second. 
In f r are d . 
The only data on infrared radiation (20,000 A to 120,000 A) from Shot Teak was 
provided by the infrared mapping device, a modified ANI AAS-4 (XA-2). A positioning error 
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Figure 5.41 Approximate thermal pulse, 3.8 Mt air burst. 


placed the Shot Teak fireball outside the field of view of the monochromator. Because of the rel- 
atively slow sweep-repetition rate of the mapping device (one complete sweep every 1.3 seconds), 
the first observation of the Shot Teak fireball was made 1.025 seconds after detonation. The re- 
sults are shown in Figure 5.42. 
Although the observations were made at relatively late times, the maximum diameter of the 
infrared fireball was almost 200,000 feet. 
The next scan, 2.325 seconds after Shot Teak detonation, recorded no observable infrared 
emission. 
Successful measurements were made on Shot Orange with both the infrared mapping device 
and the monochromator. The mapping device recorded infrared emission for 18 seconds. Re- 
sults of the first scan are shown in Figure 5.43. It is seen that the extent of infrared emission 
(average diameter about 120,000 feet) is considerably larger than the visible fireball (about 
20,000 feet diameter). 
The spectral data from the monochromator are shown in Figure 5.44. Further calibratioIfof 
the equipment is necessary before absolute values of infrared intensity can be reported. 
The r m a I S P e c t r a . 
Spectral structure of the Shot Teak and Shot Orange thermal pulses 
was determined from the photographic records shown in Figures 5.45 and 5.46. The vertical di- 
mension represents wave length. Shot Teak records show intense Teller light in the first few 
jJ.sec, consisting primarily of emission bands of the first positive system of N2 and a few bands 
of Ni and the second positive system of N2• After the Teller light, the bomb light appeared to 
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Figure 5.42 Fireball radius versus time, Shot Teak. (Add 1 second for true time.) 
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Figure 5.43 Fireball radius versus time, Shot Orange. 
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Figure 5.44 Spectral irradiance versus time, Shot Orange. 


Figure 5.45 streak spectra of Shot Teak. Zero time at the le1t. 
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consist mainly of intense emissions from N2, Nt, and ot. Almost negligible emission continuum 
was observed, indicating that the fireball was not radiating like a black body. The absence of an 
emission continuum would preclude observation of any absorption bands which might have been 
present. 
Bomb light spectra from Shot Orange was much different from that of Shot Teak. Teller 


Figure 5.46 Streak spectra of Shot Orange. Zero time at the left. 


light was C!.gain observed, but it consisted only of the second positive system of N2 and a few 
bands of Nt. A strong emission continuum was observed throughout the thermal pulse. Ab- 
sorption bands due to N2+, 0 3 and other constituents were observed. 


5.7 
DESTRUCTIVE EFFECTS OF VERY-HIGH-ALTITUDE DETONATIONS 


5.7.1 Objectives. Project 8.6 directed its efforts toward assessment of the destructive ef- 
fects specifically associated with nuclear bursts at very-high altitudes by participating in Shots 
Teak and Orange. Particular emphasis was placed on X-ray effects. An instrumented pod was 
affixed to the Redstone afld was ejected from the missile prior to burnout so as to be in close 
proximity to the device at burst time. The specific objectives were as follows: 
1. Measurements of the effect of X-rays were attempted on a variety of structural materials. 
These measurements were made to evaluate the impulsive loadings to be expected on ballistic- 
missile structures and also on flimsy structures characteristic of decoys. It was also hoped 
that measurements of the absolute intensity and the spectral distribution of the X-rays could be 
made. Measurement of X-ray effects were restricted to Shot Teak (altitude, 250,000 feet), 
since the mean-free path of this radiation was too short to reach an appreciable distance in 
Shot Orange (altitude. 125,000 feet). 
2. For both Shots Teak and Orange, theory predicted a rather long (several seconds) thermal 
pulse following the high-intensity, short-duration first pulse. The long thermal pulse might 
have been capable of melting an appreciable quantity of metal. Measurements of the character- 
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istics of this long pulse were, therefore, atte mpted. 
3. Shot Orange, at 125,000 feet, was expected to furnish a measureable blast effect at dis- 
tances of 8,000 feet. Measurements of the static and dynamic pressure at this range were, 
therefore, attempted. In addition to the conventional blast effect, the vaporization of the missile 
wall resulted in a blow-off pressure that was predicted to be larger than the blast overpressure 
at 125,000 feet. Instruments were, therefore, designed to independently measure both the blast 
and blow-off overpressures. 
4. For both Shot Teak and Shot Orange, the neutron mean-free path had been calculated to 
be extremely long so that neutron measurements were made during both events. The absolute 
flux and the energy spectrum were of interest to vulnerability studies; hence, both of these quan- 
tities were measured. Since low-energy neutrons (less than 1 ev) are not emitted from a bu 
at this altitude an 
do eff 


When these neutrons reached the earth's atmosphere at approximate- 
ly 1 
feet, however, they were thermalized to less than 1-ev energy, and a certain fraction 


of them were reflected to the pod. A measurement of the neutron flux below 1 ev, therefore, 
gave a measure of the thermal-neutron albedo. 
5. 
The experiment was designed so that all of the instrumentation was simple in concept. If 
there were any effects of a nuclear burst at high altitude which had not been predicted, it was 
hoped that the effect on the pod instrumentation, and on the pod itself, would be measurable. 
Recovery of the pod was essential to a determination of any new effects and for substantiating 
or disproving old theories on the nature of very-high-altitude detonations. 


5.7.2 Background. Above 250,000 feet, two radiations, neutron and X-ray, may be used to 
nullify the ICBM attack. The neutrons may destroy the effectiveness of the nuclear warhead by 
melting the fissionable material (with the aid of the bonus energy due to neutron-induced fission). 
The X-rays. on the other hand, may induce a structural failure of the missile. This structural 
failure is caused by the following sequence of events: (1) The X-rays penetrate the missile wall 
for a short distance. (2) The energy dissipated within the thin outer layer by the X-rays, as 
they are absorbed, serves to raise this layer to an extremely high temperature and pressure. 
(3) The pressure is suffiCiently high to cause the thin layer of metal vapor to expand explosively; 
imparting a large impulse to the wall. (4) The wall is forced inward at high velocity and may 
fail if the yield pOint of the material is surpassed. 
The two applications of this X-ray impulse are to the destruction of ICBM re-entry bodies, 
and to the destruction of the accompanying swarm of decoys. The particular interest of X-rays 
with respect to the latter is that there may be an extremely large de~tructive range (of the order 
of ten miles) within which a whole swarm of decoys could be destroyed. 
Below about 60, ODD-foot altitude, the fireball of a nuclear detonation has a temperature-time 
history similar to that of a sea-level detonation. The high-temperature environment is capable 
of vaporizing enough metal to be considered an effective threat to ICBM re-entry bodies. If the 
re-entry body is constructed of an organic material such as plastic, however, the thermal ef- ' 
fects of a blast will almost certainly be negligible. This fact has emerged from the field exper- 
iments during Operations Redwing and Plumbbob. In this case, the most-important lethal effect 
to a blast-resistant re-'entry body would be the melting of the fissionable material by the neutron 
flux from the defensive weapon. 


ASSOCiated with the rapid vaporization rate of materials in a high-temperature fireball is a 
concentration of energy at the surface of the ablating wall. This concentration of energy leads 
to a pressure in excess of the isothermal-sphere pressure. Efforts have been made during sea- 
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level tests to detect this so-called blow-off pressure, but no clear-cut measurements have been 
made. For altitudes very-much above 125,000 ~eet, the isothermal sphere cools rapidly; hence, 
the blow-oU pressure does not exist for a long-enough time to cause static loading. The blow-off 
effect is analogous to the X-ray impulse; the major difference between the two phenomena is that 
the X-rays instantaneou~ly penetrate a finite thickness. while the thermal flux must penetrate the 
vapor barrier by a diffusion process. 
Following the thermal X-ray pulse of energy and the subsequent radiative-transport phaSe, 


there remains a relatively low temperature fireball of large radius. The fireball persisted for 
times of about 5 seconds for Shot Orange and 20 seconds for Shot Teak. A ballistic missile mov- 
ing with a velocity of 6 km/sec would have spent about 21/2 seconds in the Shot Orange fireball 
and 5 seconds in the Shot Teak fireball. These times are sufficiently long to cause appreciable 
melting of a metallic wall. The energy required to melt a given thickness of most metals is 
less than !jIO the energy required to vaporize the same thickness. Thus, the late, perSistent . 
fireball of a very-high-altitude detonation would be an effective agent in destroying a metal-walled 
ballistic missile. This late fireball was predicted to contain about 25 to 50 percent of the total 
yield of the weapon. 
/ 


The absorption length in air of thermal X-rays emitted by a nuclear weapon is too short for 
X-rays to be of tactical importance below a 250. ODD-foot altitude. Sinet: an TCBM kill above 
this altitude would be desirable, it is 
felt that this fact is a severe limitation to 


mu 
-ray impulse may be 
calculated: first, the emission of thermal X-radiation by the nuclear device itself and, second, 
the conversion of the X-ray energy to mechanical impulse at the wall of the missile. No exact 
calculation existed before Shot Teak of 


- .. ... ...... 
... 


. 


preciable mechanical effects, and the structural loading on the pod was predicted to cause struc- 
tural damage for certain orientations of the pod axis with respect to the burst point. 


5.7.3 Method of Experimentation. A conical nose was employed in order to provide the prop- 
er aerodynamic characteristics for the pod while being carried by the Redstone and during the 
period immediately after its ejection from the missile. The conical nose, however, had the dis- 
advantage of offering no surface upon which instruments could be located directly faCing the det- 
onation. Therefore, a system was used whereby some few seconds after ejection of the pod, t1:6 
conical nose was separated from the main instrument- bearing body by an explosive disconnect. 
After separation of the nose cone, th'e pod presented a flat surface on which were situated instru- 
ments for measuring the effects of a nuclear detonation. During the pod's descent, the flat front 
surface provided a large aerodynamic drag and reduced the velocity of the falling pod. A two- 
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stage-parachute system slowed water entry to preclude hydrodynamic-impact damage. Upon 
water entry, the tail section was jettisoned by the action of an explosive device initiated by a 
salt-water-activated battery. Devices to facilitate location and recovery of the floating portion 
were thus exposed. These devices included radio transmitters, flashing light, and sea dye. 
The instrument casting (canister) which was located behind the nose cone was designed to 
house all the necessary instrumentation and to withstand the impulse loads due to the X-radiation. 
The instrumentation was designed to fit holes tapped to take devices of a cylindrical configura- 
tion. Figure 5.4 7 shows the machined canister. 
When X-rays impinge upon a material, they are absorbed before penetrating an appreciable 
thickness. For a sufficiently intense X-ray pulse, this material will be vaporized and, hence, 
will eXI-and into surrounding space. This mass motion will impart a momentum to the unvapor- 
ized material. The nature of the experiment required that a permanent record of the momentum 
be made. This was done by using the available momentum to permanently deform a metal. The 
device used consisted of a piston coated on one end with the material to be exposed to the X-ray 
pulse. The other end was a 60-degree conical section. The point of this piston was allowed to 
impinge upon a copper anvil. When the X-rays vaporized the material on the face of the piston, 
the latter gained all the resulting momentum and was driven into the anvil. The depth to which 
the piston penetrated the copper was a function of the kinetic energy of the piston. An attempt 
to lengthen the impulse time was made by attaching the material to be studied to a linen-filled 
phenOlic, which was in turn fixed to the piston. The effect of the phenolic was to act as a bumper 
to slow the shock wave by multiple reflections. The overall effect of this pulse-lengthening tech- 
nique was to cause the piston to move into the copper anvil with uniform velocity. 
The selection of materials to be used on the faces of the pistons was determined by the mass- 
absorption coefficient of the material and its thermodynamic properties. The test materials 
selected were: lead, gold, zinc, aluminum, carbon, and phenolic plastic. At least one of each 
of these various materials was exposed to the burst from the instrument casting; only lead and 
zinc were exposed around the periphery. 
Four different types of impulse-measuring devices were used in this experiment. Figure 5.48 
is a photograph of the Simplest of these deVices, the single piston. The threaded body of this 
device screwed into the instrument casting. Wherever pOSSible, the impulse-measuring 
instruments were designed so that the anvils retracted after the X-ray-impulse measurement. 
Three different-sensitivity calorimeters were used to measure the total X-ray intensity in- 


-''ient on the pod. A small lead or copper foil was irradiated by the X-rays through a pin hole. 
The space between the pin hole and foil was filled with plastic, beryllium, or copper foam. The 
effect of the foam was two-fold; it acted as a window through which X-rays, and not thermal ra- 
diation, could pass, and it provided the thermal insulation necessary to isolate the foil from its 
environinent. The rear of the foil was painted with four temperature-sensitive paints, which 
recorded the peak temperature of the foil. 
The melting of a thin film offietal by the X-rays was used as a method of determining the 
orientation of the pod with respect to the burst. A small cylinder of styrene was coated with a 
thin film of carbon. The X-rays were allowed to pass into the styrene through a pinhole. The 
effect was to leave a spot on the carbon coating. The orientation of the styrene cylinder with 
respect to the axis of the pod was determined by having the pinhole slightly off the axis of the 
cylinder. The orientation of this hole with respect to some fixed reference on the instrument 
casting face was then carefully measured. A determination of the orientation of the axis of the 
pod was then a simple geometry problem. 
The neutron-measuring apparatus consisted of five threshold-detecting foils. The foils were 
provided by the Army Chemical Warfare Laboratory. The gold foils used to determine the num- 
ber of thermal neutrons at the pod were mounted as close to the face of the front casting as pos- 
sible. An unshielded foil was placed at the rear of the calorimeter with the carbon window, 
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Figure 5.47 Nose cone and instrument canister. 


Figure 5.48 Photograph of single piston device. 
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while a cadmium-shielded foil was placed at the rear of the similar calorimeter with the beryl- 
lium window. The other neutron foils were mounted in a package foamed into a space near the 
tail of the pod. 
The heart of the device for measurement of thermal intensity was a thin copper disk, which 
was positioned at the bottom of a cone-shaped cavity. At the vertex of the cone was a small hole 
to permit the radiation to enter. The front of the disk was blackened to absorb all radiations in- 


Figure 5.49 Front face of instrument casting (Shot Teak). 


cident on it, and the back surface was dotted with an array of temperature-sensitive paints. As 
the radiation entered the small hole and heated the copper, the paints melted, one by one, there- 
by indicating the maximum temperature to which the disk rose. The information could then be 
used to find the time duration and intensity of the thermal pulse. 
Ablation measurements were made by exposing the face of a cylindrical test specimen to the 
fireball and observing how much of the material was ablated. The materials studied were: iron, 
zinc, copper, magneSium, aluminum, carbon, bakelite, and polystyrene. 
Figure 5.49 is a photograph of the front face of the casting after all of the instrumentation had 
been installed. Scribe lines are visible on most of the devices, as well as on the casting itself. 
These lines were used to determine the orientation of the various devices before and after the 
burst. Figure 5.50 is a photograph of the instrument casting from the side. It illustrates the 
installation of the calorimeters and single-piston devices. Figure 5.51 shows the installation 
of the thermal-intensity device. 
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Figure 5.50 Side view of instrument casting (Shot Teak) . 


Figure 5.51 Installation of thermal-intensity device. 
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5.7.4 Results. The Sho~Teak pod was recovered about four hours after the detonation. There 
appeared to be large thermal X-ray-induced mechanical impulses of even .greater intensity than 
had been predicted. These impulses were c,apable of producing structural 
as evidenced 
by the severe 
incurred 
the front-instrument 
of the 


The thermal-neutron albedo of the atmosphere at th0 
::Innl"'p('l::1lhle. 
neutron foils were recovered in sufficient time to allow 
all of them to be counted. Table 5.15 summarizes the preliminary results of the neutron-intensity 
measurements. The long thermal pulse (of the order of 100-200 cal/cm2) may have been suffi- 
ciently intense to cause some effects on a thermally-vulnerable missile. 
The environment to which the Shot Orange pod was exposed was far more severe than that oi 
the Shot Teak pod. The use of a finned pod (a requirement placed on the project for aerodynamic 


TABLE 5.15 
NEUTRON INTENSITY MEASUREMENTS 


Nuclcar 
Range of Neutron 
Half Lifc 
MC:lsurcd 
Prcdlcted 
Activ:ltcd f.fateri;.l 
Interaction 
Energies Detected 
Neutron Intcnsity 
Neutron Intensi ty • 


n/ernl 
n/crn~ 


Gold (AUIS7) 
n, 'Y 
o to 1 ev 
2.7 days 
(Cadmium difference) 


Neptunium (Np~51) 
n, f 
0.75 to 15 Mev 
t- I.7(t in hours) 


Uranium (Ul38) 
n, f 
1.5 to 15 Mev 
t -I.l(t in hours) 


Sulphur (S3l) 
n, p 
3 to 15 Mev 
14.3 days 


Zirconium (Zrso) 
n, 2n 
12 to 15 Mev 
78 hours 


• The predicted neutron intensity (at a slant range of 23,000 feet) does not include any albedo effects. 


reasons) rendered the pod particularly vulnerable to moderate-blast loads. The centrifugal 
forces on the ends of the pod were predicted to be of the order of 500 g for a time of approxi- 
mately 20 seconds. The parachute-ejection system and all other mechanical parts were de':' 
signed to withstand this load. The Shot Orange pod sank either because of damage suffered 
during the blast, or all of the various devices to facilitate location and recovery were sufficient- 
ly damaged by the blast to be inoperative. Despite an all-night and a 10-hour daylight search by 
various air and surface components, the Shot Orange pod was not recovered. 


5.7.5 Conclusions. Any important conclosions relative to the specific objectives of ICBM- 
material vulnerability from the effects of a very-high-altitude nuclear detonation must await 
thorough analyses of the recovered instrumentation. The results of these analyses will be pre- 
sented in the Project 8.6 final report (Reference 21). 


5.8 
TEMPERATURE, DENSITY, AND PRESSURE OF THE UPPER ATMOSPHERE 
DURING A VERY-HIGH-ALTITUDE NUCLEAR DETONATION 


5.8.1 Objectives. The objectives of Project 9.ld were to measure the density of the upper 
atmosphere between 200,000 and 300,000 feet MSL and from this basic measurement to calcu- 
late the temperature and pressure. 


5.8.2 Background. This project was undertaken to provide basic data on the properties of 
the atmosphere in the region between 200,000 and 300,000 feet. Such information would support 
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data obtained in experiments estal;>lished for evaluating weapon effectiveness: Though experi- 
menters have conducted similar tests in geophysical research" to obtain information on the prop- 
erties of the atmosphere at high altitudes, this was the first time the problem was approached 
in connection with a nuclear detonation. 


5.8.3 Experimental Plan. The technique employed was to measure the drag acceleration of 
a sphere as it fell to earth when released from a rocket vehicle at an extreme altitude. The 
sphere contained the air-borne instrumentation consisting of a transit-time accelerometer, a 
telemetering transmitter and subcarrier oscillator, and a DPN-19 radar transponder. 
The transit-time accelerometer was an instrument designed to measure the difference be- 


Figure 5.52 Complete sphere assembly. 


tween the acceleration of gravity and the acceleration of the body in which the instrument is 
mounted. Data from this device was presented as a time interval, proportional to the accelera- 
tion difference,which was a function of the average air density over the time interval measured. 
The accelerometer consisted of a reference body, called the bobbin, and a contact ring. The 
latter was rigidly attached to the sphere and, hence, was the body upon which the drag force 
acted. The bobbin contained an electromechanical caging mechanism, which positioned the bob- 
bin a known distance from the contact ring, released the bobbin once it was in place, and re- 
caged the bobbin after it struck the contact ring. The sphere telemetry system transmitted the 
time interval between the release of the bobbin and its contact with the contact ring. The accel- 
erometer operation commenced shortly after sphere ejection and continued throughout the flight. 
A plastic cover housed the complete sphere assembly; a plated configuration on the outside 
of this cover served as the telemetering antenna. An O-ring seal retained bobbin-exhaust pres- 
sure inside the sphere, and the pressure was periodically vented by a differential valve. Ex- 
ternal power for ground operation of the telemetering transmitter and radar beacon was applied 
through flush-mounted pins. Figure 5.52 shows the bobbin, the sphere assembly, 'and the plastic 
cover. 
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Figure 5.53 Head assembly, exploded view. The frangible 
blow-off ring is attached to the nose cone and is followed in 
sequence by the sphere, the pressure plate, the blasting-cap 
manifold, the programmer, and the aft-body section containing 
the ballast and external power cable. 
' 


. Figure 5.54 Aspen vehicle in firing position. 
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A Nike-Asp (Aspen) two-stage vehicle was used to fire the sphere into the atmosphere. The 
first stage was a standard Nike booster employing the four-fin configuration used by the NACA. 
The second stage was an Asp atmospheric-sounding rocket originally developed by Cooper De- 
velopment Corporation for use during Operation Redwing. The head assembly (Figure 5.53) con- 
tained the sphere, programmer, ejection mechanism, and ballast. The Aspen rocket was fired 
from a modified Nike launcher. First-stage ignition was provided by a hard-wire system from 
the firing bunker to the Nike booster. At launch, acceleration started the programmer which 
fired the Asp and ejected the sphere (at 175,000 feet). Density measurements then began. Fig- 
ure 5.54 shows the Aspen vehicle in firing position. 
The tracking radar was an MSQ-IA system located on Sand Island, about 8,000 feet from the 
launch site. A Boeing data recorder photographed angles of elevation and azimuth, range, and 
time as generated by the radar. A telemetry ground station contained receiving and data- 
recording equipment. The telemetry system provided accelerometer-transit time versus night- 
time information. The modulated telemetry carrier from the receiver was registered on mag- 
netic tape. An oscillograph and a I6-mm data camera recorded the output from the discriminator. 
Data reduction would have consisted of reading applicable film or oscillograph records and 
was to have been carried out by students at the University of Hawaii. The radar data would have 
been card punched and processed through an IBM 650 computer to give altitude and total velocity 
as a function of flight time. The telemetry data, the total velocity, and a stored table of drag 
coefficients as a function of Mach and Reynolds numbers would then have been used to compute 
density, pressure, and temperature. The method may be summarized as: (1) measure the drag 
acceleration; (2) use the drag equation for a sphere to obtain the density; (3) integrate, using 
the hydrostatic equation of state to obtain the pressure; and/or (4) integrate, using the hydro- 
static equation of state and the universal gas law to obtain the temperature. 


5.8.4 Results. Four soundings were made, all of which were unsuccessful. Firing of sub- 
sequent rounds was cancelled. 


5.8.5 Conclusions. The Nike-Asp, instrumented-sphere system requires further develop- 
ment to prove its suitability for obtaining high-altitude atmospheric data. The DPN-19 radar 
beacon was unreliable for its application to the falling-sphere technique of measuring this data. 
The type potassium-hydroxide batteries used were not reliable and were difficult to service. 
The sphere packaging did not provide easy access for servicing of components. Excessive time 
was expended in preparing the sphere for flight. The two second-stage-ignition failures which 
occurred were attributed to either mishandling of the rocket or programmer malfunction and 
did not indicate any characteristic trouble which might provide an approach to a solution of the 
problem. 


5.8.6 Recommendations. Further refinement of the sphere system should be accomplished, 
and adequate developmental tests of the entire system should be completed, prior to any further 
field participations. 
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6.1 
INTRODUCTION 


Chapter 6 


BLAST and SHOCK 


The Armed Forces have a requirement for design of facilities which would survive near a 
nuclear burst. Data considered necessary to fulfill this requirement include an accurate defi- 
nition of the environment in which structures and their contents must survive, a knowledge of 
the response of the structures to the environment, and a knowledge of the response of the con- 
tents of the structure. Five projects of Program 1 had the objective of providing the free-field 
blast and shock conditions near a nuclear detonation. Experiments were conducted to measure 
and analyze crater dimensions; air-blast pressures; and ground-shock pressures, accelerations, 
shock spectra, and displacement. 
Many studies have been made of blast and shock parameters on past operations, and particu- 
larly on Operation Plumbbob. Operation Hardtack projects were designed to extend the available 
data to include the effect of three important values: soil type, long-duration blast waves (from 
high-yield devices), and higher pressures than previously studies. The effect of high (Mt range) 
yields, and the associated long duration air-blast waves can be determined only in the EPG, be- 
cause of yield restrictions in effect at NTS. 
The specific objectives to be fulfilled by each project are listed below: 
1. Project 1.4 had the objective of measuring the physical dimensions of craters produced 
by Operation Hardtack shots, and of measuring the residual ground displacement outside the 
crater. 
2. Project 1. 7 had the following objectives: (a) to measure overpressure and dynamic pres- 
sure versus time as a function of ground range in the high-pressure region; (b) to provide free- 
. field input data and instrumentation support for other projects in Programs 1 and 3. 
3. Project 1.8 had the objective of measuring ground motion (acceleration and relative dis- 
placement) as a function of depth, range, and yield. 
4. Project 1.9 had the objective of determining the following factors: (a) attenuation of soil 
pressure above and below the water table; (b) the effect of air-blast-wave duration on pressures 
transmitted through the soil; (c) the effect of flexibility on the pressure transmitted to a struc- 
ture; (d) the ratio of horizontal to vertical underground pressures. 
5. Project 1.12 had the objective of determining the surface level shock spectra (displace- 
ment, velocity, and acceleration) as a function of distance and yield. 
The physical location of the project instrumentation was critical in several respects. First, 
a land mass of considerable size was needed to provide sufficient space to accommodate the de- 
sired instrumentation layout. A blast line several thousand feet long was needed for Project 1.7; 
Project 1.8 required space to drill twelve holes 100 feet deep; and Project 1.9 needed two trenches 
over 100 feet long. Second, it was necessary to partiCipate on two shots, one in the kiloton range 
to compare with Shot Priscilla of Operation Plumbbob, and one in the megaton range to allow a 
study of the effect of the resulting longer positive-phase duration blast wave. The choice of shot 
participation was quickly narrowed to Shots Koa and Cactus, having predicted yields of 2 Mt and 
15 kt, located on Sites Gene and Yvonne. Although the zero height of burst was representative 
of many probable applications, it represented a variable, since little previous data was available 
for this type of burst. 
Figures 6.1 and 6,2 show the final locations of the project instrumentation stations. 
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6.2 
CRATER MEASUREMENTS 


Cratering effects of nuclear devices were investigated during Operations Greenhouse, Buster- 
Jangle, Ivy, Castle, Teapot and Redwing. Measurements consisted essentially of preshot and 
postshot surveys, and the radius and depth data obtained was used to establish an empirical pre- 
diction method. Three crater-effect shots were made at NTS: Jangle U, Jangle S, and Teapot 
Ess. Data from these shots, plus extensive high-explosive cratering studies (such as Operation 
Mole), were the basis for the TM 23-200 sandy-soil curves for crater radius and depth versus 
height of burst (Reference 15, Figures 2.20 through 2.26b). Data from craters at the EPG were 
observed to form a curve of the same general shape as the sandy-soil curve, and, therefore, 
\ 
the EPG craters were incorporated into the prediction method by means of multiplication fac- 
tors to be used with values from the sandy-soil curve. A typical factor indicated that craters 
formed in saturated coral and washed by waves are twice as large in diameter as a crater at the 
NTS produced by a device of the same yield. 
Knowledge of surface bursts is important since the surface burst appears to be the most prob- 
able tactical condition for producing craters. It is apparent from Figures 6.9 and 6.10 that con- 
siderable scatter exists in the near-surface burst data from previous EPG operations. Additional 
data were needed to confirm the tentative curves and scaling factors used to describe EPG craters. 
All crater data were obtained by means of preshot and postshot surveys. Three surveying 
methods were used: stereographic aerial photography, rod and transit surveys, and fathometer 
and lead-line soundings. 
Aerial photography was provided through Program 9, and was accomplished using an RB-50 


aircraft equipped with a T-ll gyro-stabilized aerial camera. Aerial surveys were made of Shots 
Koa and Cactus, (Figures 6.5 through 6.8). 
Rod and transit surveys were made of the land areas around Shots Koa and Cactus,. along the 
radii shown in Figures 6.3 and 6.4. Lead-line surveys were made where it was necessary to ex- 
tend the radii over parts of the reef which were covered with water. In addition, a number of 
concrete gage pads, pipeline supports, etc., were surveyed out to several crater radii to deter- 
mine residual ground displacement. 
Fathometer surveys were made of barge Shots Oak, Holly, Magnolia, Butternut and Yellow- 
wood as part of the normal operations of Holmes and Narver, and the results were made available 
to Project 1.4. 
Preshot and postshot aerial photographs and topographic surveys of Shots Koa and Cactus are 
shown in Figures 6.3 through 6.8. Scaled data are plotted with previous data in Figures 6.9 and 
6.10. The most apparent feature of the results was that the crater from Shot Koa had the largest 
scaled radius (by a factor of 15 percent) ever measured. It is interesting to note that Shot Semi- 
nole, which had the next largest scaled radiUS, and Shot Koa were detonated inside almost identi- 
cal water tanks, each containing about a million pounds of water. It is believed that the water 
shielding changed the energy partition and increased the energy coupling to the ground. 
The Shot Cactus crater compared well with the TM 23-200 sandy-soil curve when the environ- 
mental factors (Figure 2.20, Reference 15) are applied. The scaled radius is divided by the 1.5 
factor given for unwashed craters in saturated soil, and divided by 0.9, because the Site Yvonne 
soil structure is more rocklike than the Nevada soil upon which the sandy-soil curve was based, 
but not as hard as granite or sandstone, for which TM 23-200 gives a factor of 0.8. 


6.3 
AIR BLAST 


Air-blast measurements of some kind have been made during every operation since Trinity, 
and the data accumulated probably represents the most extensive documentation of a single phe- 
nomenon available in the effects field. Nevertheless, certain areas exist in which data is needed 
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Figure 6.3 Cactus: Preshot and postshot surveys. 
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Figure 6.4 Koa: Preshot and postshot surveys. 
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Figure 6.5 Cactus preshot aerial photograph. 


Figure 6.6 Cactus postshot aerial photograph. 
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Figure 6.7 Koa preshot aerial photograph . 
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Figure 6.8 Koa postshot aerial photograph. 
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Figure 6.9 Crater radius versus height of burst, scaled to 1 kt. 
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Figure 6.10 Crater depth versus height of burst, scaled to 1 kt. 
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to verify theoretical studies, extrapolation techniques, and prediction methods. Of primary in- 
terest at the moment is the region of pressures up to 1,000 psi, and particularly those produced 
by surface bursts. 
Pressures from a surface burst ideally would appear to have been produced by a burst twice 
as large as the actual yield, based on a free-air prediction method. The reason, of course, is 
that all the energy from a surface burst appears in a hemisphere (assuming an ideally reflecting 
surface), rather than in a sphere as for the free-air case. Strictly speaking, it would seem that 
the 2W correlation should apply regardless of reflection-factor considerations, since the 2W as- 
sumption is incorporated into the hydrodynamic calculations used to determine the yield of thermo- 
nuclear devices. Nonetheless, it has been found in past operations that pressure data correlate 
better if the free-air curve for 1 kt is scaled to 1.6 to 1.8 kt, rather than the ideal value of 2 kt. 
lt is current practice to use the TM 23-200 free-air curve (Figure 2.3, Reference 15) scaled to 
1.6 kt to correlate pressures from a surface burst. 
There is some doubt as to the probability of precursor formation from surface bursts. A pre- 
cursor was observed on Shot LaCrosse, (37.8 kt), Operation Redwing, but it was believed that 
this case represented about the lowest yield which could be expected to form a precursor under 
surface-burst conditions. Shot Zuni of Operation Redwing (3.53 Mt) produced a clearly defined 
precursor, but Operation Castle Shot 6 (1.7 Mt) did not. It was hoped that Shots Koa (1.3 Mt) and 
Cactus (18 kt) would give further data on precursor phenomena from surface bursts. 
Results of a study of the very-low-pressure region (less than 1 psi) carried out at the NTS in- 
dicated that there are atmospheric inhomogeneities such as thermal inversions which often re- 
sult in large prediction errors. It was desired to conduct a similar study in the more homoge- 
neous atmospheric conditions of the EPG to determine whether pressures at long ranges could 
be accurately predicted under any circumstances. The data are useful not only as input for 
blast-sensitive military targets (such as blimps) but also as an aid to predictions needed during 
the test series. 
The blast line layouts for Shots Koa and Cactus are shown in Figures 6.1 and 6.2. For Shot 
Koa, 30 overpressure (Pt) gages and 4 dynamic-pressure (q) gages were used at 18 stations 
covering the range of predicted pressures from 1,000 psi (at 1,550 feet) to 30 psi (at 6,023 feet). 
The Shot Cactus blast line used 25 Pt gages and 5 q gages at 19 ~tations extending from pre- 
dicted pressures of 400 psi (at 470 feet) to 1 psi at 7,860 feet. 
.The Pt gages and q gages used in the blast lines were the standard BRL self-recording gages 
used on several previous operations. Free-field support was simplified by the fact that four of 
the projects being supported, 1.9, 1.12, 3.2 and 3.6, were located essentially on the blast line, 
and pressure gages supporting these projects comprised a considerable part of the blast line it- 
self. Because of financial considerations, Project 3.2 experimental structures were used as 
recording stations on both shots. 
An objective added in the field was the evaluation of several types of dynamic-pressure gages 
to determine the response of each type to dust loading (the momentum flux of dust particles meas- 
ured). To fulfill this objective, self-recording and electronic versions of the Sandia Greg gage, 
Sandia Snob gage, the standard pitot-static q gage, an electronic SRI supersonic total-head gage 
and a BRL self-recording total head (gooseneck) gage were installed side by side on the blast line 
980 feet from Shot Cactus ground zero. After Shot Cactus, the four self-recording gages were 
installed on Site Irene, 6,023 feet from Shot Koa ground zero. 
The Greg gage was designed to measure a large percentage of the total-momentum flux (dy- 
namic pressure) of the dust as well as of the air in a dust-laden blast wave, while the Snob was 
designed to minimize the dust loading measured. The other gages presumably measured all of 
the air-dynamic pressure plus some unknown fraction of the dust momentum. lt was hoped that 
the Greg and Snob gages would permit an analysis of the dust momentum, from which the dust 
response of the other gages would be evaluated. 
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Figure 6.11 Scaled pt data, Shots Cactus and Koa, with free-air 
1 kt curve (from TM 23-200) scaled to 1.6 kt. 
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About 90 percent of the Pt gages used on the Shot Koa and Shot Cactus blast lines were recov- 
ered, and produced readable records. Good records were obtained from about half of the Shot 
Cactus gages. The remainder had poor records or peak pressures only. Twenty-six of the 30 
gages used on Shot Koa were re~overed, of which 15 had good records, 9 had poor records, and 
2 had no record. In addition to the blast line data, Project 1.8 had three electronic gages on each 
shot. Overpressure data scaled to 1 kt, using modified Sachs scaling, are compared with the 1 kt 
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Figure 6.12 Pt wave forms. 
free-air curve from TM 23-200 (Figure 2.3 of Reference 15) scaled to 1.6 kt in Figure 6.11. The 
values represented are preliminary readings; the expected accuracy is ± 10 percent. 
The wave forms shown in Figure 6.12 have sharp initial rises, indicating that neither shot pro- 
duced a precursor. The one exception was the reco~d from the electronic gage 407 feet from 
Shot Cactus ground zero shown in Figure 6.12(a). Predicted pressure was 600 psi, actual pres- 
sure was 157 psi, with a severely disturbed wave form. Another apparent anomaly was noted on 
Shot Cactus. All gages on Shot Cactus between 450 and 980 feet show the type of wave form shown 
in Figure 6.12(b), a sharp rise, slower than normal decay for 50 to 100 msec, followed by a rapid 
decay and finally, normal decay. At ranges greater than 980 feet, all wave forms are classic as 
shown in Figure 6.12(d). The three closest stations on Shot Koa recorded wave forms similar to 
Figure 6.12(c). Wave forms were classic at greater ranges. 
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Figure 6.13 Scaled VLP data. 


287 


I 


I 
i 
I 


I 


I 


I 
I i 


I 
! 
i 
i 
! 
, 
i 
! 
! 
I 


I 
I 
I 
i 
/ 
I 
! ! 
: 
I 


I 
I 


I 


I 
I 
; , 
'\. 
I 
" 
l~ '- 
I 
· \. 
'\ , 
I 
• 


,,~ 
• 


• 


It should be pOinted out that there appeared to be a significant difference between the scaled 
values of peak overpressure from Shot Koa and those from Shot Cactus. Both sets of data gen- 
erally agree with the TM 23-200 free-air curve scaled to 1.6 kt, the usual correlation for sur- 
face bursts. However, most of the Shot Koa data above 100 psi fall above the 1.6-kt curve, 
while the Cactus data generally·fall below. 
Of the 15 Shot Koa values above 100 psi, 11 deviate 
from the 1.6-kt curve by more than 10 percent, and all of these are above the curve. Seven Cac- 
tus points deviate by more than 10 percent, and 6 of these are below the curve. This trend was 
not expected, since past experience indicated that Shot Koa might produce a precursor. No ex- 
planation of the apparent anomalies can be offered at the moment. 
The results of the dynamic pressure-gage evaluation were inconclusive. Of the eight gages 
tested on Shot Cactus, five produced records, but only two were considered good. Peak read- 
ings from the good records were 120 psi for the electronic pitot-static gage, and 137 psi for the 
electronic Snob gage. These results are surprising, since the Snob gage, which registers none 
of the dust momentum, was expected to give the lowest reading of any of the gages. The three 
records which were recovered from the self-recording gages on Shot Cactus show severe accel- 
eration effects and are not expected to be of much value. Two of the four self-recording q gages 
on Shot Koa produced readable records. Peak values were 17.6 psi from the Snob gage, and 47.2 
from the pitot-static gage. 
A total of 82 overpressure measurements, 63 of which were successful, were attempted in 
the very-Iow-pressure region. The scaled data is compared with the 1.6-kt curve in Figure 6.13. 


6.4 
GROmm MOTION 


A theoretical model of ground motion caused by a nuclear detonation is far from complete. 
Approaches have been taken which describe the effects of an ideal blast wave on earth models 
of certain characteristics, but no theory has so far been able to account for all of the effects 
which influence data obtained in test operations. Measurements of earth accelerations at rela- 
tively low pressures were made during Operations Buster-Jangle, Tumbler-Snapper, Upshot- 
Knothole, Ivy and Castle. About the only consistent trend noted was that the vertical maxima 
corresponded time-wise with the arrival of the air-blast wave over the gages. Extensive accel- 
eration data, covering a wide range of depths and incident overpressures, was obtained during 
Operation Plumbbob, but analysis of these data is not complete. 


Studies have been made of transmission of ground pressures in Operations Buster-Jangle, 


Upshot-Knothole, and Plumbbob. The prinCipal difficulty encountered was the interpretation of 
the data, because there was considerable uncertainty in the relation between the true-earth pres- 
sure and the values measured as earth pressure. Types of instrumentation have included Carl- 
son stress cells, oil-filled bags and flexible-aluminum diaphragms. The use of drums with 
aluminum diaphragms in place of drumheads, Project 1.7, Operation Plumbbob (Reference 22), 
was the most recent development, but Operation Plumbbob results have not been fully analyzed. 
Some of the variables influencing ground-shock phenomena whose effects have not been ade- 
quately defined include soil characteristics, such as the elastic constants, moisture content, 
and dissipative properties; refraction properties of inhomogeneous media; positive-phase dura- 
tion of the air-blast wave; and height of burst, particularly air bursts compared to surface 
bursts. The experiments conducted during Operation Hardtack were designed to provide in- 
formation on these variables, and to extend the limit of knowledge of basic-effects phenomena 
into higher pressure regions than previously investigated. 


6.4.1 Accelerations. To fulfill the objectives of measuring ground acceleration and displace- 
ment, a total of 54 gages were installed, 27 for Shot Cactus, and 27 for Shot Koa. Gage loca- 
tions are shown in Table 6.1. The locations of the stations, at predicted pressure levels of 600 
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psi, 200 psi, and 100 psi, are shown in Figures 6.1 and 6.2. The results of the stations at 100 
and 200 psi were to be compared with similar measurements made during Operation Plumbbob; 
the 600-psi station was installed to extend the available data to higher pressure regions. 
Standard Wiancko variable-reluctance accelerometers were used. Horizontal and vertical 
accelerometer pairs were installed in special waterproof canisters designed for underground 
placement. 


Of the 27 acceleration channels on each shot, 22 from Shot Cactus and 21 from Shot Koa pro- 
duced good records. Peak values from Shots Koa and Cactus are plotted and compared with 
predictions in Figures 6.14 and 6.15, respectively. Some typical wave forms are shown in 
Figure 6.16. 
Predictions of vertical accelerations shown in Figures 6.14 and 6.15 were based on the as- 
sumption of classic air-blast wave forms and the attenuation of acceleration with depth deter- 


TABLE 6.1 
GAGE LOCATIONS FOR EACH PROJECT 1.8 STATION 


Accelerometer 
Depth 
Horizontal and 
Displacement 
Overpressure 
Vertical 


ft 


0 
<> 
<> 
<> 
10 
<> 
30 
<> 
<> 


50 
<> 
<> 


100 
<> 
<> 


mined from several air bursts at NTS. Predictions for horizontal accelerations were not made, 
but it has been observed that horizontal accelerations do not exceed V2 to V3 of the vertical values. 
In two cases, the predicted input conditions were not fulfilled, these two being the 600-psi 


stations for Shots Koa and Cactus. Both stations had an electronic Pt gage at the ground surface 
directly over the accelerometers. The record from Shot Koa showed a steep rise to a peak of 
920 psi, while the record from Shot Cactus, at essentially the same scaled range, showed a 
slow rise to a peak of 157 psi. No mechanical or electronic malfunction was known to have af- 
fected either gage, and there is no obvious reason to discount either value. 


Peak vertical accelerations at the surface agreed with predictions within a factor of two, but 
peak vertical accelerations at depths below the surface, in general, fell below predicted values 
by a factor of two to four. The general indication was that attenuation of vertical acceleration 
with depth is greater in EPG soil than in Nevada soil. 
Horizontal-peak values, on the other hand, were considerably larger than expected, equal to, 
or greater than, vertical values. The high horizontal-peak values and the complex wave forms 
indicate that a Significant amount of energy was transmitted by refraction and reflection, in ad- 
dition to the normally dominant shock produced by the air-blast wave. 
Probably the most significant feature of the acceleration records was their complexity, com- 
pared to a typical record obtained from Operation Plumbbob, Figure 6.16. Normally, it would 
be expected that the peak accelerations would correspond to the arrival of the air-blast wave over 
the gage. At the two most distant stations (predicted 200 psi and 100 psi) on both Shot Koa and 
Shot Cactus, the records indicate that mechanisms other than the induced shock produced by the 
air-blast wave had considerable effect on the accelerations. Some records show considerable 
motion well before blast-wave arrival, and others show the greatest accelerations occurring 
well after blast-wave arrival. In addition, records from both shots show random high-frequency, 
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Figure 6.14 Maximum slap acceleration versus depth, Shot Koa. 
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Figure 6.15 Maximum slap acceleration versus depth, Shot Cactus. 


high-amplitude pulses arriving at late times, which appear to travel upward toward the ground 
surface. 


6.4.2 Displacement. The displacement gages were a modification of those used by Sandia 


Corporation in Operation Teapot Project 1.5. The gages consisted essentially of a buried anchor 
and a rotating drum at the ground surface. The two were connected by a piano wire, which was 
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Figure 6.16 Typical acceleration records. 


attached to the anchor at one end and wound around the drum at the other. A displacement of the 
surface with respect to the anchor was measured by recording the rotation of the drum. 


Orie of the six displacement gages on Shot Cactus produced a record, and four of the six on 


Shot Koa produced records .. The record from Shot Cactus, shown in Figure 6.17, indicates 
that there was a rapid initial downward movement of the ground surface with respect to the an- 
chor 50 feet deep, followed by a rebound to an upward displacement of 0.82 inch, and a residual 
displacement of 0.2 inch. The four records from Shot Koa were recorded from the two farthest 
stations. Figure 6.14 shows the record from the 50-foot-deep anchor from the most distant 
station; the other records are similar. None of the Shot Koa records show the rebound observed 
on Shot Cactus. The difference in the two records may well be due to the longer-duration blast 
wave from Shot Koa, but there is reason to believe that the unconsolidated and inelastic soil on 
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Sites Helen and Irene may also have affected the Shot Koa results. The displacements observed 
were considerably smaller than those measured at NTS, where a vertical displacement on the 
order of a foot was measured at the 270-psi level. 


6.4.3 Soil Pressure. The devices used to measure soil pressures were 43 steel drums, two 
feet long and two feet in diameter, each having a flexible aluminum diaphragm on one end. The 
drum type of instrument was chosen in the belief that the size and shape would be a reasonably 
good model of an underground structure. Diaphragms of three different thicknesses (0.5, 0.125 
and 0.063 inch) were used to simulate structures of different flexibilities. 
Twenty of the 43 drums were used on Shot Koa, and 23 were used on Shot Cactus. The drums 
were buried at depths from the surface down to 20 feet, as shown in Figure 6.18. On both shots, 
stations were located at a predicted pressure level of about 250 psi. 
All of the drums have been recovered and the pressures calculated from the measured dia- 
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Figure 6.17 Displacement records. 


4.0 


phragm deflections are plotted in Figures 6.19 and 6.20. The pOints with arrows pointing upward 
indicate that the diaphragms ruptured, or (for the 0.5-inch diaphragms) were not calibrated above 
the pressure indicated. The most obvious trend was that the pressure decreased with depth for 
a few feet, but increased at depths greater than about eight feet. On Shot Cactus, the pressure 
reached about the surface level value at a depth of twenty feet. The Shot Koa results were simi- 
lar, but at depths greater than eight feet, the half-inch diaphragms indicated pressures greater 
than 500 psi, twice the incident air overpressure. 


In almost every case, the two thinner (most flexible) diaphragms showed lower pressures 
than the thickest (most rigid) diaphragms. This is to be expected on the basis of a soil phenom- 
enon called arching, and was previously observed during Operation Plumbbob. It is seen that 
an increase in flexibility up to a point resulted in a decrease in pressure felt by an object. 
The pressures on the horizontal drums below the water table were about equal to the vertical 
pressure at corresponding depths, indicating that a state of hydrostatic stress existed. The 
horizontal drum at a depth of one foot on Shot Cactus showed a pressure which indicated that the- 
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Figure 6.18 Drum layout for Shot Cactus. 
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Figure 6.19 Underground pressures, Shot Cactus. 
Figure 6.20 Underground pressures, Shot Koa. 


horizontal pressure above the water table was considerably less than the vertical pressure at 
the same depth. 
The most surprising result of the underground pressure experiment was the very-high pres- 
sure measured at depths below eight feet on Shot Koa. It is apparent that a considerable amount 
of pressure can be transmitted directly through the soil, in addition to the pressure induced by 
the air-blast wave. Since no unusual pressures were observed on Shot Cactus at the same scaled 
range, it is most likely that the Shot Koa results were primarily influenced by soil factors, and 
possibly by the coupling mechanism mentioned in Section 6.2. 


6.4.4 Shock Spectra. Spectra of the ground shock produced by nuclear effects were first 
measured directly in Operation Plumbbob, Project 1.9 (Reference 23). Instrumentation con- 
sisted of self-recording reed gages, a type long used for analysis of vibrations in many indus- 
trial applications. The gages were essentially masses on the end of cantilever springs, each 
spring-mass system having a specified resonant frequency. The spring-mass systems (called 
reeds) respond to corresponding frequency components of the ground-shock input. 
Two types of gages are shown in Figures 6.21 and 8.22. The gage shown in Figure 0.21 is 
similar to those used during Operation Plumbbob. There are ten reeds in each gage, having 
fundamental frequencies of 3, 10, 20, 40, 80, 120, 160, 200, 250 and 300 cps. The gage 
shown in Figure 8.22 is a low-frequency gage developed for use on a megaton shot of Operation 
Hardtack. It has three masses, spring loaded in opposite directions. The fundamental fre- 
quencies were 3, 8, and 10 cps. The low-frequency gage has a much larger dynamic range 
than the standard gage, and can be used at higher pressure levels. Twenty-three standard 
gages and ten low-frequency gages were used. POSition of gages according to shot and pres- 
sure level are shown in Figures 0.1 and 8.2, and listed below: 


Predicted Pressure 


Shot Koa: Standard gage 
Low-frequency gage 


200 psi 


2, 2 * 


120 psi 


2, 2 * 
2, 2 * 


100 psi 


6 
6 


Shot Cactus: Standard gage 
2 
3 
2, 2 * 
J 
* Gages were anchored to the floor slab of Project 3.2 experimental structures. 


At each station there were gages in both horizontal and vertical orientations. In all cases, 
the gages were buried with their tops flush with the ground surface. 


Peak displacements of the masses were measured. The peak displacements are described. 
by: 


T 


qmax(w, E) = D = maxi ~ I a (t)exp - wE(t - 
T) sinwdTI 
T>O 
0 


Where: qmax (w, €) = maximum displacement of gage mass 


W 
resonant frequency of spring mass system 


€ 
ratio of damping to critical viscous damping 
a (t) 
shock acceleration input to gage 


The velocity spectrum is defined as V = Dw and the acceleration spectrum as A = Dw 2• It 
should be immediately pOinted out that the values given for displacement, velocity, and accel- 
eration are factors of the particular reed gage, and not of ground motion. 
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Figure 6.21 Self-recording reed gage. 


Figure 6.22 Low-frequency self-recording gage. 
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6.4.5 Results. Although shock spectra are somewhat abstract quantities, they are of real 
and important value to structural designers. Spectrum 'analysis of acceleration-time ground- 
shock records have been made, and appear to agree reasonably well with the shock spectra data 
from Operation Plumbbob, particularly in the higher frequencies. Difficulties exist, however, 
in analyzing acceleration-time records for low-frequency components (which are of the greatest 
interest), especially since most types of accelerations have somewhat limited frequency response. 


Of the 33 gages, 25 were recovered. The remaining eight were in collapsed struc~ures or 
in areas where radiation levels did not permit entry; these will be recovered when working con- 
ditions permit. Records were obtained from all of the 25 gages available. The most significant 
results which can be presented are comparisons between the responses measured on Shots Koa 
and Cactus in the EPG, and the EPG shots versus shots at NTS. 
1. Shot Koa produced greater vertical response at low frequencies (twice as high at 3 cps) 
than Shot Cactus. \ Vertical response on Shot Koa was lower than Shot Cactus from 10 to 50 cps, 
and about the same above 50 cps. Horizontal response was lower than vertical response at all 
frequencies below 200 cps on Shot Koa. On Shot Cactus, the horizontal and vertical responses 
were about equal. 
2. The vertical response at low frequencies was lower (by one fourth) on Shot Cactus than 
from Nevada shots. Low-frequency response from Shot Koa was about the same as the Nevada 
shots; high-frequency response was several times greater from both EPG shots than from Ne- 
vada shots. 
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7.1 
GENERAL 


Chapter 7 


NUCLEAR RADIATION 


Only two Program 2 projects participated in shots not previously discussed. These were 
Project 2.4, which made measurements of neutron flux from two large-yield detonations, and 
Project 2.8, which collected fallout samples from radioactive clouds produced by large-yield 
detonations fired under different environmental situations. Since the objectives and participa- 
tions of these projects were entirely independent, they are discussed separately. 


7.2 . NEUTRON FLUX FROM LARGE-YIELD BURSTS 


7.2.1 Objectives of Project 2.4. The objectives of this project were to measure neutron flux 
and dose as a function of distance for two megaton":range nuclear detonations and to make neu- 
tron flux and dose measurements as required by other Department of Defense (DOD) projects. 


7.2.2 Background and Theory. The determination of the number and energy of neutrons in 
the external environment of a detonated device is of prime importance in the field of weapon 
effects. External-neutron-flux measurements have been made on almost all nuclear weapons 
tests since Operation Sandstone. However, neutron flux measurements from megaton-yield 
weapons had not been entirely successful prior to Operation Hardtack. Measurement of neutron 
flux and dose from megaton-yield devices had been attempted during Operations Castle and Red- 
wing, but because of various operational problems encountered, the experiments yielded little 
or no data of value. Project 2.4 was; therefore, an attempt to make measurements to supple- 
ment previous data where incomplete and to obtain close-in measurements where no data were 
available. 
Neutron measurements were made by the Hurst fission-foil method. This method involved 
the use of small quantities of detector elements that were activated through nuclear transforma- 
tion involving neutron capture or fission. The method has been used on many tests with excel- 
lent results. In the laboratory, using cyclotron and reactor facilities, the dose measurements 
obtained with the foil method have been found to agree well with measurements made with the 
Hurst proportional counter. 
In making neutron measurements over water a new complication was encountered, since it 
became necessary to evaluate the neutron albedo of an infinite air-water interface plane. Once 
this effect has been evaluated, the experimental results obtained by this project will have to be 
interpreted accordingly. This problem is presently being studied at the National Bureau of Stand"'; 
ards, using high-speed computer techniques. 


7.2.3 Experimental Method. PartiCipation. As stated in the objectives, the project was 
to have made neutron measurements for two megaton-range nuclear detonations. To satisfy this 
requirement, the project participated during Shots Yellowwood and Walnut. Shot Yellowwood, 
which had a predicted yield of 2.5 Mt, was a barge shot which gave an actual yield of 319 kt. 
Shot Walnut was also a barge shot and had a design yield of 1.7 Mt. The actual yield is presently 
quoted as having been 1.5 Mt. The surface zero point was identical for both shots, the location 
being west of Site Janet. 
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Ope rat i 0:: s . 
The neutron-detector systems were installed on 25 buoys anchored on a non- 
radial line ext€:::lding from 900 yards to 4,100 yards from surface zero. Figure 7.1 shows the 
general statim: layout for both shots. The buoy which was used consisted of a mine case, to 
which a tripod~ steel-pipe tower had been attached. The detectors were exposed on a short 
cable attached :0 the tripodal tower. Each buoy was fastened by a cable line to a 400-pound con- 
crete anchor, .. hich in turn was connected to a main anchor cable lying on the lagoon floor and 


N • 
HE; :l~~ 


IRENE 


Surface Zero 


Flg-.::-e 7.1 StatIOn layout, Project 2.4, Shots Yellow-wood and Walnut. 


extending the fLl length of the array. This main cable assisted in anchoring the floats and facil- 
itated recovery of floats that had been sunk. In the recovery oi sunken buoys a recovery vessel 
picked up the n:::.in cable at a floating buoy and followed it to the anchor of a sunken buoy, from 
which it was a simple matter to recover the sunken buoy. Figure 7.2 depicts a typical portion 
of the station a:-:-ay, showing buoys, anchors, and the main cable. 


Recovery w:;..s accomplished through use of a crane mounted in an LCU. Floats were picked 
out of the water. and the short cable, . to which the detectors were attached, was removed from 
the tripod. Su:-';:en buoys were raised in the manner described in the preceding paragraph, and 
the detectors de:ached in the usual fashion. 
Ins t rum e:: i: at ion. 
Each detector system consisted of seven detector foils: gold, cadmium- 
shielded gold, plutonium, neptunium, uranium, sulfur, and zirconium. The use of these detectors 
permitted the cJcumentation of the neutron spectrum in broad energy bands from zero energy to 
14 Mev. The essentially thermal neutron flux was measured by means of two gold foils, one 
shielded by caci::,ium and the other unshielded. The cadmium-shielded foil gave a measure of 
the neutron flux 3.bove 0.3 ev, while the bare foil gave a measure of the total neutron flux. 
Sub- 
traction of the ,,,'0 fluxes yielded the neutron flux below the 0.3 ev energy. In both cases, the 
reaction of inte:-est was Au t97(n, y) Au t98 • 


Intermediate-energy neutrons (3.7 kev to 3 Mev) were measured by means of plutonium, nep- 
tunium, and ur:;..,ium foils. These three materials fission when bombarded with neutrons having 
energies in excess of certain threshold values. Because plutonium has a fission cross section 
extending down bto the thermal range, an artificial cross section was produced by shielding the 
foils with elemental boron. This cross section had an effectiye threshold at 3.7 kev, an arbitrary 
pOint determine-:! by the thickness and density of the boron shield. For this particular application 
the thickness was 2 em, and the density was 1.13 gm/cm3• 
The other two materials, neptunium 
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5 
hzT 


"i' 


( 


) 


and uranium, fission only with fast neutrons but were included with the plutonium in the boron 
shield for convenience. Np231 and U238 have effective thresholds of 0.75 Mev and 1.5 Mev, re- 
spectively. 
Neutrons in the 3-Mev to 12-Mev range were measured by sulfur pellets, the reaction of in- 
terest being S32(n, p) p32. Very-fast neutrons (above 12 Mev) were measured by means of zir- 
conium foils. The reactions of interest were Zr90(n, 2n) Zr 89 and Zr 89 - y89 + e +. The positron- 
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Figure 7.2 Station array with ground cable and anchors. 


decay scheme permitted the activity of interest to be separated from the other activities present. 
For exposure, the individual detector foils were enclosed in steel containers for protection 
against both detonation and ,normal environmental effects. 
Special counting trailers were used to measure the resultant activities of the exposed samples. 
These trailers incorporated the counting equipment necessary to measure the various activities 
produced in the different foils. All foils had been calibrated at LASL before the test operation. 
Neutron flux was calculated directJ.y from the measured activity of the detectors, while the neu- 
tron dose was calculated from the flux values using the single-collision theory of dose contribu- 
tion per neutron (Reference 24). 


7.2.4 Results and Discussion. Since the results of neutron measurements made in support 
of other projects are covered in the sections pertaining to those projects, they will not be pre- 
sented here. This section will be devoted to a discussion of the results obtained in the meas- 
urements made on Shots Yellowwood and Walnut. 
N e u t ron Flu x. Results of neutron-flux measurements are presented in Figure 7.3 for 


Shot Yellowwood and Figure 7.4 for Shot Walnut. 
The curves show the neutron flux, as deter- 
mined from the various foils, times the slant distance squared versus the slant distance. As 
seen from these curves, the 'data obtained was somewhat limited. Complete spectral coverage 
was not obtained at all stations, nor did all stations produce data. These failures are attributed 
to a number of causes. First, the late recovery of the detectors, made necessary because of 
early radiological conditions, allowed the activity from the fission samples at the more distant 
stations to decay to such an extent that accurate counting was no longer possible. Second, some 
of the close-in stations were lost because of missile or blast effects. Third, other close-in 
stations were damaged by shock, and some individual detectors were missing. In addition, on 
Shot Walnut, a large number of the detector holders were damaged by shock, thereby allowing 
contaminated sea water to enter the holder. In cases where the contaminated water permeated 
the detector material, it became necessary to distinguish the neutron-produced activity from 
that introduced by the contaminated sea water. Although it is believed that the method used to 
separate the activities was effective, further work will be required before complete confidence 
can be placed in the sulfur results. 
Examination of the flux curves revealed that the slopes were not all the same for these shots, 
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which could imply the par:illcl-line, constant-spectrum concept proposed for kiloton devices 
(Reference 25) may not be valid for these weapons. Because the detectors used during Opera- 
tion Hardtack were not on a line radial to the device and because various amounts of shielding 
inherent in the weapon configuration could have been interposed between the actual sources of 
neutrons and the detectors, the flux spectrum measured at one angle from the device should not 
necessarily be exactly the same as that measured irom another angle. Thus, the implied change 
in spectrum with distance may be real or could be the result of asymmetry of the weapon. When 
more complete information is obtained concerning the actual weapon configuration, an attempt 
will be made to correlate this with the measured flux. 
N e u t ron Do s e. 
Neutron dose was calculated from flux data using the single-collision 
theory of dose contribution per neutron mentioned in "Instrumentation", in this Chapter. Plots 
of the neutron dose versus slant distance are presented in Figure 7.5 and Figure 7.6. E"-pected 
neutron dose from fission weapons of the same yields as calculated from TM 23-200 (ReferenCE: 
15) are plotted on the figures, together with the actual results. For these calculations, a rela- 
tive air density of 1.0 was assumed, and a water-surface correction factor of 0.7 was used, as 
given in the reference. An RBE (relative biological effectiveness) of 1.3 was used to convert 
the dose in rem as given in the reference to a dose in rep so that comparison could be made 
with shot results. It is seen that the Shot YeUowwood dose is lower than the predicted value 
..-and 
the Shot Walnut dose is lower than prediCtiO~ Since 
TM 
- 200 states that fo 
the predicted dose may be hlgh~ 


the agreement of the measured values with prediction is conSidered good. 


7.2.5 Conclusions. Although the neutron· flux and dose measurements made on Shots Yellow- 
wood and Walnut were limited in 
the dose results show 
ment with 


acc 
factor and 
assu 
possibly result in closer agreement. 
been obtained, were it not for the long-recovery time of the instrumentation dictated by rad-safe 
considerations. The buoy system of placing neutron-detecting instrumentation proved effective 
in areas with overpressures less than 90 psi, and with minor modifications the system could be 
made effective in areas of higher overpressures. 


7.3 
AIRCRAFT AND ROCKET FALLOUT SAMPLING 


7.3.1 Objectives of Project 2.8. The general objective of this project was to estimate, by 
collection and analyses of cloud samples, the relative contribution of certain radio-nuclides to 
both local and world-wide fallout arising from megaton-range land- and water-surface detona- 
tions. 
Specific objectives were to: (1) obtain airborne particulate and gas samples by rocket- and 
aircraft-sampling techniques; (2) determine radio-nuclide distributions among particle groups 
that differ according to falling rates and that may be defined as the major contributors to local 
and world-wide fallout; (3) attempt to determine an early time radio-nuclide and particle space 
distribution with respect to the upper and lower halves of the cloud and radially outward from 
the axis of the cloud in a vertical plane passing through ground zero; and (4) estimate the extent 
of separation of fallout particles from gaseous-fission products by fission measurements on gas 
and particulate samples of the cloud collected near the top of the cloud and on particulate sam- 
ples collected near the surface of the earth. 


7.3.2 Background and Theory. Because of the number of large-scale nuclear tests being 
conducted, it has become important to know the hazards connected with the fallout from such 
bursts. It is well recognized that a substantial fraction of radioactive-fission products from a 
nuclear detonation are borne by the atmosphere to be deposited in various parts of the world 
and that these fission products are, to a large extent, harmful to the biological environment of 
man, if accumulation becomes excessive. 


304 


conditions, it was hoped that the effect of shot environment on fallout distribution could be de- 
termined. Much information was needed to assist in extrapolation to varying shot conditions or 
yields through an increased understanding of the formulation, composition, and transport of 
fallout. 


7.3.3 Experimental Method. Shot Participation. The project initially planned to par- 
ticipate during Shots Koa, a megaton-range land-surface burst, and Walnut, a megaton-range 
water-surface burst. However, because of indicated contamination of Shot Koa samples by de- 
bris from a Bikini detonation, Shot Fir, the project participation was later extended to include 
Shot Oak, a 9.4 Mt burst fired over the lagoon reef in approximately 15 feet of water. Although 
this alternate shot did not provide a true land-surface environment, it had been found from re- 
sults from Shot Tewa of Operation Redwing that a burst of this size in shallow water was repre- 
sentative of a land-surface burst. 
Operations. The project was organized into three distinct efforts: (1) Rocket Sampling, 
wherein direct measurement of the distribution of various radio-nuclides was planned by analysis 
of samples obtained at early times from the cloud by rocket-borne samplers, (2) High-Altitude 
Aircraft Sampling, wherein collection of samples was planned for altitudes near the top of the 
cloud or in strata that hact separated from the rest of the cloud, and (3) Low-Altitude Aircraft 
Sampling, wherein collection of samples was planned at altitudes of 1,000 feet, along a predicted 
height line corresponding to an altitude of approximately 55,000 feet. 
The sampling head of the rocket was so designed that separation of particles according to size 
would occur before filtration. The particles were roughly divided into two groups: those having 
falling velocities greater and less than about 3 in/sec, which corresponded, respectively, to 
particles having diameters greater and smaller than 25 microns. This falling velocity was cho- 
sen because it corresponded to the critical size separation of particles contributing to local and 
world-wide fallout. Particles falling at a rate greater than about 3 in/sec would arrive at the 
earth's surface within 3,000 miles of the burst point, thus ensuring their deposition in the Pacific 
Ocean. It was planned that rockets be fired in pairs at various radial distances in a vertical 
plane passing through ground zero. One rocket from" each pair was to collect a sample from the 
base to the top of the cloud, while the other was to collect a sample from some intermediate 
point (at or near the tropopause) to the top. By examination of the relative amounts of large and 
small particles, and their associated activities, in the upper and lower halves of the cloud at in- 
creasing distances from the burst point, an evaluation could be made of the particles that would 
contribute to local and world-wide fallout. 
High-altitude collections were made by B-57D's. The altitudes chosen for sampling corre- 
sponded"to parts of the cloud that would not receive additional fallout from other sections of the 
cloud. The aircraft were to take gas samples, from which particulate matter was removed and 
retained, and also gross-particulate samples. The gas samples would be analyzed for Kr88, 
while the particulate samples would be analyzed for various fission-product radio-nuclides. The 


Kr88 served as a baSis for determining the maximum number of fissions in world-wide fallout, 
while the particulate analYSis would determine which of the fission-product radio-nuclides were 
being enhanced or depleted at increasing distances from the burst point and, hence, which of 
these radio-nuclides were contributing to world-wide or local fallout. 
Low-altitude particulate collections were mad~ by WB-50's. From an analysis of past oper- 
ations, it was found that the typical wind structures at EPG led to the isolation of a height line 
corresponding to an altitude of about 55,000 feet along the eastern periphery of the fallout pat- 
tern as a result of the usual reversal of wind direction at this altitude. Since the low-altitude 
samples were to be taken along a height line corresponding to the altitude at which the high- 
altitude samples were taken, it was a simple matter to perform high-altitude sampling at the 
altitude at which reversal of the Wind direction occurred and to perform the low-altitude sam- 
pling by flying to the west until activity was encountered. This would be the eastern edge of the 
fallout pattern and would correspond to the reversal altitude height line. By sampling at in- 
creasing distances from the burst point, it would be possible to determine the particle-size 
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distribution for various distances from surface zero, since particle-size separation, due to 
natural fallout processes, would occur during deposition. Also, confirmation of the local fall- 
out data from rocket sampling could be obtained, and correlation could be made with the enrich- 
ment and depletion effects as observed from high-altitude sampling, thus giving further infor- 
mation on the contribution of total debris to both local and world-wide fallout. 
Instrumentation. The rocket-borne cloud sampler consisted of an air-sampling nose 
section mounted on a two-stage, 20-foot rocket. The nose section consisted basically of an 
orifice, a diffuser section, and a collecting filter. The orifice was designed to open and close 
by electronic timing at specified times. Particles entering the orifice would be decelerated in 
the diffuser section and subjected to forces normal to the axis of the rocket. These forces would 
separate the particles according to their size, with the larger particles remaining near the cen- 
terline, while the smaller particles were forced outward. The design of the diffuser section was 
such that particles would be resolved into sizes greater or less than 25 microns in diameter, 
which corresponds to the critical falling velocities greater 01' smaller than 3· in/sec. After res- 
olution of the particles according to size •. a filter collected and retained the particulate while 
allowing the gases to pass through to exhaust ports at the rear of the nose section. 
The speed of the rocket during sampling was designed to be about Mach 2. After completion 
of the sampling, electronic eqUipment closed the sampler orifice, disconnected the sampler 
from the propulsion unit, and ejected a system of parachutes designed to first slow the unit from 
supersonic speeds and then to lower the unit back to earth at a slow rate of descent. At launch 
time, a homing beacon was activated to facilitate recovery of the sampler units from the ocean. 
Figure 7.7 shows the complete sampling rocket on a launc her. Part A is the primary motor, 


Part B the sustainer motor, Part C the parachute compartment, Part D the electronics com- 
partment, and Part E the sampler nose section. 
Aircraft-borne cloud samplers were of three types. Two of the types were mounted in pairs 
on the B-57D aircraft used for high-altitude sampling. The third type was mounted on the WE-50 
aircraft used for low-altitude sampling. The first type, a gross-particulate sampler, was 
mounted on the forward part of wing-tip tanks on the B57D. It consisted of an intake orifice, 
the opening of which was controlled by a butterfly valve, and a 24-inch filter screen near the 
rear of the sampler. The second type, a coincident gas-particulate sampler, was also mounted 
on the B-57' s. In these, air was drawn through a desiccant section and then through a filter sec- 
tion, after which it was pumped to storage tanks. The third type sampler, used in the low- 
altitude sampling, was attached to the fuselage of a WB-50 aircraft and consisted of an AFOAT-l 
standard E-1 filter unit. The filter unit was sealed, except during sampling, by doors ahead of 
and behind the filter screen. 
D a taR e qui rem e n t s . 
There were ten specific radio-nuclides to be collected during 
sampling operations. Those of concern to world-wide fallout were Sr90, CS137, and 1131. Those 
which could supply correlative information in the case of fractionation were M0 99, U237, Ce144, 
Eu 156, y9t, Sr89, and Cs t36• It was desired that complete radiochemical data for the above ten 
nuclides be obtained by all three sampling techniques, in addition to determining the amount of 
each in the two size groups (greater or less than 25 microns) as collected by the rocket samplers. 
An additional nuclide that was collected was Kr88 in the gas samples of the B-57D aircraft for 
reasons listed under "Operations", in this Chapter. 


7.3.4 Results and Discussion. Shot Koa was fired on Site Gene at 0630, 13 May 1958. Weath-. 
er conditions were good for all types of sampling. It was planned to fire 18 rockets into the cloud 
after cloud stabilization. However, the firing line to six of the rockets failed on D - 1, and could 
not be repaired before the shot. The other 12 rockets failed to fire because of electrical deficien- 
cies in the launch-programming circuitry. Therefore, no rocket sampling was accomplished dur- 
ing Shot Koa. High-altitude sampling by B-57D aircraft yielded five particulate samples collect€d 
from 3 % to 28 hours after shot time. Only two gas samples were obtained because the compressor 
motors were inoperative during the last three sampling runs. Low-altitude sampling was accom- 
plished by WB-50 aircraft along the 55,000 to 60, OOO-foot-height lines at two-hour intervals from 
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H + 4 to H + 12 hours. One sampling mission was accomplished at H + 6 hours along the 45,000- 
foot-height line. All aircraft sampling was successful where fallout was encountered, yielding 
sample sizes representing 1014 to 1015 fissions. 
Preliminary analysis of the samples at continental laboratories indicated that many of the 
samples collected after Shot Koa were probably contaminated by debris from Shot Fir, a 1.5 Mt 
detonation fired on Bikini Atoll the day before Shot Koa. 
Shot Walnut was fired at 0630 on 15 June from a barge located near Site Janet. Weather con- 


Figure 7.7 Air-sampling rocket. 


ditions were favorable for rocket and high-altitude sampling, but the wind structure indicated 
that height-line sampling might not provide good samples because of the overlap of particles ori- 
ginating at 40,000 to 55,000 feet. It was planned to launch a total of ten rockets into the cloud. 
However, four of the rockets failed to launch because of difficulties with firing circuits. Of the 
six rockets launched, only two of the nose cones were recovered, while the other four were lost. 
Samples from the two recovered nose cones were contaminated by sea water which had somehow 
leaked into the chambers. The presence of the water significantly reduced the value of the sam- 
ples. High-altitude sampling by B-57D aircraft yielded six particulate and six gas samples col- 
lected from 1 % hours to 26 hours after shot time. Low-altitude sampling by WB-50 aircraft 
was accomplished despite the possibility that it might be ineffective. Three low-altitude missions 
yielded saI}1ples collected from 4 to 13 hours after shot time. Sample sizes from all high-altitude 
and the first two low-altitude missions represented 1014 to 1015 fiSSions, while the third low- 
altitude mission yielded sample sizes representing 1012 fissions. 
Shot Oak was fired at 0730 on 29 June from an LeU anchored over the reef four miles south 
of Site Alice in about 15 feet of water. Project participation in Shot Oak was considered neces- 
sary because of the uncertainty of data obtained from Shot Koa. Rocket sampling was not accom- 
plished during Shot Oak. The rocket-sampling portion of the project was discontinued after Shot 
Walnut because it became apparent that the various technical difficulties encountered during prior 
participations and special nose cone tests could not be corrected with the limited facilities avail- 
able at the EPG. Weather conditions during Shot Oak were favorable for high-altitude aircraft 
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sampling, but the wind structure indicated that height-line sampling might not be effective be- 
cause of the overlap of particles originating at 55,000 feet with those originating at lower alti- 
tudes. 
High-altitude sampling yielded five particulate and five gas samples collected from 2 to 26 
hours after detonation. Height-line sampling by WB-50 aircraft was accomplished despite the 
possibility that the results might be inconclusive. Five height-line sampling missions yielded 


TABLE 7.1 
SUMMARY OF AIRCRAFT SAMPLES 


Shot 
B-57 Collections 
1,000 Foot WB-50 Collections 
Approximate 
Approximate 
Time 
Altitude 
Number of Fissions 
Time 
Bearing 
Distance 
Number of Fissions 
H+hr 
ft 
H+hr 
deg 
miles 


Koa 
3.5 
60,600 
1014 
4 
054 
28 
1013 


6 
56,000 
1014 
6 
051 
59 
1014 


8 
60,300 
1014 
8 
061 
88 
1014 


11 
60,300 
1014 
10 
057 
109 
1014 


28 
60,300 
1014 
12 
052 
131 
1015 


6 
020 
42 
1015 


Walnut 
1.5 
56,500 
1015 
4 
320 
40 
1014 


3.25 
56,500 
1015 
10 
283 
142 
1015 


6 
56,500 
1015 
13 
278 
151 
1012 


9 
56,500 
1015 


12 
56,500 
1015 


24 
58,000 
1015 


Oak 
2 
56,300 
1016 
4 
310 
65 
1014 


6 
56,300 
1015 
6 
307 
93 
1014 


9 
56,300 
1015 
8 
303 
125 
1014 


12 
56,300 
1015 
10 
300 
160 
1015 


26 
55,400 
10 14 
12 
299 
187 
1015 


samples collected from 4 to 12 hours after shot time. All samples collected during Shot Oak 
represented 1014 to 10 15 fissions. 
Table 7.1 provides a summary of all aircraft samples taken by the project during this opera- 
tion. 
Since analysis of the collected samples is presently in progress, no discussion of the data is 
feasible at this time. Technical data will be available after analysis of the samples taken has 
been completed. 
. 


7.3.5 Conclusions. Sampling of fallout by B-57D and WB-50 aircraft was successful. Ade- 
quate samples were obtained by these two means to provide sufficient data to meet the general 
objective of the project. There is evidence that the Shot Koa samples may have been contami- 
nated by debris from Shot Fir. After detailed analysis of the samples obtained, results will be 
presented in the final report of the project. At that time it will be determined which of the proj- 
ect's specific objectives were fulfilled. 
Rocket-sampling was not successful because the rocket samplers had not reached a stage of 
development necessary to permit attainment of the objectives planned for them. 
It appears at present that good results will be obtained concerning radio-nuclide distributions 
among particle groups that differ according to falling rates. Also, good estimates should be ob- 
tained concerning the extent of separation of fallout particles from gaseous-fission products at 
both high and low altitudes. Determinations of early-time radio-nuclide and particle-space dis- 
tribution with respect to the upper and lower halves of the cloud at various radial distances in a 
vertical plane will not be achieved because of the failure of the rocket-sampling portion of the 
project. 
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8.1 
OBJECTIVE 


Chapter 8 


STRUCTURES and EOU/PMENT 


The objective of Program 3 was to provide information on the effects of nuclear bursts on 
ship structures and equipment and on various land structures, under certain conditions that have 
not been heretofore investigated. The effects on ships and their equipment have been discussed 
in Chapters 2 and 3. 
In the land-structures program, various earth-confined flexible arches were tested to deter- 
mine the effect of long- and short-duration air blast. Deep reinforced-concrete slabs were 
tested to determine their behavior under blast loading in the high-overpressure region. Inci- 
dental information, by inspection of existing structures for past tests in the EPG, was docu- 
mented and will be analyzed. 


8.2 BACKGROUND (LAND STRUCTURES) 


Previous full-scale nuclear effects tests in Operations Redwing, Teapot, Castle, Upshot- 


Knothole, Greenhouse and Buster-Jangle had collected a considerable amount of structures- 
loading-and-response data from air blast and ground-shock effects, primarily in the low and 
moderate overpressure ranges up to about 15 psi. During Operation Plumbbob, loading-and- 
response data were successfully obtained from the various types of above- and below-ground 
protective structures in the moderate- and high-overpressure regions up to about 190 psi, re- 
sulting from a 36.6-kt air burst. 
Planning for Operation Hardtack indicated available surface shots with yields in the Mt range 
as well as the kt range, with suitable, though quite limited, land areas available for locating 
structures and associated free-field measurements by Program 1, in the high-overpressure re- 
gions up to about 600 psi. After due consideration of the various planning factors (e. g., island 
location which determined construction costs, limited available land area, chOice of shots with 
predicted yields and planned readiness dates, scheduled shots in vicinity which would affect con- 
struction and/or recovery) the land structures program was concentrated on Shot Koa (1.3 Mt) 
and Shot Cactus (18 kt), both land-surface shots. In addition to the effort on these two shots, 
damage to numerous existing structures in the Eniwetnl{ and Bikini Atolls was documented to 
add to the general knowledge and assist future planninl;, and design of structures to resist the 
effects of nuclear devices. 


8.3 
RESPONSE OF EARTH-CONFINED FLEXIBLE ARCH-SHELL STRUCTURES 


IN HIGH- PRESSURE REGION 


8.3.1 Objectives. The objective of Project 3.2 was to determine failure criteria of under- 
ground corrugated-steel arches under long-duration, high-pressure loads. 
To satisfy this objective, taking into account soils and topographical conditions at the EPG, 
it was decided to (1) make an empirical determination of the response of three prefabricated, 
corrugated-steel, flexible-arch structures confined within non-drag-sensitive earthwork config- 
urations of coral sand and subjected to"long-duration-blast loading from a megaton-range detona- 
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hon, and (2) determine the effects of short-duration-blast loading on a similar structure and 
environment. 
A collateral objective was to determine the radiation-shielding effectiveness of such structures 
with a minimum cover of five feet of coral sand. 


8.3.2 Background. Above-ground, prefabricated-metal, flexible arch-shell structures, 25 
feet in span and with various earth configurations were tested during Operations Upshot-Knothole 
and Teapot at overpressures up to 30 psi. Thereby, the existence and effect of significant dy- 
namic pressure and damage from asymmetrical loading on this type structure, with a drag- 
sensitive earth cover, was documented. 
During Operation Plumbbob, data on this type structure was extended into the 100-psi-peak 


overpressure region. Three of the same type flexible metal arches (two of which were rein- 
forced by the addition of ribs) were tested in a semiburied configuration that satisfactorily elim- 
inated asymmetrical loading of the arches from dynamic pressures such as had previously 
occurred on the similar above-ground structures. The Operation Plumbbob test configUration 
consisted of a semiburied structure whose volume of cut was apprOximately equal to the volume 
of fill so as to obtain maximum blast protection at a minimum cost, while maintaining a 5-foot 
depth of earth cover at the crown. The standard unstrengthened-arch structure withstood 56- 
psi peak overpressure (short duration) without significant damage. A rib-strengthened struc- 
ture withstood a 100-psi peak overpressure (short duration) without significant d;tmage. 


The current structures-hardening requirements of the DOD extended beyond the information 
provided by the previous Operation Plumbbob tests. Thus, this Operation Hardtack project was 
devised to test the flexible-arch structure, in the 75-to-200-psi-overpressure region, under 
megaton yields, and to test a larger span with thicker shell in order to obtain information con- 
cerning maximum resistance and usability of such commercially available structures. 
The planning philosophy for the four flexible-arch structures tested in Operation Hardtack 
was as follows: 
1. Structure 3.2a was included to correlate the effects of the NTS with the soil effects of 
the EPG. 
2. Structure 3.2b was included to correlate the effects of a long-duration loading with the 
effects of short-duration loading of Structure 3.2a. 
3. Structure 3.2c was included to determine an upper limit of structural capability. 
4. Structure 3.2d was included as a pioneer experiment involving a large span, flexible arch, 
within a non-drag-sensitive earthwork which was subjected to long-duration loading. 
Because of the high water table at the EPG (within three to six feet of ground surface), it was 
impractical to construct the semiburied structure configuration such as tested on Operation 
Plumbbob. Therefore, to accommodate the overall requirements of Project 3.2 within the prac- 
tical limits of topography and small available land areas at the EPG, it was necessary to con- 
struct large dimension non-drag-sensitive earthworks to confine the structures (Figure 8.1). 
These earthworks were designed to give maximum structural support to the confined-arch 
shells, and thus simulate, in effect, the Operation Plumbbob earth-configuration structures. 
The ground-zero sides of the earthworks were highly-compacted, massive-coral-sand shields 
intendtod to protect the arch shells from dynamic pressures to essentially the same degree as 
though they had been placed beneath the ground surface. Smaller, but similarly highly-compacted 
coral-sand masses were used for the parts of the earthworks on the sides away from ground zero .. 


8.3.3 Structure Description and Construction. The three small, flexible-arch structures 
(3.2a, 3.2b, and 3.2c) were basically Navy stock ammunition storage magazines, arch-type, 
25-foot span, 48-foot length, bolted, IO-gage corrugated-steel sheets as shown in Figure 8.2. 
The end walls consisted of eight-gage corrugated-steel sheets, reinforced by a steel-rod tie- 
back, and concrete dead-man anc.horage arrangement. The one large flexible arch (Structure 
3.2d) was a specially fabricated, bolted, one-gage corrugated-steel-arch 38-foot span, 40 feet 
in length; both endwalls of the 3.2d structure were of bolted, shaped, three-gage steel panels. 
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These endwalls were also reinforced by· steel tie-rod and concrete anchorages as shown in 
Figure 8.3. The test-access entrance for each structure consisted of a horizontal four-foot- 
diameter circular tunnel of corrugated eight-gage steel rigidly attached to one end wall and ex- 
tending outward 30 feet from the structure. The access to this tunnel from the ground surface 
was through a circular opening equipped with a dome-shaped steel (%-inch thick) hatch which 
served as a blast door. 
The concrete footings for the three 25-foot span arches (Structures 3.2a, 3.2b, 3.2c) were 
one-foot wide and one-foot-six-inches deep; the footing was one-foot-six-inches wide for the 
38-foot-span arch (Structure 3.2d). Figures 8.4 and 8.5 show the earth-cover configuration and 
'- Ground 
r 
Zero 


Figure 8.1 Typical non-drag-sensitive earthwork configuration. 


the relations of the structure to the existing ground surface. The tops of footing and floor slab 
were placed one foot above the water-table level, which resulted in floor-slab elevations of 1 'l'2- 
to-5 feet below existing ground surface. In each of the structures, a four-inch-thick floor slab 
was separated from the footings by a one-hali-inch space filled with premolded asphalt- 
impregnated fiber board. 
After erection of the corrugated-steel arches, a confining non-drag-sensitive earthwork con- 
figuration was formed about the structures as shown in Figure 8.6. These earthworks were 
formed with the coral sand from the same island sites. Most of the earthwork material was 
placed in one-foot lifts by carryall scrapers. Compaction was accomplished by spraying sea 
water, and by passes with D8 bulldozers. The coral sand close to the sides, ends, and atop 
the structures (five feet of cover at crown of each structure) was placed with clamshell cranes 
in approximately 3-foot lifts, and each layer of soil was sprayed with sea water to accomplish 
necessary consolidation. 
. 
None of the four arch structures contained any additional supporting members. No partitions 


or mechanical equipment were in any of the structures, inasmuch as the primary objectives of 
the project were limited to structural systems only. Timber stagings were used to support in- 
strumentation, but these were placed so as not to interfere with any responses of the structure 
below failure deformation ranges. 


8.3.4 Instrumentation. The purpose of the structural instrumentation was to measure the 
follOWing: 
1. Interior pressure versus time. Two self-recording BRL-type gages were used per 
structure. 
2. External overpressure versus time. Two self-recording BRL-type gages were used per 
structure. 
3. Acceleration of floor slab versus time. One self-recording and fifteen electronic accel- 
erometers were installed in the four structures by Ballistic Research Laboratories (BRL), 
Stanford Research Institute (SRI), and the Naval Civil Engineering Laboratory (NCEL). All ex- 
cept two instruments measured the vertical component of acceleration. 
4. Deflections of arches. Scratch-type deflection gages were placed at 10 positions in each 
structure. In addition, self-recording drum-type deflection gages were placed in five positions 
in each structure subjected to long-duration loadings from Shot Koa to give a deflection-versus- 
time record. 
5. Dynamic pressure versus time. Electronic and self-recording drag-pressure gages 
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Figure 8.2 One of the 25-foot-span arch shells. 


Figure 8.3 Structure 3.2d, endwall reinforcing by steel tie-rods 
and concrete deadman anchorage. 
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Figure 8.4 Earth configuration, 25-foot-span structure; for 
3.2a, A = 5.0 feet, B = 12 feet; for 3.2b, A = 3.0 feet, B = 14 
feet; and for 3.2c, A = 1.5 feet, B = 15.5 feet. 
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Figure 8.5 Earth configuration, 38-foot-span structure. 


were installed by BRL at the natural grade adjacent to each structure. 
Gamma- and neutron-radiation shielding effectiveness was measured with chemical dosim- 
eters provided by the U. S. Air Force School of Aviation Medicine, and gamma film badges 
( 
provided by TU-6 of TG-7.1. 
. 


8.3.5 Results. Table 8.1 includes a summary of important blast and structural considera- 
tions, together with certain results that were obtained by remote instrumentation. A descrip- 
tion of the posts hot condition of each structure is presented below. 
S t r u c t u r e 3. 2 a . 
Figure 8.7 shows the condition of Structure 3.2a after a partial excava- 


TABLE 8.1 
SUMMARY OF STRUCTURAL RES:JLTS 


NYA. data not yet available. 


Span of structure, ft 


Gage of steel arch sections 


Gage of endwalls 


Earth over crown of structure, ft 


Code name of shot 


Site of device 


Site of structure 


Yield predicted 


Approximate yield reportcd 


Distancc from ground zcro, ft 


Ovcrpressure predicted, psi 


Ovcrprcssure mcasured, psi 


Duration positive phasc, scc 


Arrival timc, scc 


Dynamic pressurc, psi 


Maximum internal pressurc, psi 


Maximum vcrtical acceleration 
of floor slab, g l 


Maximum horizontal accelcration 
of floor slab, g § 


Gcncral postshot conditions 


• On basis of 15 kt. 
( On basis of 1.5 Mt. 


3.2a 


25 


10 


8 


5 


Cactus 


Yvonne 


Yvonne 


13 to 17 kt 


18 kt 


980 


75 • 


90 


0.40 


0.14 


NYA 


2.5 


+ 7.8 
-3.5 


+4.2 
-1.85 


3.2b 


25 


10 


8 


5 


Koa 


Gene 


Irene 


1.25 to 2.25 Mt 


1.3 Mt 


4,470 


75 • 


78 


1.6 


0.85 


NYA 


NYA 


NYA 


NYA 


Collapse on side away Completc collapse 
from ground zero 
(symmetrical) 


+ indicates upward acceleration; - indicates downward acceleration. 


3.2c 


25 


10 


8 


5 
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tion to permit safe recovery of data. Scratch-gage records indicated that the initial translation 
of the arch shell was almost directly downward at the crown for a distance of eight to nine inches, 
while pOints at 45 degrees on both sides of the arch moved almost downward four to five inches. 
After these initial deflections, the records show random traces which apparently occurred dur- 
ing the structural collapse, and while one of the instrument-supporting stages was being severe- 
ly damaged. The collapse of the structure on the side away from ground zero was apparently 
initiated by bearing failure of the shell plates at bolt holes of the horizontal bolted seam, ap- 
proximately five feet above the floor level on the collapsed side of the structure. 
The fact that the initial response was nearly symmetrical and that the failure occurred on 
the side away from ground zero indicates that the earthwork configuration minimized the effects- 
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Figur~ 8.6 Completion of earthwork construction, Structure 3.2b . 


..... 
~ 
. 


. -- " 
Ih,I 


·' 
" ~~;·i~~~. ~~~~~ 


Figure 8.7 Posts hot view of horizontal plate joint in Structure 3.2a. 
Kate bearing failure of metal adjacent to bolt holes, caused by 
compressive forces transmitted along arch shell. 
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asymmetrical loading due to dynamic pressure. The footing on the ground-zero side had moved 
downward 3 Y2 inches relative to the floor slab. The footing on the side away from ground zero 
was covered with folded portions of the steel-arch shell, and relative elevations of the slab and 
footing were not determined. It should be noted that a hard-cemented-sand layer was located 
approximately two feet below the bottom of the footing for this structure. 


S t r u c t u r e 3. 2 b . 
Complete and apparently symmetrical collapse of the arch shell occurred 
and a large quantity of sand entered the structure when the excessive deformation pulled the shell 
clear of the end wall. Figure 8.8 shows the postshot condition of the two ends of the structure. 
No data or equipment could be retrieved from within the structure until complete uncovering of 
the structure when radiation levels from other test events permit. All results were based upon 
exterior visual inspection of the structure. At both ends the arch shell had deformed in a peaked 
shape, approximately symmetrical about the crown. 
S t r u c t u r e 3. 2 c . 
The arch shell collapsed completely, and entry into the structure to re- 


Figure 8.8 Structure 3.2b, posts hot. Closeup immediately inside 
access-end edge of arch shell. Clearance between sand and shell 
near center of photograph is approximately 2 feet. Ground zero 
was at right. 


cover data and records was not possible until complete uncovering of the struct'.lre. Figure 8.9 
shows the 12 inches of mud covering the floor slab, and the crown of the structcre deflected close 
to the floor slab. The water apparently entered at the ends of the structure during the wave 
which resulted when the shot inundated the area. 
Structure 3.2d. Figures 8.10, 8.11 and 8.12 show the posttest collapsed condition of the 
structure. The arch shell near the crown had been formed into an approximately symmetrical 
hyperbolic-like arch shape becoming narrower near the center of the structure. The sand ap- 
parently entered the structure after the excessive deformation pulled the shell c.?;ay from the end 
walls. No data or equipment has yet been recovered except for the center scratch-gage measur- 
ing deflections at the crown. This gage indicated a downward vertical movement of approximate- 
ly 19 inches before collapse of the shell and subsequent random scratch traces. 
G e n era I Dis c u s s ion. 
An earthwork, confined-steel-arch shell virtuall:i identical to 
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Figure 8.10 Structure 3.2d, posts hot. Closed-end shell edge visible. 
Ground zero was at left. Note 2-foot sag in shell of deformed structure. 
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Photograph was made at downward angle of 30 degrees. 
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Structures 3.2a, 3.2b, and 3.2c successfully sustained short-duration peak-overpressure loading 
of 56 psi from a kiloton-range detonation at 700 feet altitude in Operation Plumbbob. The collapse 
of Structure 3.2a under short-duration loading of 90 psi, when compared with the survival of a 
similar structure under short-duration loading of 56 psi during Operation Plumbbob, seems to 
indicate the upper survival limit of s:lch type structure is bracketed between 56 and 90 psi for 
short-duration loadings. 
Data and equipment recording the initial responses and other structural measurements of 
structures 3.2b, 3.2c, and 3.2d were not recovered immediately because of high-radiation levels 
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Figure 8.12 Structure 3.2d, postshot. Closed-end shell edge at crown_ 


which pre\-ented removal of the earth covering and earth inside the structures. Data recovery 
will be accomplished when radiation levels permit. 
The mode of collapse in Structure 3.2a, which apparently began with bearing failures of cer- 
tain shell plates along a horizontal bolted joint, indicates that strengthening of such joints by 
using a greater number of bolts might increase the efficiency of the structure. 
It should be noted that no direct comparison of structural loading and response of flexible-arch 
shells can be made between the structures of Operation Plumbbob and similar structures of Op- 
eration Hardtack, because of the collapse of the correlating structure, 3.2a, under overpressures 
.higher than anticipated. It should be recognized that the response of flexible-arch structures is 
dependent upon many soil characteristics which differ according to site location. However, little 
general knowledge is available concerning the effects of these various environmental conditions, 
such as the dynamic-bearing capacities of foundation material, the dynamic load-transmission 
strength, and arching characteristics of soil, and ground-motion characteristics of various soils. 
A collateral objective, the determination of radiation-shielding effectiveness of the structures 
tested, was not satisfied because the ruptures of the steel-arch shells and resulting large sand 
infiltration preyented valid results from being obtained. 
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8.3.6 Conclusions. On the basis of preliminary studies of the results of these experiments, 
it can be stated that: 
1. A Navy-stock, 25-foot span. 10-gage, corrugated-steel-arch shell in a non-drag-sensitive 
confining earthwork of coral sand collapsed on the side away from ground zero when subjected to 
gO-psi peak overpressure from a surface burst of 18 kt. The collapse was apparently initiated 
by bearing failure of the shell plates at a bolted horizontal seam, approximately five feet above 
floor level on the collapsed side of the structure. 
2. A Navy-stock, 25-foot span. 10-gage, corrugated-steel-arch structure in a non'-drag- 
sensitive confining earthwork of coral sand collapsed completely when subjected to 80-psi peak 
overpressure from a 1.3-Mt surface burst. 


3. A specially fabricated, 38-foot span, one-gage, corrugated-steel-arch shell in a non-drag- 


- sensitive confining earthwork of coral sand completely collapsed when subjected to 100-psi peak 
overpressure from a 1.3-Mt surface burst. 
4. fA Navy-stock, 25-foot span. 10-gage, corrugated-steel-ar·ch shell in a non-drag-sensitive 
confining earthwork of coral sand completely collapsed when subjected to l80-psi-peak overpres- 
sure from a 1.3-Mt surface burst. 
The upper limits of survival for all structures tested in this project was less than the over- 
pressures experienced. 
Data reco\'ery for this project has not been completed, due to high radiation levels. There- 
fore, complete or firm conclusions regarding the results are premature. As oi the date of this 
writing no direct comparative analyses could be made that would tend to invalidate the recom- 
mendations of Operation Plumbbob Project 3.3 (Reference 26). 


8.4 
BEHAVIOR OF DEEP REIKFORCED-CONCRETE SLABS IN 


HIGH-PRESSURE REGIONS 


8.4.1 Objectives. The original objective of Project 3.6 was to determine the behavior of deep 
(thick) reinforced-concrete slabs in the overpressure region of 200 to 1,000 psi. and, thereby, 
to provide a basis for establishing design criteria for massive reinforced-concrete structures 
under blast loading. The upper limit of Q\'erpressure was subsequently reduced to 600 psi to 
avoid the possibility of losing the slabs in the crater formed by the surface test shot. The term 
deep is intended to include slabs ha\'ing depth-to-span ratios from 0.15 to 0.78. It is expected 
that for slabs of these latter proportions, shear or diagonal tension will prove to be the most 
sigllificant strength parameter. 


8.4.2 Background. A large amount of information on the static strength of concrete beams 
and slabs has been accumulated during the last several decades by extensive theoretical studies 
and thousands oi laboratory tests. Very few of the previous tests have involved dynamiC loadings 
of reinforced-concrete beams and slabs. ,Those that have been subjected to dynamic loads were 
designed for relatively low-loading intensities which resulted in beams and slabs of normal pro- 
portions in common use under static-design procedures. Under high-dynamic loadings (hundreds 
of psi) which protective structures must reSist, the normal proportions of beams and slabs must 
be severely altered to depth-to-span ratios as high as 0.3 to 0.4. Experimental studies for slabs 
of such proportions have been few and, under dynamiC loads, virtually nonexistent. 
Information has been urgently needed for the design of doors ane! covers for entrance ways in- 
to underground protective structures, especially structures to be designed and built as a part of 
our retaliatory installations. The doors of such structures may have to be power operated. In 
such cases, the weight of the door is important and must be kept to a practical minimum, con- 
sistent with requirements for blast and radiation protection. 
Ultimate strength design criteria are available for beams or one-way slabs of normal pro- 
portions under statically applied loads. Extrapolation of these criteria to deep sections could 
lead to serious errors, particularly in regard to shear strength since such criteria have devel- 
oped empirically. Ultimate strength-design criteria for two-way slabs have not been well estab- 
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lished even for slabs of normal proportions under static loads. Therefore, the design of two-way 
slabs for dynamic loads has required an even more conservative approach than that for one-way 
slabs, and has resulted in poor economy. In summary, current design specifications are inade- 
quate for reliable, economical, use for dynamically-loaded slabs of the depths required. 
The three modes of failure for both one-way and two-way slabs are flexure, pure shear, and 
diagonal tension. The following known parameters influence the strength of reinforced-concrete 
slabs under static loads in each of the modes of failure: concrete strength, steel strength, depth 
of slab, percentage of tensile reinforcement, ,percentage of compression reinforcement, and 
percentage of shear reinforcement. Under dynamic loads the slab strength is also influenced 
by the ductility factor, natural period of vibration, and load duration. The expected effective 
load duration (at least 0.10 second) from a device yield in the megaton range is long, relative 
to the natural period of vibration of the slabs (approximately 0.005 second). The assumption of 
infinite load duration can therefore be made, thereby simplifying the design computations. The 
errors introd:lced by this assumption are considered small in comparison to other uncertainties. 
For this test project, theoretical design criteria were developed in terms of the above param- 
eters for the loads required to produce failure in each of the three speCified modes: flexure, 
pure shear, and diagonal tension. 


8.4.3 Structure Description and Construction. The span lengths and overpressure levels of 
the slabs tested were chosen with due consideration for field construction and financial limita- 
tions. It was originally conceived that both 6-foot and 20-foot-span slabs would be tested, but 
financial limits restricted the tests to the shorter spans. All slabs were designed with clear 
span between supports of 6.0 feet, and with their top surfaces flush with ground level so that 
only the overpressure would act on them. 
An e;o..'tensive instrumentation program was not included because of the gross lack of data 
concerning dynamic diagonal tension strength. Therefore, information gained from the tests 
depended primarily upon the differences between the slabs which failed, and those which did not. 
The test specimens consisted of 30 one-way and 10 two-way reinforced-concrete slabs. The 
test specimens were located on Site Helen for Shot Koa. The 10 two-way slabs and 15 one-way 
slabs were located at the predicted 600-psi overpressure level, and the remaining 15 one-way 
slabs or beams were located at the predicted 175-psi overpressure level. The 10 two-way slabs 
had fh"e different effective depths from 10 to 30 inches, with variations in flexural steel and web 
reinforcement to change the strength at common depths. The one-way slabs were Similarly di- 
vided into five different effective depths at each location, 20 to 56 inches at the predicted 600- 
psi level, and 11 to 31 inches at the 175-psi level. Figures 8.13 and 8.14 show details of the 
test specimens and supporting structures. The slabs were proportioned so that a departure 
from the predicted overpressure levels of as much as ± 50 percent would still give results which 
would yield valuable information. 
For better concrete control, all slabs were precast at a site in California and shipped to the 
EPG. Test cylinders for each slab were provided for determining the 28-day concrete strength, 
and also concrete strength on shot day. Results of the 28-day strengths which were received 
after all slabs had been delivered to the EPG indicated that the strengths exceeded the 4,500-psi 
upper limit of the speCified concrete strength by 15 to 20 percent. However, the upward re- 
vision of predicted yield for Shot Koa indicated the probability of higher overpressures at both 
project'locations, so this higher-than-specified concrete strength was not considered a totally 
undesirable feature in the test. 


8.4.4 Instrumentation. The minimum data considered necessary for success of this project 
included the free-field overpressure at each location, and the maximum deflection and mode of 
failure for each damaged test specimen. Because of the lack of knowledge concerning the rela- 
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Figure 8,14 Two-way slab support. 
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tive Significance of the several strength parameters, the minimal instrumentation system was 
intended primarily to define the relative significance of the strength parameters, flexure, pure 
shear, and diagonal tension. 
Overpressures were measured at each of the two locations by BRL self-recording pressure- 
time gages mounted on the supporting structures. In addition, two BRL self-recording acceler- 


TABLE 8.2 
PEAK SURFACE OVERPRESSURES 


Range 
Predicted Peak 
Measured Peak 


Overpressure * 
Overpressure 
ft 
psi 
psi 


1,830 
400 to 800 
1,110 


3,100 
125 to 225 
190 


* Based on variation in predicted yields of from 


1.0 to 2.0 Mt. 


ometers were mounted on each supporting structure to record the accelerations. It was expected 
that information obtained from the accelerometers would be of limited value insofar as the anal- 
ysis and interpretation of data for this project was concerned; however, the records were ex- 
pected to yield additional and much-needed data on the magnitude of accelerations which the 
structures experienced. 
The response of each slab to the applied loading was to be determined by deflection measure- 
ments of the top of each slab and by visual inspection of the slabs after removal from the sup- 
porting structure. Five steel bolts were equally spaced along the centerline of the top surface 
of each slab to define the deflected shape. Additional bolts were placed on the diagonals of the 
two-way slabs. 


8.4.5 Results. The free-field measurements consisted of surface overpressure measured 
by BRL self-recording gages. Some of the gages exceeded their calibrated ranges; however, 
extrapolation from the existing calibration yielded the reasonably reliable peak pressure re- 
corded in Table 8.2. 
The canisters housing the self-recording,accelerometers did not prove to be water-tight; 
therefore, no acceleration and records were obtained. 
High posttest radiation levels at both slab locations limited the amount of data recovered, and 
detailed data recovery is scheduled for a period several months after the test. Visual inspection 
of the surface of the one-way slabs or beams at the 1,830-foot range indicates the following re- 
sponse: (1) a deflection of approximately V2 inch, and general cracking at the center of the top 
surface of the weakest slab; (2) all other deflections less than % inch; and (3) cracks in the top 
surface only on four other test specimens at this overpressure level. Visual inspection of the 
two-way slabs indicated no cracking on the surface, and a 'maximum deflection of approximately 
Va inch on one specimen. One two-way slab was missing and several were tilted and buried, in- 
dicating a failure of the supporting structure. This location was within 10 feet of the edge of the 
crater resulting from the shot and, therefore, subjected to severe ground movements. A general 
subsidence of the slab stations and surrounding ground area of about five or six feet was noted. 
Figure 8.15 is a view of the general posttest condition of the 1,830-foot-range slabs. 
The one-way slabs at the 3, 100-foot range were not inspected because of a covering of approx- 
imately one foot of dense material and the high-radiation level which prevented removal. There- 
fore, no data is yet available on the posttest condition of these slabs. 
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Reference to Table 8.2 indicates that the pressure measured at the 1, 830-foot-range location 
was significantly higher than the predicted values and should have produced failures in most of 
these test specimens. As previously indicated, the average 28-day concrete strength was above 
the specified strength. The average strength at shot day exceeded the design assumption of 4,000 
psi by 55 percent. These high concrete strengths increased the strengths of the test specimens, 
but they did not entirely account for the comparatively small amount of damage sustained by the 
slabs. 
Preliminary free-field air-blast results indicate an overpressure-decay rate greater than 
assumed, so as to give effective durations of only about V3 to V2 of the assumed values. Another 
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Figure 8.15 Posttest view of two-way slabs at range of 1,830 
feet, looking away from ground zero, depicting the evidence 
of foundation failure. 


factor was that the predicted slab strengths were obtained by extending empirical data beyond 
their previous range of application. Further discussion is not warranted untii completion of data 
recovery and analytical studies of the test results. 


8.4.6 Conclusions. No firm conclusions can be drawn from the limited amount of data cur- 
rently available. It appears, howeyer, that the resistance of slabs, particularly in diagonal 
tenSion, to high-blast pressures is considerably higher than was e~ected. Even though pre- 
liminary results indicate only relatiyely minor damage to the slabs, it is believed that when 
fully evaluated. this information should be sufficient to form the basis for more reliable criteria 
than is now aYailable for the design of reinforced-concrete slabs to resist high-intensity blast 
loads. 


8.5 
DAMAGE TO EXISTING EPG STRUCTURES 


8.5.1 Objective. The objective of Project 3.7 was to record and evaluate damage from blast, 
radiation, and water waves to pre-existent and new structures at the EPG by preshot and post- 
shot examinations and measurements. 


8.5.2- Background. Many structures have been built in prior tests at EPG for the purpose of 
housing scientific instruments in e)"1:reme environments. Damage to these structures was re- 
ported, but their exposure to nuclear effects was only incidental to their function, and the oppor- 
tunity to gain useful information from their behavior was not fully exploited. In addition, a 
number of test structures still existed in an undamaged or partially-damaged condition. This 
project was planned to observe those structures, which were subjected to loadings and effects 
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of interest, in order to amplify and supplement existing design criteria with minimal additional 
effort. 
General damage surveys in published reports have been limited to three shots and have not 
discussed overall damage-distance relationships. In addition to published reports, Holmes and 
Narver, Inc. (H&N) had made damage observations and had taken numerous photographs of sci- 
entific stations during the preceding EPG operations. These postshot damage reports were 
given limited distribution to the AEC, LASL, and LRL as a basis for modifying existing scien- 
tific stations and designing new stations for future operations. The H&N reports were reViewed, 
and a tabulated summary of all previous miscellaneous damage observations was included in the 
Project 3.7 ITR. 


8.5.3 Procedures. The objective required the project to adequately document structural 
damage from most of the Operation Hardtack events at Bikini and Eniwetok. 
Instrumentation consisted of 11 self-recording air-overpressure gages, :md 6 self-recording 
accelerometers which were furnished, calibrated, and read by BRL. These gages were located 
near or inside the structures expected to exhibit responses of interest to the project. Standard 
dosimeter film packets were located in many of the structures for determining radiation-shielding 
effectiveness. In addition to "a large photographic effort of preshot and postshot pictures, the 
project performed several level surveys to determine loss of earth cover from water.-wave action. 


8.5.4 Results and Discussion. Operation Hardtack data points were ploned on the air- 
overpressure curve compiled from data from previous EPG operations as shown in Figure 8.16. 
The ploUed points agreed closely with the prediction curve and established a high level of con- 
fidence for the predicted overpressure values where overpressures were nOi: actually measured. 
Limited Operation Hardtack acceleration data was available, and only a few pOints were 
plotted on the acceleration-prediction curve compiled from Operation Plumbbob data as shown 
in Figure 8.17. The data is not sufficient to determine the overall reliability of results obtained 
from using the curve; however, it appears that a reasonable value can be obtained. 


The limited number of radiation measurements made within structures "was not sufficient to 
form firm conclusions. However, the predicted values by use of the concept of the path of least 
resistance gave closer correlation with film-badge readings than did the values from least-slant- 
distance computations. 
Damage to certain common facilities and installations such as camp sites, generators, and 
storage tanks had been observed and reported in several previous operations. For these items 
the previous damage data, as well as that obtained during Operation Hardtack, were studied for 
the purpose of determining damage-distance relationships. Where possible, the damage was 
compared with the curves of TM 23-200 (Reference 15). 
The damage-distance relationships shown in Figure 8.18 are for the typicallight-wood-frame 
camp-site buildings, and represent the results of observations of damage made in Operations 
Ivy, Castle, Redwing and Hardtack. Distances shown for severe damage are those for which 
the probability of the damage occurring is 50 percent, the 2.0-psi level. The spread of the data 
in the severe damage range supports the methods of obtaining 10-percent and gO-percent prob-" 
ability given in TM 23-200. The moderate damage level (1.0-psi) was determined by using the 
distance for a weapon of four times the desired yield as in TM 23-200. The light damage curve 
(0.75-psi) is intended to represent the upper limit of nuisance damage and the threshold of light 
damage. The severe damage curve (50 percent probability) for wood-frame buildings, one- or 
two-story house type, as given in TM 23-200, is also shown on Figure 8.18. 
A 2l,000-gallon bolted-steel water tank directly exposed to 6.5 and 7.0-psi of air overpressure 
received light damage. The roof was dished in and there was a small amount of buckling above 
the level of liquid in the tank. In addition, it was noted that there was no damage to the exterior 
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Figure S.16 Peak air overpressure for a 1-kt surface burst, with observed pOints. 
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Figure 8.17 Reduced vertical ground acceleration 10 feet below ground 
surface for a l-kt surface burst, with observed points. 
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connecting piping. Similar tanks exposed in previous operations confirm the observation that 
these smaller tanks a::-e considerably less vulnerable to damage at a given pressure level than 
large oil storage ta~:.s. Preliminary examination of the data indicate that light damage is to be 
expected between air overpressure of 3 and 10 psi. 
All heavily reinforced concrete structures, buried,mounded over, or above ground performed 
satisfactorily without exhibiting any indication of structural failure. One of the buried structures 
was exposed to an air overpressure of 450 psi. 
Blast-generated v.-ater waves were instrumental in removing considerable quantities of loose 
material from earth r::ounds and earth berms. Observations during this, and past operations, 
indicate that close-in structures surviying the effect of air blast will undoubtedly survive the 
force of water waves. 
Generators, located some distance behind an earth- mounded structure and exposed to an 
overpressure of 35 psi, suffered severe damage. However, of particular interest was the strik- 
ing evidence of the protection afforded objects sheltered from the air blast by an obstruction. 
The fully sheltered generator located within a distance equal to the height of the mound moved 
only two feet and was virtually undamaged, whereas the least sheltered generator was thrown 
60 feet, and suffered severe damage. 


8.5.5 Conclusions. The objective of recording and evaluating damage from air blast, radia- 
tion, and blast-generated water waves was attained. The following tentative conclusions are 
made from a preliminary review of the data: 
1. The peak air-oyerpressure curye, Figure 8.16, is reliable for scaled overpressures from 
0.1 to 340 psi. 
2. The peak ground-acceleration curve, Figure 8.17, gives reasonable predictions of floor- 
slab accelerations. However, the overall reliability of the curve was not verified, inasmuch as 
limited data was obtained. 


3. Radiation levels inside several structures were adequately predicted by using the path-of- 
least-resistance concept while the least-slant-distance concept did not give realistic values. 
4. Light wood-frame structures (camp buildings)" suffered severe damage from air overpres- 
sures ranging from 1.4 to 3.0 psi. 
5. Bolted-steel ground-surface storage tanks (20,000 to 30,000 gallon capacity), full of water, 
suffered only light c3.mage from overpressures less than 10 psi. 
6. Heavily reinforced concrete aboye-ground structures, earth mounded and having five- to 
six-foot-thick walls, can survive air oyerpressures up to 450 psi without damage. 
7. Obj ects located close behind earth mounds within a distance approximately equal to the 
height of the mound receive considerable protection from dynamiC pressures at overpressures 
up to 35 psi. 
8. 
Exposed standard two-inch and four-inch water pipes, including standard rising stem 
values, survived pressures up to 8 psi without sign of damage. 


8.6 Summary. It is concluded that the results from the projects involved in the land struc- 
tures phase of Program 3, Operation Hardtack, were successful in achieving their objectives 
and have contributed a significant amount of information on the effects of nuclear bursts on 
various land structures under conditions that have not been investigated heretofore. 
The'upper limits of survival of the three 25-foot spans and the 38-foot span underground 
corrugated-steel-arch structures are less than the overpressures experienced. These were: 
90 psi from kt yield; 80 and 180 psi from Mt yield on the 25-foot spans; 100 psi from Mt yield 
on 38-foot span. Because of incomplete data recovery, due to high-radiation levels, firm con- 
clUSions cannot be drawn at this time. However, comparison with the Operation Plumbbob 
Project 3.3 structures is expected to permit an estimate of the upper limit of survival of such 
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structures under Mt-yield conditions. As of this date, no direct comparative analyses could 
be made that would tend to invalidate the recommendations of Operation Plumbbob Project 3.3 
regarding such structures under kt-yield conditions. The deep reinforced-concrete slabs tested 
in the high overpressure sustained generally less damage than expected. Preliminarv results 
indicate that the resistance of the slabs, particularly in diagonal tension, is considerably higher 
than was expected. Damage to miscellaneous structures at EPG was successfully documented 
and the information obtained will add to the current knowledge of effects on structures from 
blast forces, radiation, and water waves resulting from nuclear explosions. 
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Chapter 9 


EFFECTS on AIRCRAFT STRUCTURES 


9.1 
BACKGROUND AND THEORY 


Definition of nuclear weapon~safe-delivery criteria is a basic objective in all studies of effects 
on aircraft st!'"::.ctures. Nuclear weapon delivery by manned aircraft is often limited by weapon 
blast and ther::.al effects on the delivery aircraft and nuclear-radiation exposure of the crew. 
Analytical me:.~ods have been de\·eloped for the prediction of these weapon-effect inputs and for 
. the response G: the aircraft to these inputs. Data from previous tests have been used to verify 
and correct ttese analyses. The data indicates that blast inputs and the skin-temperature rise 
resulting froI:: thermal inputs can be analyzed and predicted with relatively good accuracy. Pre- 
diction of airc:-aft structural response to the blast and the predictions of thermal inputs have less 
reliability, hG-;;-ever. 
For planned-delivery tactics where margins of safety may be critical, ad- 
ditional testin§; was required during Operation Hardtack to establish safe and efficient weapon- 
delivery crite::-ia. As a by-product of testing to establish weapon safe-delivery limitations, 
experimental .:::.ta were also obtained to correct and refine analytical methods with general ap- 
plication to the delivery problem and for utilization in the design of new aircraft. 
The crushl::g effects of overpressure, the transitory effects on lift due to particle velocity in 
the shock waYE-. and the short-duration loading caused by pressure imbalance during shock-wave 
diffraction are important blast inputs in determining aircraft structural loads. All these effects 
can be defined in terms of overpressure, making this a fundamental measurement in all aircraft- 
effect projects. Overpressure predictions during Operation Hardtack were based upon a combina- 
tion of the analytically derived 1I-problem curve and data published by Haskell-Brubaker as used 
by the Air Force project (Reference 27), or a curve extracted from "Capabilities of Atomic We;;.p- . 
ons" (Reference 15) in the case of Navy projects. The two curves were, for practical purposes, 
nearly identic:J.. Both curves were established in terms of a 1-kt burst in a homogeneous sea- 
level atmosp!:E!'"e, necessitating scaling to the yield and prevailing atmospheric conditions. Mod- 
ified alpha sc.:.:.ing was used by the Air Force project; modified Sachs scaling by the Navy projects. 
Prediction of aircraft-structural responses were derived from theoretical analyses and exper- 
imental data by the engineering staffs of the aircraft manufacturers concerned. The analyses 
utilized standa.:-dized methods and tec!miques with heavy reliance upon machine computations. 
Diffraction loading was included in the dynamic analyses of the A4D and FJ;-4 responses because 
of the \·ery sh.:.rt structural-response times for these aircraft. Diffraction loading was also as- 
sumed in the response predictions for the B-52 tail loads. Analysis of Operation Redwing B-52 
tail-load data indicated a lack of correlation which was attributed to diffraction effects. Factors 
were derived ::rom the Op~ration Redwing data and utilized in initial predictions of the effects on 
the tail surfaces for the Operation Hardtack participations. No diffraction was accounted for in 
the B-52 wing analysis, due to the relatively slow response time of this structure, which, it was 
assumed, precluded any reaction from this type of loading. 
Thermal-ir.put predictions were based upon the methods of Chapman and Seavey by the Air 
Force project lReference 28), and upon a Bureau of Aeronautics method by the two Navy projects. 
Thermal-response predictions were developed by the contractors concerned, based upon service 
speCifications. Nuclear-input predictions were based upon the methods and curves contained in 
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AFSWP Report Number 1100, "Nuclear Radiation Handbook" (Reference 29). 


9.2 
OBJECTIVES 


The overall objective of the Aircraft Structures Program was to obtain data from which to de- 
termine the delivery capability bf the participating aircraft and upon which to base modifications 
and refinements of prediction methods which would be applicable to these and similar aircraft 
types. 
In particular, structural responses of the B-52 to side loads were studied in order to verify 
or correct the analysiS used in predicting side-load response. This analysis was basic to the 
problem of defining the capability of the aircraft for multiple-weapon delivery where blast and 
thermal loads would be received from weapons delivered by other aircraft in a multiple attack. 
The two A4D-1 aircraft and two FJ-4 aircraft had, as project objectives, the measurement 
of effects inputs and structural responses to these inputs. This data will be correlated with that 
obtained from Operation Plumbbob in order to correct or verify theoretical analyses to be used 
in the definition of capabilities for delivering Class D weapons. 


9.3 
PROCEDURE 


Procedures resembled those of past operations. To insure safety, positions were chosen on 
the basis of the highest yield that could be expected. Positions in space and tracking information 
were obtained through radar-guidance systems, MSQ-1A, and the aircraft's bombing and naviga- 
tion system for the B-52, and M-33 gun-laying radar for the A4D and FJ-4 projects. All sys- 
tems gave excellent results. 


9.4 
RESULTS 


The range of azimuth angles planned for the Project 5.1 participations is indicated in Figure 
9.1. These planned positions, although not realized exactly, were approached closely enough to 
obtain the desired data. In addition to the azimuth angles illustrated, a range of elevation angles 
from 10.0 degrees to 51.8 degrees was obtained. In general, the more remote the position from 
ground zero, the lower the elevation angle. 
Overpressure measurements, scaled to one kiloton, sea-level, homogeneous-atmosphere con- 
ditions, were found to be approximately ten percent conservative. This is illustrated in Figure 
9.2, where overpressure and shock-arrival data from all three projects have been reduced and 
summarized on a common basis to permit comparison. 
Significant responses to overpressure existed in the flaps, body frames, fin, and stabilizer. 
Preliminary observations indicate the flap was more critical, due to bumper loads caused by 
overpressure, than was the basic airplane. Field analysis of the body response was not per- 
formed, due to the complexity of the problem. Preliminary fin- and stabilizer-overpressure 
response caused by diffraction loading was included in the loads resulting from the material ve- 
locity, due to the difficulty in separating the two types of load in the field. 
Neither the engine nacelles or the external wing-fuel tanks were found to be critically loaded 
by blast effects. 
Field correlation of test data indicated that the analytical value for bending moment at Wing 
Station 1178 was a reliable guide to the capability of the wing. Approximately 73 percent limit- 
allowable load was reached at this station. Stabilizer-load data indicated the pre-Hardtack cor- 
relation factors, which included corrections for assumptions of effective area, downwash, and 
the influence of diffraction loading, were appreciably below the measured values obtained for 
some orientations. Fin data also indicated this same underpredicting, due to the factors used. 
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TABLE ~.1 PEAK RESPONSES OF STABILIZER AND FIN, PROJECT 5.1 


Calc~ loads are based upon material velocities computed from measured overpressures. 
Stabilizer Station 300 
Fin Station 291 
Shot 
Shear 
Moment 
Torsion 
Load Ratio' 
Shear 
Moment 
Torsion 
Load Ratio· 


103 lb 
106 in-Ib 
10' in-Ib 
103 lb 
106 in-Ib 
106 in-Ib 


". 
Fir 


Calc~ed 
7.06 
0.337 
0.110. 
0.44 
9.72 
0.634 
0.150 
0.56 
Me:.s=ed 
4.78 
0.352 
0.170 
0.47 
6.40 
0.533 
0.346 
0.55 


Koat 


Calc~d 
3.73 
0.182 
0.060 
0.24 
ILl 
0.721 
0.168 
0.63 


Me~.::-ed 
3.51 
(P76 
0.211 
0.36 
6.56 
0.554 
0.287 
0.52 


Roset 


Calc~ed 
4.47 
0.211 
0.121 
0.28 
3.97 
0.246 
0.105 
0.23 
Me:;.s::..--ed 
2.91 
0.273 
0.084 
0.36 
1-42 
0.136 
0.114 
0.16 


Maple ~ 


Calc~ed 
5.72 
0.275 
0.151 
0.37 
7.09 
0.571 
0.309 
0.55 
Me:;.s:::-ed 
5.45 
0.329 
0.293 
0.50 
7.84 
0.672 
0.415 
0.67 


WaIn::: I 


Ca:c~ed 
6.77 
0.624 
0.194 
0.82 
7.42 
0.590 
0.386 
0.61 
Me<..S::!"ed 
6.81 
0.792 
0.200 
L03 
6.81 
0.536 
0.384 
0.59 


Redwo:>:: ~ 
Calc;;:ated 
13.64 
0.641 
0.374 
0.86 
Me.=.s::=ed 
9.50 
0.634 
0.413 
0.86 


Elde:- ~ 


C:;.Jc~ted 
5.09 
0.760 
0.241 
1-00 
10.63 
0.858 
0.534 
0.87 
Me-'-E:.::-ed 
5.99 
0.423 
0.489 
0.72 
10.50 
0.998 
0.545 
0.94 


Oakf 


Calc~ted 
3.97 
0.198 
0.224 
0.40 
9.02 
0.724 
0.388 
0.77 
M""-E:.::-ed 
4.52 
0.289 
0.296 
0.47 
9.72 
0.804 
0.490 
0.80 


Ceda:- t 
Calc:::':='ted 
10.57 
0.64; 
0.411 
, 
0.88 
9.10 
0.656 
0.494 
0.76 
Me"-E::...-ed 
9.55 
0.715 
0.469 
0.98 
8.75 
0.729 
0.559 
0.88 


DogwoOC~ 
Calc:.:!ated 
5.95 
0.606 
0.239 
0.80 
6.45 
0.626 
0.408 
0.63 


Me:;..,,~-ed 
6.96 
0.605 
0.138 
0.79 
5.62 
0.540 
0.386 
0.56 


. Lo~ ::-atio = gust load/limit allowable load. 
t Right hand stabilizer . 


+ Le:: ~:md stabilizer. 
§ Zero response, symmetrical ell:posure . 
.. 


TABLE 9.2 
THERli~.L INPUT AND RESPONSE DATA, PROJECT 5.1 


Direc: lrradiance 


Shot 
90 d<>g Field of View 


Irradi:mce 
Time to Second 
Maximum 


cal/cm~-sec 
scc 


Walnut 
3.9G 
1-25 


Redwood 
6.56 
0.73 


Indirect Radiant Exposure 


160 deg Field of View 
Horizontal 


cal/cm2 


8.60 (12.6):t: 


8.45 (12.3):t: 


Temperature Rise * 


Body Station 1151 
Stabilizer BL 120 


Calculated t Measured Calculated t Measured 


F 


316 


367 


F 


167 


197 


F 


286 


345 


F 


171 


191 


* Temperatures sho""!} for black-painted surfaces, absorptivity 0.90. 
t Calculated values based upon measured input. 


:/: Numbers in pare~:!leses ( ) are calculated based upon measured yield. 


334 


Convective Cooling 
Calorimeter 
Measured 


F 


201 


208 


• ""j 


Table 9.1 summarizes tlie significant stabilizer and fin data, which are the most critical surfaces 
from the gust standpoint. 
Thermal inputs and responses on the B-52 were generally of very-low magnitude, except for 


Shots Redwood and Walnut. From the data of these two shots, the predicted-thermal input was 
found to be conservative. Temperature rises resulting from the thermal input were 60 percent 
or les~ of those calculated from the measured-thermal input. In addition, the measurement ob- 
tained from the shielded convective-cooling calorimeter was substantially below the calculated 
value. Table 9.2 illustrates the principal thermal data obtained. 
The range of overpressures and elevation angles investigated by Project 5.2 is illustrated in 


BURST 
POINT 
------~ .. 
----------~t~·_·--KOA 
),". OAK 


MAPLE 


FIR 


Figure 9.1 Location of the B-52 for each shot participation. 


Figure 9.3. It was found that there was.a consistent overprediction of overpressures as illus- 
trated in Figure 9.2. As can be seen from the same figure, however, time-of-shock-arrival 
correlation was excellent. Generally speaking, the A4D structural-response correlation con- 
firmed the analysis with a slight conservatism existing as shown in Figure 9.4. 
In general, measured direct-radiant exposure indicated a conservatism when compared with 
calculated values, but with considerable scatter in the 'data. The correlation of measured and 
theoretically-calculated temperature rise reflected these facts as shown in Figures 9.5 and 9.6. 
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It can be seen in Figure 9.7, however, that if the measured-vertical component of radiant ex- 
posure was used in the temperature-rise calculations, much better correlation was obtained, 
although scatter still existed. This indicated that although radiant exposure predictions were 
conservative, the temperature-response predictions were relatively quite reliable. 
Calculated overpressures for Project 5.3 were also consistently too high as shown in Figure 
9.2. Time-of-shock-arrival correlation was good, however. Table 9.3 summarizes the blast 
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Figure 9.2 Overpressure and time-of-shock-arrival correlation. 
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input and corresponding dynamic-response data for the aircraft, both predicted and measured. 
Typical variations of bending-moment stress and of normal-load factor. with time, taken from 
the oscillograph records, are illustrated in Figures 9.8 and 9.9. 


IV 
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Of particular interest with respect to the structural analysis were the results of a wing-pressure 
survey utilizing data obtained from several series of chordwise-pressure pickups. This measure- 
ment technique appears to have promise in surveying the transitory effects during shock-front pas- 
sage. In particular, it permits an examination of the increment of loading contributed by the 
diffraction pulse; a study of the gust effects under controlled conditions of aircraft angle of attack 
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Figure 9.3 Orientation angle and overpressure coverage. Percent 
lines are percent of design limit bending moment at 600 ft/sec. 
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Figure 9.4 Correlation of measured a":d calculated percent 
design limit bending moment. 
/. 
337 


<> Bullernut 
o Koo 
6 Yellowood 
¢-Mognolio 
'¢ Tobocco 
I:f Wolnut 
-Q- Rose 


I.J.. 
o 


II) 
II> 
cr 
e 
.2 
~ 
II) a. 
E 
II) 
I- 


60 


N 
E 
1/ 


• 


0 
50 
" 
0 
0 
e 40 
:::> 
II> 
0 a. 
)( 
W 
C 30 
2 
"'0 
0 0: 


'0 e 20 
0 


"'0 
~ 
:::> 
10 
II> 
0 
II) 
~ 


V 
1/ 
V 
• 


V 


p 
f 


0.. 
~ 


~ 
W 
W 
~ 
w 
6C 


Calculated Direct Radiant Exposure. col/cm2 


Figure 9.5 Correlation of measured and calculated direct radiant exposure. 
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Figure 9 .. 6 Correlation of measured and calculated temperature rise. 


338 


y 
- 
v 
v 


-¢- 
• 
v. 
• 


250 


200 


u.. 
0 
or 
'" 
~ 


~ 150 
E 


~ 
G> 
Co 
E 
G> 
I- 
100 


'"0 
~ 
:l 
'" 
0 
G> 
:2: 
50 v 
o o 


... 


<> 


2a 


-16 


o 


50 
100 
150 
200 
250 
300 
350 
Calculated Temperature Rise, of 


Figure 9.7 Correlation of measured and actual temperature rise using 
the measured vertical component of the radiant exposure (QN). 
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Figure 9.8 Measure.d variation of bending-moment 
stress at right-wing Station 17.5 for FJ-4 139467; 
Shot Koa. 


Figure 9.9 Measured normal load factor near the 
airplane center of gravity for FJ-4 139310; Shot 
Butternut. 
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Figure 9.10 Chordwise overpressure distribution at 0.002-second intervals 
following shock arrival at the tail at Wing Station 175.75 for FJ-4 139310; 
Shot Butternut. 
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Figure 9.11 Chordwise overpressure distribution at O.002-second intervals 
following shock arrival at the tail at Wing Station 175.75 for FJ-4 139467; 
Shot Koa. 


and gust-incident angle; and the obtaining of more complete data to confirm the structural analysis 
by progressing from the measured-overpressure input resulting from the shock wave, to measured- 
aerodynamic reaction resulting from this overpressure, and, hence, to the measured-dynamic re- 
sponse of the structure. The pressure-survey results were typical of the data received in both 
Projects 5.2 and 5.3. Representative plots of this data are shown in Figures 9.10 and 9.11. The 
first illustrates the pressure distribution for a high-angle-of-incident shock in which the aircraft 
is nearly over the burst at time of shock arrival. It can be clearly seen that the incremental pres- 


TABLE 9.3 
MEASURED AND CALCULATED VALUES OF OVERPRESSURE 
AND TIME OF SHOCK ARRIVAL 


Shot 
Overpressure 
Time of Shock Arrival 
Measured 
Calculated t 
Measured 
Calculated t 


Nose Boom 
Fuselage 
psi 
psi 
psi 
sec 
sec 


Cactus * 
0.59 
0.68 
0.71 
12.48 
11.89 
Cactus .j. 
0.62 
0.68 
0.76 
10.66 
10.31 


Butternut * 
0.77 
0.98 
1.00 
14.05 
13.95 
Butternut .j 
0.99 
1.07 
1.40 
9.83 
8.96 


Koa • 
1.81 
2.19 
1.93 
19.81 
19.27 
Koa t 
1.09 
1.16 
1.23 
24.96 
23.70 


Ycllowwood • 
0.63 
0.77 
0.77 
30.66 
30.17 


Yellowwood .;. 
0.5·1 
0.57 
0.64 
31.61 
30.71 


Jllagnolia • 
1.16 
1.42 
1.50 
8.14 
7.69 


Magnolia "I 
1.05 
1.06 
1.34 
9.56 
8.96 


Tobacco * 
0.35 
0.43 
0.49 
13.93 
13.82 
Tobacco t 
0.32 
0.36 
0.45 
16.10 
15.77 


Rose • 
0.34 
0.41 
0.48 
17.66 
17.26 
Rose .j. 
0.39 
0.41 
0.51 
14.55 
13.90 


Walnut· 
2.50 
3.06 
2.80 
15.18 
14.17 
Walnut t 
1.91 
1.95 
2.25 
16.97 
15.54 


• Aircraft 139467. 
t Aircraft 139310 . 
t Calculated overpressure and 
time of shock arrival based on preliminary postshot yield, actual aircraft pOSition, 
and existing atmospheric conditions. 


sure on the top surface, due to blast effect, is less than that on the bottom until after diffraction 
takes place. At this time, approximately 15 msec after the onset of shock arrival, the flow ove!" 
the wing recovers and a characteristic distribution of steady flow is then maintained. The secor.d 
figure illustrates the condition typical of a low-angle-of-incident shock in· which the increase in 
pressure, due to the overtaking shock, can be seen progressing across the wing, from trailing 
edge to leading edge. As can also be seen, the pressure differential between top and bottom sur- 
faces exists over a very small portion of the chord at anyone time interval. In Figures 9.12 and 
9.13, the chordwise-static pressures have been integrated. The peak in section lift due to the 
diffraction pulse can be clearly seen, as well as the difference in relative magnitude of incremen- 
tal lift for the two shot conditions. 
Radiant exposure was conSistently overpredicted by Project 5.3 during the tests, and as a con- 
sequence, calculated maximum temperatures based upon these predictions were greater than 
measured. However,· correlation of maximum temperature based on measured radiant exposure 
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Figure 9.12 Incremental section lift, following shock arrival at 
the tail, at Wing Station 175.75 for FJ-4 139310; Shot Butternut. 
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Figure 9.13 Incremental section lift, following shock arrival at 
the tail, at Wing Station 175.75 for F J -4 139467; Shot Koa. 


TABLE 9.4 
MEASURED AND CALCULATED VALUES OF MAXIMUM TEMPERATURE RISE 


All temperature measurements given in of. Data from Shots Tobacco and Rose not significant. 
Fuselage Fuselage Fuselagc Fuselage 
Wing 
Wing 
Aileron 
Elevator 
Flap 


Shot 
Station 
Station 
Station 
Station 
Station Station Honeycomb Honeycomb 
Honeycomb 


210 
250 
331 
389.375 
170 
222 
Face Plate 
Face Plate 
Face Plate 


Cactus ·i· 


Calculated § 
28.0 
35.1 
35.6 
33.2 
Calculated t 
8.8 
11.0 
11.2 
10.5 


Measured 
7.0 
tt 
6.5 
i"t 
n 
tT 
9.0 
5.5 
t1" 


Butternut • 


Calculated § 
45.2 
56.4 
79.4 
54.1 
47.4 
Calculated 11 
28.3 
35.3 
49.4 
34.0 
29.7 
Measured 
22.0 
tt 
29.0 
34.0 
ti 
tt 
25.0 
28.5 
tt 


Butternut i 


Calculated § 
51.3 
64.1 
55.8 
51.2 
Calculated If 
27.4 
34.2 
29.9 
27.4 
Measured 
19.6 
tt 
17.0 
tT 
n 
tt 
28.5 
18.0 
t..- 


Koa* 
Calculated § 
46.S 
47.7 
58.1 
S1.7 
52.2 
46.5 
Calculated 'J 
12.6 
12.S 
15.5 
21.9 
13.S 
12.3 
Measured 
14.0 
22.0 
23.0 
34.2 
tt 
tt 
16.5 
17.5 
iT 


Koa t 
Calculated § 
97.1 
9S.7 
169.0 
135.0 
76.2 
104.9 
95.3 
105.7 


Calculated ~ 
58.6 
59.5 
102.1 
81.0 
45.6 
62.0 
56.4 
62.5 


Calculated' • 
61.0 
60.0 
90.0 
60.2 
57.5 
61.0 


Measured 
44.0 
60.0 
it 
10S.0 
83.0 
43.0 
53.6 
54.5 
62.5 


Yellowwood 1 


Calculated § 
32.1 
32.6 
39.2 
55.6 
45.0 
2·L8 
44.4 
3S.5 
44.8 
Calculated ~ 
33.1 
33.5 
41.2 
57.S 
45.7 
25.9 
37.3 
33.0 
37.5 
Measured 
23.0 
41.0 
43.5 
61.5 
46.0 
23.5 
25.7 
33.0 
35.7 


Magnolia' 


Calculated § 
45.9 
46.3 
57.2 
SO.3 
57.0 
53.0 


Calculated ~ 
24.6 
24.S 
30.5 
42.9 
29.4 
27.0 


Measured 
lS.5 
to 
36.5 
40.0 
tt 
tt 
27.5 
29.0 
tt 


Magnolia !. 


Calculated § 
75.9 
76.6 
94.S 
133.0 
102.2 
59.S 
94.4 
87.4 
95.2 
Calculated ~ 
47.5 
4S.1 
59.5 
83.S 
65.1 
37.6 
58.7 
53.6 
58.8 
Measured 
3S.0 
50.0 
5S.0 
93.0 
81.0 
40.0 
45.5 
56.0 
60.0 


Walnut" 


Calc ulated § 
t 
t 
t 
t 
t 
t 
t 
t 
t 


Calculated '!; 
t 
t 
t 
t 
t 
t 
t 
t 
t 


Measured 
t 
t 
t 
t 
t 
t 
t 
t 


Walnut t 
Calculated § 
t 
t 
t 
t 
t 


Calculated ~ 
t 
t 
t 
t 
t 


Measured 
143.0 
219.0 
235.0 
49S.0 
256.0 
142.0 
173.0 
190.5 
171.1 


• Aircraft 139467. 
t Aircraft 139310. 
t Data not available. 
§ Computed using calculated normal 
radiant exposure from Table 3.4, ITR 1636. 
11 Computed using measured normal radiant exposure from Table 
3.4, ITR 1636. 
Obtained from temperature-time histories computed using measured normal irradiance from 
Table 3.4, ITR 1636. 
n Data not recorded. 
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normal to the flight path was good. These correlations are indicated in Table 9.4. 


9.5 
CONCLUSIONS AND RECOMMENDATIONS 


It was concluded that the participation of the B-52D successfully accomplished the objective of 
the project. Sufficient data was collected to substantiate a correlation between measured and ana- 
lytical responses. Overpressure diffraction loading was noted to be significant on fin and stabi- 
lizer. It was recommended that revisions should be made to inboard wing flaps, ECM radome, 
and bomb-bay doors to increase overpressure capability to that of the basic aircraft. 
It was concluded that the objectives of the A4D project were met and the data obtained, and 
when combined with that from Operation Plumbbob, will permit a definition of the delivery capa- 
bility of the airplane. The method of predicting dynamic response was effective, although corre- 
lation of wing response time histories can be improved in the final analysis through the use of 
modes and frequencies that pertain to the actual distribution of fuel. Wing chordwise pressure- 
distribution data was obtained which will assist in the analysis of overpressure propagation and 
the buildup in lift over the Wing. Thermal radiant exposure was, in general, predicted conserva- 
tively. In this connection, assumed attenuation, correction for fireball orientation, and the scat- 
tered radiation phenomena require further study. Given the measured radiant exposure in space, 
methods for computing temperature rise were satisfactory. 
It was concluded that data obtained by the FJ-4 project from yields up to one and one half mega- 
tons was compatible with that obtainea from Operation Plumbbob. From the two operations, blast 
and thermal inputs, and structural responses to these inputs were obtained over a sufficiently 
wide range of yields and incidence angles to permit subsequent definition 9f the Class D delivery 
capability of the FJ-4 models. The theoretical dynamic-response analYSis was verified within 
the range of test conditions. A discernible diffraction pulse was detected from the wing-pressure 
surveys. These surveys also appeared to confirm the basic assumptions made in the dynamic- 
response analysis. Radiant exposure-prediction methods were conservative. However, the pre- 
dictions of maximum temperature rise gave good correlation when based upon measured radiant 
exposure. The predictions of delivery capability presently in force may be restrictive as a re- 
sult of the· overprediction of radiant exposure. 
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TEST of SERVICE EOUIPMENT and MATERIALS 


10.1 
OBJECTIVES 


This phase of Operation Hardtack included three projects whose objectives were to determine 
the ionospheric effects of nuclear detonations, and to determine the effects of nuclear radiation 
on certain selected energized electronic-fuze components, and on an energized Corporal fuze 
system. 


10.2 
BACKGROUND 


The United States Army has a high-priority requirement for an electronic system usable on 
a nuclear battlefield to determine nuclear-burst data from friendly, as well as from enemy 
detonations. The ionospheric· experiments were designed to increase available knowledge in 
three areas: (1) technical information for use in approximating, by electronic means, the loca- 
tion of the burst point of a nuclear device; (2) information to aid in refining the analysis of elec- 
tromagnetic-pulse wave form pertaining to its possible correlation to nuclear-burst data of mili- 
tary value (height of burst, range, yield and type of device); and (3) experimental data which 
would be of assistance in the determination of extent and amount of disruption to radio communi- 
cation from a nuclear detonation. 
The Army conSidered essential the evaluation of the vulnerability of ordnance electronic-fuze 
items in stockpile to nuclear detonations, particularly from nuclear-radiation effects. Also, it 
was necessary to determine the effect of nuclear radiation upon the functioning characteristics 
of a typical captive guided-missile fuze system. Accordingly, an experiment was designed and 
conducted in an effort to obtain this information considered essential in the research and develop- 
ment program on fuzes for bombs, rockets, mortar projectiles, mines and missiles. 


10.3 
WAVE FORM OF ELECTROMAGNETIC PULSE FROM 


NUCLEAR DETONATIONS 


The objective was to obtain and analyze the wave form of the electromagnetic (EM) pulse re- 
sulting from nuclear detonations. In particular, broad-band measurements were made from 0 
to 10 Mc at ranges up to 460 miles. 
Previous measurements of the EM pulse were made during Operations Crossroads, Sandstone, 
Greenhouse, Buster-Jangle, Tumbler-Snapper, Ivy, Upshot-Knothole, Castle, Teapot, and Red- 
wing. The equipment used for these measurements ranged from narrow-band tuned receivers to 
broad-band untuned receivers. The antennas used with these receivers varied from simple 
probes to specially designed discones. Equipment similar to that used by Operation Hardtack 
Project 6.4 had been used during Operation Castle. In general, the EM-pulse energy was found 
to be predominantly in the low frequencies (approximately 10 to 20 kc), with measurable compo- 
nents at frequenCies as high as 300 Mc. The duration of the EM pulse was found to be approxi- 
mately 50 /lsec, with an initial rise time as short as 10 /lsec. 


Experiments during Operations Teapot and Plumbbob demonstrated the feasibility of locating 
the point of detonation of a nuclear device. Also, analysis of available wave-form data has in- 
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dicated a possible correlation between wave-form parameters and nuclear-burst information, 
such as height of burst, range, yield, and type of nuclear device. Based upon this possible cor- 
relation and other pertinent information, the Army has formulated a tactical requirement for a 
system (known as Pin Point) to determine various burst parameters that pertain to both friendly 
and enemy nuclear detonations. 
The data pulses were recorded with Dumont Type 298 and Type 321 cameras at five different 
time bases, 0.2, 0.25, 1, 2, and 10 J.1.sec/cm. There were two scopes per sweep range to pro- 
vide a safety factor. The total number of scopes used was six. Tektronix Types 517 and 545 
were used for the two fastest time bases: namely, 0.2 and 0.25 J.1.sec/cm. The other four scopes 
were Hewlett-Packard Type 150. Two laboratory-built cathode-follower receivers were used to 
match the two probe antennas (12 inches, and 1 meter long, respectively) to the 50-ohm cable. 
Two stations were used: Kusaie, 460 miles from Bikini and 420 miles from Eniwetok; and 
Wotho, 100 miles from Bikini and 240 miles from Eniwetok. At Kusaie, the site was located 
just off the beach on the north shore of the island. The site at Wotho, located on the northwest- 
ern shore of the island, was similar to the one at Kusaie. The sites consisted of three S44G 
demountable shelters. The equipment was housed in one of the shelters; the other two were 
used for office and darkroom space. Each antenna used had its own ground plane, made of gal- 
vanized chicken wire. The ground planes were installed on or near the ground, just above the 
water line. The remote antenna and ground plane were located behind the shelters at a distance 
of about 500 feet from the local ground plane. 
The data required was the exact wave form of the EM pulse out to 100 J.1.sec, wi th an expanded 
view of the initial rise. Since the main objective of this experiment was to obtain the overall 
wave form, rather than to examine the wave form for kilomegacycle components, equipment com- 
mensurate with the objective was chosen. The best scope available within the range of interest 
was the Tektronix 517. Since the band width of the cathode follower was better than that of the 
517, the latter was the limiting piece of equipment. Accordingly, frequency components above 
60 Mc were not detected. 
The reliability of the recorded pulse was such that the time axis was accurate to within 0.05 


percent, while the voltage axis was accurate to within 3 percent. 
The data was recorded on Kodak Tri-X film which was developed in Ilford Microphen fine- 
grain developer for about 12 minutes at 72 F. These films were then enlarged to 8-by-10-inch 
size and printed on glossy paper. 
Correlation of the data was performed by arranging the various wave form and shot param- 
eters in tabular form. 
Selected photographs of the actual pulse wave forms are shown in Figures 10.1 through 10.9. 


The shot name, yield, range, and calibration data are included on the photographs. Table 10.1 
summarizes the wave form and shot parameters. Discussion of the data obtained on several 
shots follows. 


Shut Yucca (see Figures 10.1 and 10.2). No data was recorded at Wotho for this shot be- 
cause of technical photographic problems. Several camera shutters did not open. Trace in- 
tensity was, in general, too low for proper recording. Also, field strength at Kusaie indicated 
that deflection at Wotho would have been some five times the scope limits. 
All scopes at Kusaie triggered, and the signal was recorded. The wave form was radically 
different from that expected. The initial pulse was positive, instead of the usual negative. The 
signal consisted mostly of high frequencies of the order of 4 Mc, instead of the primary lower- 
frequency component normally received (Figures 10.1 and 10.2) .. The fact that Shot Yucca was 
a very-high-altitude shot may haye provided a more favorable propagation path for the higher 
frequencies that were recorded. 


Shot Cactus (see Figures 10.3, lOA and 10.5). The signal from this shot was received 
and recorded at Wotho. A secondary positive spike appeared in the signal, even though a single- 
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stage nuclear device was used (Figure 10.4). The wide band width and large dynamic range of 
the system permitted recording of the high-frequency initial spike at the 240-mile range. 
Shot Cactus did not trigger the Kusaie scopes, which were set for a trigger level of 0.5 volts/ 


ne 
ve 
, 


No scopes were triggered at Kusaie. Field strength was not up to the predicted value. Prom- 
inence of the higher frequencies in the initial pulse may have been responsible for the lack of 
trigger, since the higher-frequency components tend to be greatly attenuated at the 450-mile 
range. 


Shot 


pos 
Nutm.eg wave 
as on 
range was 100 miles 
Peak negative-field strength was greater than predicted at both Kusaie 
and Wotho. Local shielding, consisting of two walls of lead-loaded paraffin, perpendicular to 
each other, could have produced a corner-reflector effect. This could have produced greater 
field strength, especially at the higher frequencies. 
At Kusaie, all scopes were triggered by interference at minus one half second. Consequently, 
no data was recorded other than on the Tektronix 517, which did not require resetting of the 
trigger. 
Data presented in Table 10.1 indicate the following. correlations and conclusions: (1) The 
presence of a second stage in a thermonuclear weapon can be detected within certain range and 
. system-band-width limitations. (2) Correlations of first and second crossover points with total 
are supported by these measurements. 
(3) 
these ~~l!!"!!!!!t~s. 


(4) In order to obtain wave forms with good correlations on all of the above items, 
system 
width should be at least 15 Mc. (5) The different wave form recorded from Shot 
Yucca indicates that high-altitude bursts can be differentiated from surface bursts. (6) The 
prediction method used (based on Operation Redw 
at ranges up to 


250 miles, provided both shielding 
taken into con- 
sideration. 


10.4 
EFFECTS OF NUCLEAR DETONATIONS ON THE IONOSPHERE 


This project originally had as its prime objective the determination of the effects of high- 
altitude large-yield nuclear detonations on the ionosphere, and on signals propagated via the 
ionosphere. After Shots Teak and Orange were rescheduled, no suitable station locations could 
be found for relocation of the" project equipment, so this project objective was changed. The 
new objective was to increase the recorded knowledge about ionospheric effects of large-yield 
surface detonations. 
This project was divided into two elements: Wake Island, the northern station, and Kusaie, 
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TABLE 10.1 
WAVE FORM AND SIIOT PA£tAMETEHS 


Shot 
Yield 


kt 


WOTIIO DATA: 


Cactus 
17 


.'Ir 
1 


1 


360 


Bullernut 
82 
Koa 
1,370 
II oily 
5.75 
Nutmcg 
22.5 


KUSAIE DATA:' 


Yucca 
2.0 
Cactus 
17 


Fir 
1,360 
Buller'nut 
82 
Koa 
1,370 
II oily 
5.75 
Nutmeg 
22.5 


Number 
of Stages 


Single 
Two 


Two 
Two 
Slnglc 
Two 


Singlc 
Slnglc 
Two 
Two 
Two 
Slnglc 
Two 


Peak NegaUve 
Plateau NegaUve 
liiHiiiT--TIme to .;irst First Cros8- 
Second CrOS8- 
Time to 
Predicted 


£tange 
~'Ield Strength 
Field Strength 
Rlsc Time NegaUvc Pcak 
ovcr Tlmc 
ovcr Tlmc 
Sccond Stagc .'Ield Strcngth 
miles 
vim 
vim 
/lSCC 
/lscc 
/lscc 
/lscc 
/lscc 
vim 


2-10 
1.7 


100 
6.4 


240 
2.8 


240 
1.2 


240 
1.2 


100 
8.0 


440 
0.45 
-IliO 
440 
460 
0.33 
460 
0.28 
-160 
0.18 
440 
0.54 


o.n 
2.6 


1.3 


0.82 
2.9 


1.6 
5.2 


1.8 
2.2 
1.4 
4.0 


0.7 
0.8 
1.2 
0.9 
1.2 
0.7 
0.9 


~ 
• Note: Kusale data has been tentatively omitted from the correlatio.ns due to the effect discussed In Section 3.4, ITR-1638. 


TABLE 10.2 
FIRST DISTUHBANCE ABOVE I<USAIE, SIIOT FIR 


Shot Fir was detonated at 0450 hOlll's, L time; h'I"2, foF2, and fxF2 arc standard 
symbols indicating, l'espeel!vely, the vil·tual height and the onlinary and extra- 
ordinary critical fl'equencies of the F2 layel'. 


Time After Shot 
First Disturbance 
Hegular Layel' 
hl F2 
foF2 
fx F2 
Appal'ent Height 
Frequency Hange 
minutes 
km 
Me 
kill 
Mc 
I\lc 


27 
_0 
_0 
2:10 
6.7 
36 
370 
6.5 to 7.2 
2:30 
5.8 
11.2 


37.25 
350 
5.3 to fl.:1 
240 
5.5 
5.!! 


38 
340 
5.1l to 7.7 
240 
-I 
-1 


3!!.25 
315 
5.0 to 7.n 
210 
'to 
:100 
. 5.0 to 7.0 
2:10 


° Disturbancc not yet visible in iOllogl·am. 
1 The cffect has now apparcnLly arrived overhead; thc two tl'aces havc joined, 


oblitel'atlng the regular-layer cl'ilical frcquencies. Actually, the segment assoc iated 
with the dlstlll'bance now determines the cI'llieal ft'cquenciC'f;. 


the southern station. Each station included a modified C-4 ionosphere recorder normally used 
for vertical-incidence soundings. Originally, it was planned to connect the recorder at Kusaie 
to an auxiliary rhombic antenna for simultaneous transmission toward Wake, and to connect the 
recorder at Wake to a similar rhombic antenna for reception of the signals from Kusaie. If 
synchronization of the two recorders had been effected, data could have been obtained for radio 
signals obliquely incident to the ionosphere. However, synchronization was not possible, due 
to equipment malfunction. Experimental operations were thereafter concentrated on normal 
vertical procedure of a 15-second logarithmic sweep from 1 to 25 Mc. Pulses of 50- J1.sec dura- 
tion were transmitted at the rate of 60 pulses per second. The Model C-4 ionosphere recorder 
is an instrument which measures and records the virtual heights and critical frequencies of the 
various ionospheric layers. Briefly, its operation is as follows. It: (1) transmits radio- 
frequency pulses ranging from 1 to 25 Mc; (2) receives these pulses after reflection from the 
ionosphere; (3) displays them as oscilloscope traces; (4) photographs these traces automatically. 
On the face of the oscilloscope is presented the virtual height of reflection plotted against the 
frequency of the signal. Height markers were used for each 100-km interval, and frequency 
markers were used for each megacycle. 
The Wake ionosonde was operated continuously from Shot Yucca plus 5 minutes to plus 70 


minutes, then routinely (five times an hour) for the next 18 hours. The Kusaie ionosonde was 
operated continuously during Shots Yucca, Fir, Butternut, and Koa, starting at H - 1 hour (ex- 
cept for radio-silence periods), until about H + 6 hours. 
The results obtained at the southern project site for Shot Fir are outlined next. At about 
H + 35 minutes, an additional segment began to appear in the recorded trace. As the effect 
termed the" first disturbance" observed at the same site after seven shots of Operation Redwing, 
this disturbance occurred above the critical frequency of the F layer. It moved downward in 
height as shown in Table 10.2. Thus, it fitted the former interpretation of an approaching region 
of increased-ion density Viewed obliquely. Further confirmation was indicated by the appearance 
of an additional trace 240 to 250 km above the descendin~ segment, as had occurred during the 
seven Operation Redwing shots. This was interpreted as a signal refracted vertically ground- 
ward by the disturbed portion of the F region, thence reflected upward from the earth's surface, 
and back to the recorder over the same path. 
A "second disturbance" was also observed with an appearance similar to the Operation Red- 
wing records. It could not be determined preCisely when it was overhead, but it was seen mov- 
ing lower in height at H + 54 and H + 55 minutes (385 km to 370 km). It was probably overhead 
at about H + 1 hour. 
The conclusions drawn from this experiment are as follows: in agreement with results of Op- 


eration Redwing, the energy responsible for the first disturbance in the ionosphere above Kusaie 
was propagated with a mean velocity of 20 km/min. Also corroborating previous results, the 
second disturbance resulted from energy propagated with a, mean velocity of about 13 km/min. 
The first effect has been postulated as due to a compressional wave, and the second to a hydro- 
magnetic wave. The fact that the first effect was seen approaching but not receding is indicative 
of the shape of the ion-density variation associated with the disturbance. 


10.5 
EFFECTS OF NUCLEAR RADIATION ON ELECTRONIC FUZE 
COMPONENTS AND MATERIALS 


The objectives of this experiment were: (1) to expose electronic-component parts and ma- 
terials used in ordnance electronic-fuze circuitry to the same radiation environment that would 
be experienced by the var,ious fuzes when they are tactically operated or stored in the vicinity 
of a nuclear detonation; (2) to perform measurements on these component parts and materials 
before, during, and after a detonation; and (3) to evaluate the behavior of an operating, captive, 
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typical, guided-missile-fuze system (Corporal) when exposed to the same radiation environment 
as the individual electronic component parts. 
The Army has agencies which are engaged in research and development on fuzes for bombs, 
rockets, mortar projectiles, land mines, and missiles. It was considered essential that the 
vulnerability of stockpiles of such items, and their component parts, to a nuclear detonation be 
evaluated. In addition, it was of utmost importance to determine the vulnerability of an operat- 
ing guided- or ballistic-missile-fuze system .. If several such missiles containing nuclear war- 
heads are simultaneously proceeding toward targets which are in close proximity to one another, 
and one functions at its target while the others are still in flight, it must be determined whether 
the remaining missiles will prefire, become duds, or be unaffected. 
The electronic-component parts to be tested were placed in special test circuits designed to 
emphasize the property to be measured. The signals were fed into a magnetic tape recorder 
which recorded the performance of the components during the detonation. In addition, the cir- 
cuit check pOints of a T-3008 proximity-fuze system were monitored, and any departure of the 
signal levels from their normal values was recorded on the tape. The general scheme was to . 
place the recorder system and measuring circuits (Figures 10.10 and 10.11) in a deep pit where 
they would not be appreciably affected by the detonation. The pods containing the components 
(Figures 10.12 and 10.13) which were to be tested, and the fuze system, were placed at the top 
of the pit. Cables were used to electrically connect the components, or fuze, to the measuring 
circuits at the bottom of the pit. Each component recorder had the capability of recording 28 
channels of information on a single tape. Thus, 26 component properties were measured at each 
recorder station. The remaining two channels were used to measure the cable properties, and 
to provide a phase reference for the capacitor measurements. Fourteen channels of a separate 
recorder were used to monitor the fuze. 
In view of the many different component parts to be tested and the limited number of recorder 
channels available, it was decided to measure a sample of three for each property. To provide 
some insurance against a complete loss of data on a particular property, one sample of each 
component was to be measured in each of three shots, rather than three samples in one shot. 
This scheme had the additional advantage that all the circuitry was identical in each component 
recorder, thus making the recorders interchangeable. 
To obtain a trend in the radiation-damage data, it was planned to expose the component parts 
to three levels of neutron dosage: 1012, 1013, and 1014 n/cm2• 


Two fuze systems were made available for this experiment. It was originally planned to ex- 
pose the two systems to two neutron-flux levels in each of two shots. The loss of one fuze in 
the first participation allowed the use of only a single system thereafter. 
The shots participated in were Nutmeg, Maple, Hickory, and Juniper. 
To attain the desired dosages, three stations (630.01, 630.02, and 630.03) were constructed 
on Site Tare (Figure 10.14) and two stations were constructed on Site Fox (630.04 and 630.05) 
(Figure 10.15). Stations 630.01 and 630.03 were dual stations which had the capability of enclos- 
ing both a component-part test recorder and a fuze-system test recorder. Stations 630.02, 
630.04, and 630.05 were single stations in which only a component-test recorder could be placed. 
In Shot Nutmeg, all three stations on Site Tare were used to obtain the three levels of neutron 
dosage for the test components and two levels of dosage, 1014 and 1012 n/cm2, for the fuze sys- 
tems. Stations 630.04 and 630.05 were utilized during Shot Maple to expose the electric com- 
ponent parts to 1014 and 1013 n/cm2• Stations 630.01 and 630.02 were used during Shot Hickory 
to obtain a neutron dose of 1013 n/cm2 for one component-recorder system and one fuze-recorder 
system, and 1012 n/cm2 for a second component-recorder system. The final participation was 
during Shot Juniper. On this shot, Stations 630.01, 630.02, and 630.03 were used to expose three 
component-recorder systems to 1014, 1013, and 1012 n/cm2• 


There were a certain number of tests which did not require a documented history during the 
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Figure 10.10 Component magnetic recorder, showing electronic and power decks 
open for .servicing. 


Figure 10.11 Component magnetic recorder, showing plug-in circuit elements. 
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Figure 10.12 Exp·osure pod for dynamic test of components. 


Figure 10.13 Interior of exposure pod, showing method of 
mounting components for test. 
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detonation, but only some means of determining, by subsequent examination, whether or not a 
component temporarily failed. Such tests were designated as flag tests. These tests were per- 
formed during Shot Maple. The flag-test circuit consisted of a battery, the component to be 
measured, and an excess-current-detecting device, all connected in series. The excess-current- 
detecting device was a simulator squib or a solid state switch. 
A simulator squib is designed to give a visual indication if more than a minimum amount of 
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Figure 10.14 Station map, Site Tare. 
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electrical energy is expended within it. The lowest amount of energy that would fire the squibs 
used in this test was about 200 ergs. To expend this amount of energy in the squib, the compo- 
nent would have to undergo a tremendous change in impedance. For this reason, the squibs were 
used only in the flag tests on trigger tubes, and sufficed to determine whether or not the tube 
fired. 
The choice of component parts to be tested was governed by the extent of their use in the 


T-3008 fuze system, the probability of their being susceptible to the effects of the detonation, 
the economics of the project, and the effect that their failure would have on overall fuze per- 
formance. 
Dynamic tests were made on a surface-barrier transisto·r (2N128), a silicon-switching tran- 
sistor (2N496), and a -germanium transistor which is being considered for use as a power con- 
verter (2N316). The vacuum tubes on which dynamic data were taken were the 5702WA and 6943 
pentodes and the 5718 triode. The solid-state diodes tested were a Zener diode, a diffused- 
junction diode, and a mixer diode. Dynamic data was taken on wire-wound, metal-film, and 
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carbon-composition resistors. The capacitors dynamically tested were mylar, mica, paper, 
ceramic, and tantalum electrolytic. An epoxy-encapsulating resin was also examined. 
Flag tests were made on tantalum capacitors and some trigger tubes, such as the 5643 hot- 
cathode tetrode, the QF-391, and QF-848 cold-cathode tetrodes, and the NE-2 diode. 
The XD1C and XD4C were of particular interest because of their mine-fuze application. One 


of the specific objectives of this experiment was to find electronic components which would re- 
liably discharge a firing capaCitor at zero time. These two diodes were particularly investigated 
for this application. 
The design of the instrumentation stations was similar to that used in Project 6.2, Operation 
Plumbbob. Each station consisted of a concrete-lined pit of square cross section. The record- 
ing equipment and associated circuitry were suspended by springs attached to crossbeams near 
the bottom of the pit. Sandbags or concrete plugs were used to fill the region between the re- 
corder and the top of the pit. The boxes containing the components or the fuze system were 
placed at the top of the pit and connected, by shielded cables, to the recorder system. 
Three stations were constructed on Site Tare: 630.01 at 725 feet from ground zero, 630.02 


at 1,250 feet from ground zero, and 630.03 at 2,000 feet from gr()und zero. In addition, two sta- 
tions were constructed on Site Fox: 630.04 at 1,875 feet from ground zero, and 630.05 at 2,700 
feet from ground zero. 
Stations 630.01 and 630.03 were constructed as dual stations so that both a component recorder 
and a fuze-system recorder could be placed in the same station. The rest of the stations were 
single stations. 
Neutron dosimetry was provided by Project 2.4. The dosimetry was accomplished by the use 
of threshold detectors. The particular detectors used were sulfur, gold, neptunium, plutonium, 
and uranium. 
Gamma dosimetry was accomplished by the use of film badges supplied by Project 2.3 and 
TU-7.1.6. 
The data required was the change in operating parameters of the fuze system and the various 
component parts as a function of time and as a function of radiation level. It was anticipated 
that this data would appear on the magnetic tapes. The data for the flag tests was obtained by 
examination of the current detectors. 
In summary, the components tested included: transistors, electron tubes, solid':state diodes, 
reSistors, capacitors, and an epoxy-encapsulating resin. These items were exposed to neutron 
doses ranging from 1012 to 1014 n/cm2 and gamma doses ranging from 104 r to greater than lOS r. 
The experimental results indicated some noteworthy changes: 
1. It was found that some transistor parameters underwent transient changes which were 
greater than 84 times their initial value, without receiving permanent damage. 
2. Vacuum tubes exhibited changes in plate current of up to 120 percent for periods.of 200 
Jlsec after a detonation. Gas diodes, when biased as much as 70 percent of their firing voltage, 
reliably fired at distances up to 4,500 feet from ground zero in a detonation of 20-kiloton yield. 
3. The reverse resistance of a silicon-diffused-junction diode fell to less than one tenth of 
its normal value. 
4. Resistors exhibited decreases in resistance which ranged from 10 to greater than 20 per- 
cent for periods of a millisecond. 
5. All the capacitors tested showed increases in capacitance and dissipation factors which 
ranged from zero to 1.3 percent for periods of 10 msec. 
In addition, the Corporal fuze system exhibited transient disturbances which indicated a strong. 
possibility of firing when it was exposed to a neutron dose as low as 1012 n/cm2 and a gamma dose 
as low as 104 r. This occurred at a distance of 2,000 feet from a detonation of approximately 20 
kilotons. 
At this stage of data analysis, it may be concluded that almost all electronic-component parts 
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may suffer deleterious effects, which cannot be detected by a simple measurement, before and 
after exposure to a nuclear detonation. In some instances, the transient disturbances are of 
such duration that ordnance-electronic circuitry can be made immune to them. It is particularly 
important to note the duration, as well as the magnitude, of these effects before rejecting a par- 
ticular fuze component. These results indicate that caution should be observed when utilizing 
radiation-damage data which has been acquired in many reactor studies. Many of these tran- 
sients would not be observed in tests, other than full-scale nuclear detonations. 
It may be further concluded that almost all electronic component parts which were examined 
showed some degree of transient susceptibility which, in general, was directly dependent upon 
the degree of exposure. 
The data obtained on a number of diodes showed conclusively that they may be reliably em- 
ployed to discharge a firing capacitor at the time of a nuclear detonation. This application would 
be highly desirable for use in multi-influence land mines. 
The effects of a nuclear detonation on the Corporal fuze system caused sufficient deviation 
from normal behavior to make its operation in a nuclear environment highly suspect. A more 
detailed analysis will have to be made in the laboratory to determine its exact vulnerability. 
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11.1 
INTRODUCTION 


Chapter / / 
THERMAL RAOIATION 


The principal effort of the thermal program on Operation Hardtack was directed toward docu- 
mentation of the thermal-radiation characteristics of the three high-altitude detonations, Shots 
Yucca, Teak, and Orange. Results obtained from Shot Yucca are reported in Chapter 4 of this 
report, and results obtained from Shots Teak and Orange are included in Chapter 5. 
The remaining thermal-program experiments on Operation Hardtack consisted of experiments 
to extend the knowledge of effects on materials from megaton-range yields with the objectives of 
validating laboratory procedures, extending the testing of a skin simulant for use in laboratory 
experiments to the megaton range, obtaining infrared spectral data from surface bursts for cor- 
relation with high-altitude bursts, and extending the knowledge previously obtained on the mech- 
anisms of material ablation from specimens inside the fireball. 


11.2 EFFECTS ON MATERIALS AND SKIN-SIMULANT EXPERIMENTS 


Project 8.1 from the naval Material Laboratory conducted the experiments. The work done 
on Operation Hardtack was an extension of similar work done on Operation Plumbbob. 
The effects of thermal radiation on materials are known to be functions of rate-of-energy 
delivery and time-history-of-energy delivery, as well as of the total energy delivered. On Op- 
eration Plumbbob, experiments were conducted on relatively small-yield weapons whose time 
histories of energy delivery were fairly short; therefore, any given total amount of thermal 
energy was delivered in less time that it would have been from larger-yield weapons. On Oper- 
ation Hardtack, similar experiments were conducted to extend the data into the longer time- 
history region of larger-yield weapons. 
Three shots were initially selected to provide a reasonably well-spaced coverage of the range 
of yields from approximately 100 kt to 10 Mt. These were Shots Elder, Yellowwood, and Poplar. 
Later, Shot Elder was indefinitely postponed and there was no other shot of suitable yield· 
scheduled in an area for which the project stations would be suitably located. Subsequently, 
Shot Yellowwood was fired at a lower-than-designed yield. The result was that only partial 
data was obtained on a shot of the order of yield planned for Shot Elder. 
It was then planned to participate on Shot Walnut which would be suitably located and which 
would provide an intermediate test point between Shots Yellowwood and Poplar. Good results 
were obtained on Shot Walnut. 
Prior to the detonation of Shot Walnut, Shot Poplar was indefinitely postponed. There were 
no other shots of suitable yield available on a time scale which would permit participation since 
the project was committed to participation on Shots Teak and Orange. 


11.3 
INSTRUMENTATION 


Instrumentation was similar to that used on Operation Plumbbob, consisting of approximately 


30 skin-simulant specimens in various configurations, including bare and blackened control spec- 
imens, and samples clothed wi th materials in contact, and with spaced fabrics. In addition, 
various size apertures were utilized to study the effect of exposure area. Time-temperature 
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histories of the specimens were recorded; maximum temperature provided a criterion for de- 
termining the severity of burn which would be received by animate skin. 
Recording radiometers and calorimeters were used at the stations in order that the total 
energy, and time history of energy delivered, might be known. Motion picture cameras were 
used to view the burst and the specimens in order that cloud obscuration effects and smoking 
and flaming of the specimens might be taken into account in data analysis. 


11.4 
RESULTS 


Although complete data were not obtained on Shot Yellowwood, and the energies received 
were not as high as would be desirable for correlation purposes, nevertheless, data obtained 
will serve a useful purpose. 
The maximum temperature rises measured by the skin-simulant specimens on Shot Yellow- 
wood are listed in Table 11.1. There was no evidence of scorch, char, or ignition of fabrics. 
The thermal exposure measured at the station was '3.2 cal/cm2 as opposed to the 20 cal/cm2 


planned for. The irradiance maximum was 2.6 cal/cm2-sec and occurred at 0.62 second. The 
irradiance history was essentially that of the normalized thermal pulse. 
The differences, in percent, between the laboratory-predicted temperatures and the field- 
measured temperatures for Shot Yellowwood are given in Table 11.1 as percent of predicted 
temperatu.' ::!. 


The temperature histories of the bare and blackened simulants for Shot Yellowwood, nor- 
malized on the maximum temperatures, are shown in Figure 11.1. Thosefor the fabrics in 
contact are shown in Figures 11.2 and 11.3. 
Comparison of the laboratory-predicted simulant temperatures with those obtained in the 
field on Shot Yellowwood showed a non-linearity, which was unexpected, in the field tempera- 
tures between results from high and low-radiant exposures. 
While the average differences between field and laboratory-predicted simulant temperatures 
on Shot Yellowwood were not large, there were, individually, some large discrepancies which 
did not leave a clear comparison picture. 


Differences in spectral characteristics between laboratory and field source on Shot Yellow- 
wood were indicated by results obtained from the hot~wet fabric assemblies. The values ob- 
tained ir . '-e field were significantly lower than those predicted. A rough calculation of the 
apparent fireball temperature based on irradiance measurements when used to determine new 
predicted values resulted in predictions comparable to the values measured. 
In general, laboratory predictions and analyses were normally in the simulant temperature 
range of interest in burn studies, i. e., 15 to 30 C. A comparison of the temperatures result- 
ing from Shot Yellowwood which were out of this range resulted in a comparison outside the 
optimum region of interC!st. 


Relatively lower temperatures for 9-mm apertures were correctly predicted, indicating that 
laboratory methods for evaluating exposure areas are valid. 
The maximum temperature rises measured by the skin-simulant specimens on Shot Walnut 
are listed in Table 11.2. Many of the uniforms were charred, and all of the dark-gray uniform 
assemblies which were spaced away from the simulant were consumed either by flame or glow. 
The hot-wet spaced uniform assemblies did not ignite, but were severely charred and appeared 
to have been on the threshold of ignition. The thermal exposure measured at the station was 
14.8 cal/cm2• The irradiance maximum was 6.5 c,;tl/cm2-sec and occurred at 1.17 seconds. 
The irradiance history was essentially that of the normalized thermal pulse. 
The differences, in percent, between the laboratory-predicted temperatures and the field- 
measured temperatures for Shot Walnut are given in Table 11.2 as percent of predicted tem- 
perature. 
Normalized temperature histories for Shot Walnut are not presented in this report since 
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there was insufficient time in the field, because of Shot Teak and Shot Orange preparations, to 
reduce these data. 
A non-linearity in simulant temperatures between results from high-!and low-radiant expo- 
sures similar to that obtained on Shot Yellowwood appeared on Shot Walnut. As a result, it is 
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Figure 11.1 Temperature histories of the NML simulant bare and blackened. 
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suspected that the attenuation screens had a slightly higher transmission than was measured in 
the laboratory. 
Hot-wet uniform assemblies again gave Significantly lower simulant temperatures on Shot 
Walnut than predicted, again indicating the possibility of a different fireball spectrum than an- 
ticipated. 
Lower simulant temperatures for the 9-mm aperture contact-assembly temperatures were 
again correctly predicted on Shot Walnut, thus further validating the laboratory evaluation of 
exposure-area effect. 


Bare, unblackened, and blackened simulant temperatures on Shot Walnut agreed reasonably 
well with laboratory predictions. 
The dark-gray sateen uniforms spaced away from the simulants ignited, causing higher tem- 
peratures than were experienced in similar situations on Operation Plumbbob. This was prob- 
ably a result of the greater distance at which a given radiant exposure was obtained on larger 
yield detonations. The shock wave, therefore, arrived at a later time, thus permitting the ig- 
nition to proceed further before being extinguished (Reference 13). 
It is interesting to note that the effect of a weaker shock at a given thermal exposure level 
discussed in Reference 13 was probably also demonstrated on Shot Walnut. The gray spaced 
assembly with a 35-mm aperture had a flame, or glow, which apparently survived the shock 
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TABLE 11.1 
MAXIMUM TEMPERATURE RISE OF TilE SKIN SIMULANTS. 
TABLE 11.2 
MAXIMUM TEMPERATURE RISE OF THE SKIN SIMULANTS. 
SHOT YELLOWWOOD 
SHOT WALNUT 


Specimen (Skin 
ApertUl'e 
Maximum Tcmpcrature Rise 
Difference 
Specimcn (Skin 
Apcrturc 
Maximum Tempcraturc Risc 
Differcncc 
simulant covcl'ing) 
Diamctcr 
Labol'atol'y 
Field 
simulant covcl'ing) 
Diamctcr 
Labol'atory 
Field 
cm 
C 
C 
pct 
cm 
C 
C 
pct 


Uncovercd 
35 * 
11.0 
10.0 
-9 
Uncovcred 
35 * 
39.6 
38.7 
-2 


Blaclwning 
9* 
14.9 
17.3 
+ 16 
Blackening 
9" 
59.0 
61.1 
+3.5 


35 " 
14.9 
18.0 
+ 21 
35 " 
59.0 
60.8 
+3.0 


Poplin lind shceting 
9" 
6.1 
6.2 
+ 1.5 
Poplin and shceting 
9* 
26.1 
23.4 
-10 


in contact 
17 * 
7.1 
7.2 
+ 1.5 
in contact 
17 " 
30.7 
26.6 
-13 


17 " 
7.1 
6.8 
-4.0 
17 " 
30.7 
27.3 
-11 


35 " 
7.1 
6.4 
+ 10 
35 * 
30.7 
30.3 
-1 
35 * 
7.1 
6.8 
-4.0 
35 • 
30.7 
,27.3 
-11 


75 • 
7.1 
2.6 
75 • 
30.7 
28.9 
-6 
17 
14.8 
11.9 
-20 
17 
64.0 
52.0 
-18 
35 
14.8 
9.1 
-38 
35 
64.0 
55.9 
-13 


Gray sateen and 
9· 
6.2 
5.8 
-6.5 
35 
6,1.0 
44.5 
-30.5 


w 
shceting in contact 
17 • 
7.3 
10.2 
Gray satecn and 
9" 
27.1 
27.2 
+0.4 
0) 


17 • 
7.3 
8.3 
+ 14 
sheeting in contact 
17 • 
31.9 
+11 
-::I 
35.5 


35 • 
7.3 
8.4 
+ 15 
17 * 
31.9 
32.4 
+ 1.5 
35 " 
7.3 
8.2 
+ 5.5 
35 * 
31.9 
34.8 
+9 


75 • 
7.3 
8.6 
+ 18 
35 " 
31.9 
31.8 
-0.3 


() 
13.0 
12.2 
-6 
75 " 
31.9 
32.7 
+2.5 
17 
15.2 
13.2 
-13 
9 
56.5 
47.7 
-15.5 
17 
15.2 
16.3 
+7.5 
17 
66.5 
57.8 
-13 
35 
15.2 
14.4 
-5.5 
17 
66.5 
60.3 
-9 


Poplin and shcctlng 
17 
3.0 
2.0 
35 
66.5 
61.4 
-7.5 


spaccd 5 mm 
17 
3.6 
2.6 
Poplin and sheeting 
17 
8 
5.2 
35 
3.6 
2.6 
spaccd 5 mm 
17 
30 
11.7 
75 
3.6 
2.6 
75 
> 30 
13.1 


GI'ay satecn and 
9 
3.0 
1.3 
Gray sateen and 
9 
20 
47.5 
shecting spaced 
17 
3.6 
1.2 
shecting spaced 
17 
30 
49.7 
5 mm 
35 
3.6 
3.0 
5 mm 
35 
>30 
89 
75 
3.6 
2.5 
75 
> 30 
42.1 


o Exposed with a 0.48 attenuating sCI·een. 
o ExJlosed with a 0.48 attenuating screcn. 


I 


arrival and resulted in an exceptionally high-temperature rise in the simulant. 


11.5 
INFRARED CORRELATION MEASUREMENTS 


The P2V aircraft of Project 8.5, which made infrared measurements on Shots Yucca, Teak, 
and Orange (Chapter 4), also participated on Shots Butternut and Koa. On these shots, it made 
instrumentation checks and obtained data for correlation of a surface detonation with high-altitude 
shots. 


On Shot Butternut the monochromator failed to function properly, but the mapper functioned 
satisfactorily. On Shot Koa both instruments operated well. A sample of the Shot Koa data 
which was reduced in the field follows: 
1. Mapper Device: Signals were obtained at the following times: 0.286, 1.32, 2.76, and 
3.96 seconds. The bands covered are shown in the table below: 


Wave-Length Region, microns 


Time 
2 to 2.54 
2.6 to 3.35 
3.05 to 3.92 
3.34 to 4.34 
2 to 6 
2 to 12 
Diam. 
Height 


sec 
ft 
ft 


0.286 
0 
11,000 
1,000 


1.32 
0 
0 
0 
13,000 
2,300 


2.76 
0 
0 
0 
00 
11,000 
4,000 


3.96 
00 
00 
00 
000 
000 000 
17,000 
8,000 


It should be noted that the diameters correspond to the estimated magnitude in the 2-to-12-micron 
region and are given in feet. For the narrow bands the diameters are smaller. The multiple 
number of 0' s corresponds to the vertical extent of the fireball, since the sweep through one 
cycle of bands corresponds to approximately three degrees in the vertical plane. 
2. 
Monochromator: The monochromator provides detailed spectral data from 2 to 12 microns. 
RF noise and other extraneous line surges will obscure detailed information, unless filtered out 
by narrow-passband filters. The available playback system permitted only the examination of 
one channel of six. The results obtained can be summarized as follows: 
a. Infrared irradiance first appeared at about 2.0 seconds after time zero. 
b. The peak was reached at about 29 seconds and was still evident at 55 seconds. The 
late time was a limitation in available time for write-out of data with the write-out system used. 
c. The maximum signal at 29 seconds for 2 microns was about 2 volts and, at 55 seconds 
about 0.75 volt. At the longer wave lengths the signal was correspondingly lower, similar to a 
black-body curve. Further, the spectra showed characteristics of a black body in absorption 
with H20 and CO2• 


11.6 
MATERIAL ABLATION AND NEUTRON STUDIES 


These experiments were carried out on Shot Cactus by Project 8.6, Wright Air Development 
Center (WADC). Two ablation study specimens with temperature-measuring thermocouples em- 
bedded at various depths were mounted on a tower so as to be inside the fireball. The thermo- 
couples measured the temperature of the material in their immediate vicinity and recorded it as 
a function of time on tape recorders inside the specimens. By noting the time and temperature 
at which the thermocouples ceased to record, it was hoped to learn something of the rate of ab- 
lation of material. 
In addition, the project attempted the measurement of the speed of sound within the fireball 
as a means of determining temperature. A long, rigid, pipe specimen containing at each end a 
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recorder and transducers was use_d to record the arrival of weak shocks produced by explosive 
charges set off at various times after time zero. 
Both ablation-study specimens and the speed-of-sound specimens were recovered and shipped 
back to the laboratory for analysis. No results are available at this time. 
Two neutron-study specimens containing samples of materials to be used in the Shot Teak and 


Shot Orange pods were placed near ground zero in order to study possible neutron degradation of 
these materials. Neither specimen had been recovered when this report was written. 
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Chapter 12 
SHOTS OUINCE and FIG 


12.1 
INTRODUCTION 


Shot Fig was the surface detonation of a newly developed, subkiloton-yield (10 to 30 tons) de- 
vice on Site Yvonne, Eniwetok Atoll. The device was detonated on 18 August 1958. The program 
of effects measurements consisted of a crater survey, blast. thermal, radiation, and fallout ef- 
fects, including a series of measurements taken from 100 to approximately 1,500 feet by sus- 
pension from a balloon ov~r ground zero. 


12.1.1 Objectives. The use of small-yield nuclear weapons by ground troops and by low-. 
flying aircraft will offer possibilities that have not been explored. In order to develop tactics 
for delivery, much more knowledge was needed regarding the radiological, thermal, and blast 
effects of such weapons. 
To achieve this general primary objective the following specific objectives were established: 
(1) measurement of the air-blast parameters as a function of time and distance; (2) definition of 
the characteristics of the radiological environment; (3) measurement of the thermal flux; and 
(4) determination of the fallout pattern. 
It was considered that the minimum objectives of the test would be met if the device gave a 
yield of five tons and the contours of militarily significant fallout could be defined. 


12.1.2 Background. With increased knowledge of the mechanics and means of triggering nu- 
clear devices, it became possible to build a small device that could probably be hand carried. 
This idea, when fully developed, might allow the infantryman to carry a bazooka-type rocket 
launch,- 
.nto the battlefield as an antitank weapon. Or, the launcher might be mounted on a 
light vehicle for rapid movement on the battlefield. The range (of 2,000 to 4,000 yards) of such 
a rocket would add much to the present antitank-weapon ranges. In addition, such a low-yield 
nuclear device might be adaptable to small air-launched weapons. 
Prior to Operation Hardtack there had been no study of the effects of subkiloton nuclear de- 
vices. Scaling laws become questionable when extended to this low range, without actual con- 
firmation. Therefore, it was decided to conduct the necessary test in the latter part of Operation 
Hardtack. 
In view of the urgency of the situation and the need for speedy action to get the test into Opera- 
tion Hardtack, which was nearing completion, the general content of the test had already been 
decided upon by Chief, AFSWP, the Department of the Army, and the AEC's Division of Military 
Application. The 
ect agencies, project numbers and 
ect 
ves are shown in Table 
12.1. 


12.1.3 Planning and Operations. On 18 June 1958, a preliminary planning conference was 
held at the University of California Radiation Laboratory (UCRL), Livermore, California. This 
meeting was attended by representatives from Chief, AFSWP, UCRL, Sandia Corporation, and 
TU-7.1.3. 
. 


It was first planned to conduct the test at Bikini Atoll on the Sugar-Tare complex. When plans 
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were almost complete for this site and personnel were moving in, certain shot scheduling and 
radiological conditions dictated that a change of site be made to Eniwetok Atoll, Site Yvonne. 
Accordingly, plans were laid, preparations made, and a shot date of 28 July was established 
for Shot Quince. 
Delays in delivery of the Quince device caused postponement of shot date until 5 August, with 
a primary shot time of 1000, EPG time. 


On 5 August, during final preparations, trouble was encountered in the checkout of the device, 


TABLE 12.1 
SUBKILOTON YIELD NUCLEAR DEVICE, SHOTS QUINCE AND FIG 


Project Number 
Project Agency and Project Officer 
Objective 
Funds 


1.4 (Extended) 
Engineering Research and Development 
Crater measurement 
$5,744 
Laboratory (ERDL), A. W. Patteson 


1.7 (Extended) 
Ballistic Research Laboratories (BRL) 
Air blast parameters as a 
$27,274 
Daniel P. Le Fevre 
function of time and distance 


2.4 (Extended) 
Chemical Warfare Laboratory (CWL) 
Neutron filL'\( spectrum and 
$55,260 


David L. Rigotti 
dose versus range 


2.9 
Chemical Warfare Laboratory (CWL) 
Initial gamma dose 
$92,362 
Manfard Morgenthau 
versus range 


2.10 
Chemical Warfare Laboratory (CWL) 
Radiation intensities in 
$127,185 
Manfard Morgenthau 
contaminated areas 


2.11 
Chemical Warfare Laboratory (CWL) 
Neutron, thermal and gamma 
$87,395 
David L. Rigotti 
measurement up to 1,500 ft, 
(Balloon) 


8.7 
Chemical Warfare Laboratory (CWL) 
Thermal filL'\( versus distance 
$69,142 
J. J. Mah'oney 


34.8 
Sandia Corporation (SC) 
Fallout measurements 
$9,769 
R.E. Butler 


34.9 
Sandia Corporation (SC) 
Cloud photography 
$2,931 
H. G. Sweeney 


34.10 
Sandia Corporation (SC) 
Wind measurements 
$6,838 
D.G. Palmer 


and the decision was made to postpone the shot until 6 August. 
At daylight, 6 August, the balloon of Project 2.11 was observed to be damaged and ·slowly de- 
scending. A new balloon was taken to the site, prepared, inflated, and positioned. This factor, 
plus troubles that UCRL and Sandia Corporation were having with device checkout, and poor wind 
conditions caused delays until Shot Quince was eventually fired at 1415, 6 August. 
Shot Quince did not function as a nuclear device. None of the project instrumentation was 
disturbed. There was alpha contamination around and downwind from ground zero. Thus, only 
minor preparations. and time checks were necessary for Shot Fig. The problem was one of wait- 
ing for delivery of the device. 


On 13 August the Fig device arrived, final preparations were begun, and a primary shot time 
of 1000 on 15 August was established. 


On 15 August there was general rain and poor wind direction which caused postponement until 
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16 August. The rainy season and fluctuating wind directions led to daily postponement until Shot 
Fig was eventually detonated at 1600 on 18 August 1958. 


12.2 BLAST MEASUREMENTS 


12.2.1 Objectives. The primary objective of the Quince-Fig phase of Project 1.7 activities 
was to obtain measurements of the variations of air blast-pressure time with distance from a 
very-low-yield (10 to 30 ton, predicted) surface-positioned nuclear detonation. The measure- 
ments were intended to determine the applicability of existing nuclear scaling laws to very-low- 
yield nuclear weapons. 


12.2.2 Background. Much air-blast data, particularly overpressure time, has been gathered 
from kiloton- and megaton-range detonations under varied conditions. The state of knowledge 
for predicting overpressure as a function of time for these ranges of device yield is considered 
to be reasonably good. 
However, air-blast data is limited for very-low-yield bursts. Data have been obtained from 
a 0.3-kiloton device on Operation Redwing and a O.l-kiloton device on Operation Plumbbob. For 
these two detonations, precursor wave forms were not present. In general, under similar burst 
conditions, precursor wave forms would be present for kiloton- and megaton-range detonations. 
Inihe absence of precursor formations, classical-type shock waves were obtained from the very- 
low-yield bursts, and the overpressure and dynamic pressure corresponded to the Rankine- 
Hugoniot relation within experimental accuracy. With the formation of a precursor, the Rankine- 
Hugoniot relation between overpressure and dynamic pressure would cease to be valid. 
A fractional-kiloton nuclear device is to be incorporated into the Battle Group Atomic Delivery 
System, under development by Army Ordnance. Nuclear-effects data for this size device were 
lacking. The effects parameters of interest were air blast, ground shock, craters, thermal ra- 
diation, initial and induced radiation, and fallout. It was planned to conduct the fractional-kiloton 
test at NTS, where overall conditions would yield more favorable results. Because of the short 
element of time for implementing the program and other factors, such as availability of personnel 
and logistics, it was deemed more deSirable to conduct the test at the EPG as a part of Operation 
Hardtack. Under these circumstances, only a minimal program for effects data was possible. 
Part of the minimal program was to obtain air-blast data on Shot Quince and subsequently on 
Shot Fig. Although it was felt that air-blast parameters could be predicted for the fractional- 
kiloton device with reasonable accuracy, further corroboration was required. 


12.2.3 Instrumentation. A total of 36 conventional self-recording pressure-time (pt) gages 
and dynamic-pressure-time (q) gages were used to instrument the blast-line stations. All gages 
were initiated by a minus-five-second-timing signal supplied from a central distribution station. 
In order to avoid complete loss of data due to damage. to the timing-signal wire between the source 
and the gages, a number of separate relays were used. Only four gages were activated by anyone 
relay, and these gages were located at different ground distances from surface zero. 
As indicated in Figure 12.1, several gages were employed at most positions. This multiplicity 
of gages was necessary to insure obtaining data, regardless of the yield of the device. For ex- 
ample, at a ground range of 70 feet from surface zero, four gages were installed, each contain- 
ing a pressure capsule of different recording range (0 to 1,000 psi, 0 to 800 psi, 0 to 400 pSi, 
and 0 to 100 psi). This gage variation assured obtaining satisfactory data for any yield from 1 
to 100 tons. 
The normal recording speed of the pressure-time gage is three rpm. However, in order to 
realize the maximum resolution of the expected brief pressure-time history, some of the gages 
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at most positions were equipped with higher-speed-drive motors giving a recording speed of 
10 rpm. 
To instrument the blast line, 28 pressure-time and 8 dynamic-pressure gages were used. 
These gages were installed at 10 gage positions, ranging from 40 feet to 700 feet from surface 
zero. The type and number of gages at each position, as well as the general configuration of 
the blast-line layout, is shown in Figure 12.1. 
It has been found that overpressure measurements obtained from a surface burst scale favor- 
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Figure 12.1 Blast line layout for Shots Quince and ~ig, Site Yvonne. 


ably as 1.6 times the yield of a free-air burst. This method was used to determine the positions 
of the pressure-time gages. The dynamic-pressure-time gages were located at varying positions 
along the blast line, according to data collected by BRL and Sandia Corporation during Operation 
Redwing. 


12.2.4 Results. Shot. Quince. The non-nuclear·detonation of Shot Quince resulted in 
blast pressures far below the minimums predicted for the nuclear detonation. In spite of this, 
data was obtained on 20 of the 28 pressurel.time gages a.nd seven of the eight dynamic-pressure 
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Figure 12.3 Comparison of Fig overpressure data with the l':'kt 
free-air overpressure curve scaled to 1.6 kt and then to 21.5 tons. 


gages. Failure to record wave fO.rm at six stations was primarily due to capsule ranges too 
high for response to the relatively weak pressure wave. Thus, the pressures recorded were 
from one to five percent of the capsules' rated-pressure capability and resulted in extremely 
small deflections. 


Shot Fig. All of the 36 gages functioned as programmed; however, results were obt~ined 


from only 22 of the 28 pressure-time gages and two of the eight dynamic-pressure gages. The 
pressure-time records of two stations (178.04 and 178.08) were considered questionable since 


TABLE 12.2 RESULTS OF PRESSURE-TIME GAGES, SHOT FIG 


Station 
Ground 
Maximum 
Arrival 
Positive 
Remarks 
Number 
Range 
Overpressure 
Time 
Duration 


ft 
psi 
sec 
sec 


178.01 
40 
Record lost 


178.02 
40 
Record lost 
178.03 
50 
0.155 
No record 
178.04 
50 
251.0 
0.152 
No record 
178.05 
70 
0.167 
No record 
178.06 
70 
No record 
178.07 
70 
0.156 
No record 


178.08 
70 
110.0 
Poor record 
178.09 
90 
84.3 
0.183 
0.034 
Poor record 
178.10 
90 
86.4 
0.050 
Good record 
178.11 
90 
81.3 
1.163 
Poor record 
178.22 
90 
59.5 
0.037 
Good record 
178.12 
110 
68.0 
0.133 
0.057 
Good record 
178.13 
110 
49.4 
0.032 
0.049 
Fair record 


178.23 
110 
45.9 
0.192 
0.040 
Fair record 
178.24 
110 
46.3 
0.009 
0.053 
Good r.ecord 
178.25 
150 
23.1 
0.198 
0.058 
Poor record 
178.26 
150 
29.7 
0.043 
0.054 
Good record 
178.27 
150 
29.3 
0.202 
0.047 
Good record 
178.28 
150 
25.6 
0.065 
0.056 
Good record 
178.29 
200 
16.4 
0.104 
0.053 
Good record 


178.30 
200 
16.8 
0.052 
Good record 
178.31 
200 
15.9 
0.053 
Fair record 
178.32 
395 
5.5 
0.221 
0.081 
Good record 
178.33 
395 
5.3 
0.315 
0.083 
Good record 
178.34 
605 
2.9 
0.362 
0.096 
Good record 
178.35 
605 
3.1 
Poor record 
178.36 
700 
2.3 
0.526 
0.102 
Good record 


chipping of the glass-recording disks partially obscured the records. Failure to obtain records 
at the remaining six stations was the result, primarily, of severe ground acceleration which 
caused the glass-recording disks to shatter. The fragments were assembled and analyzed. Four 
of the shattered records indicated partial, but unreadable, records. The remaining two records 


. were too badly shattered to be pieced·together. The two dynamic-pressure records were con- 
Sidered, at best, only peak-pressure data. The remaining six dynamic-pressure gages appeared 
to function as programmed; however, there was no indication of any response to a pressure wave 
although the same gages had previously recorded the very-low pressures associated with Shot 
Quince. 


375 


The pressure-time-gage data is shown in Table 12.2, while the dynamic-pressure-gage results 
are listed in Table 12.3. 


12.2.5 Discussion. Shot Quince. As the shot did not produce any nuclear yield and the 
pressures recorded represented only the high-explosive component, no discussion of Shot Quince 
will be included in this summary. 


S hot Fig. The ma."'{imum overpressure data as shown in Figure 12.2 indicate a good rela- 


TABLE 12.3 
RESULTS OF DYNAMIC-PRESSURE GAGES, SHOT FIG 


Station 
Distance from 
Total 
Number 
Ground Zero 
Pressure 


ft 
psi 


178.15 
90 
414 
178.16 
90 
1iS.1i 
90 


178.18 
110 
197 


178.19 
110 
178.20 
150 


178.21 
200 
173.14 
395 


Static 
Ovcrpressure 


(at 3 feet) 
psi 


63.7 


Static 
Overpressure 
(ground baffle) 
psi 


72 
;2 
72 
48 


48 
2i.4 
16 .• 
5.4 


Arrival Positivc 


Timc 
Total 


sec 
sec 


Duration 
Static 


scc 


Relllal'ks 


Pcak pn:ssurc only 
No n:cr:n:! 
:-<ol'ccord 
Peak 1>l'CSSUI'C only 


Bad rccol'd 
Bad I'CC01'd 
Bad n:col'd 
Bad l'l:col'd 


tionship of the recorded pressure with ground range. An eyeball curve was drawn through the 
data pOints. All failures to obtain reliable data occurred at the close-in stations (40 to 70 feet 
from surface zero). The shattered glass disks at these ranges indicated a severe shock loading 
about the gages. Between the ranges of 70 feet and 90 feet from surface zero, the records were 
chipped, but the data was read and considered to be questionable. From a ground range from 90 
feet out, the condition of the records was considered to be good. 
At the time of the initial reading of the records, a yield value within reasonable limits had 
not been given. Thus, the plotted values of the recorded pressures were compared to a scaled- 
down C" "e for a nuclear burst of 21.5-ton yield (Figure 12.3). 
It cannot be determined at this time why the dynamic-pressure gages failed to record the pre- 
sence of the shock wave. 
Laboratory analysis of these data will be necessary before arrival times and positive-phase 
durations can be presented. . 


12.2.6 Conclusions. Data from Shot Fig show that the blast phenomena from a very-Iow-yield 
nuclear device appear to scale reasonably well. Any reason or reasons for the slight deviations 
from the established cube-root-scaling law cannot be explained at this time. 


12.3 
CRATER MEASUREMENT 


Project 1.4 was assigned the mission of measuring the size of the crater produced by the 
surface detonation of a very-Iow-yield detonation. To make these measurements more realistic, 
100 tons of soil from the NTS were transported to the EPG and placed below surface zero to 
about 90 percent of its natural density of 116 Ibs/ft3, as discussed in Section 12.4.2. It is be- 
lieved that the crater was co 
letely contained in this soil. 


time 
measurement, D + 3 days, 
vere rains which occurred after the detonation. The crater was briefly observed on D + 1 day, 


376 


prior to the slides. Based upon this observation and the measurements made later, it is esti- 
mated that the original crater was 1 to 2 feet deeper and 4 to 6 feet smaller in diameter, from 
lip to lip, immediately following the detonation. 


12.4 
NUCLEAR RADIATION 


12.4.1 Introduction. The Program 2 participation on the very-Iow-yield detonations included 
seven projects. Program 2 participated on both Shots Quince and Fig. Shot Quince produced no 
nuclear yield, so with the exception of alpha-contamination measurements, no results are re- 
ported. Instrumentation, in general, was identical for both shots. 
A device of the Shot Fig design, with a yield of about 20 tons, could have several military ap- 
plications. Its possible employment in close support of tactical troops, however, required that 
detailed effects information, particularly on radiation, be obtained. Three basic questions de- 
termining the tactical doctrines of weapon employment would be entirely or partially answered 
when complete knowledge of radiation patterns, both immediate and residual, was obtained. 
These questions were: (1) What enemy casualties could be expected from the burst; (2) What 
time and space would be denied to either enemy or friendly troops; and (3) What was the safe- 
delivery range for a close-support-type launcher. Four specific objectives were established in 
an attempt to obtain the required answers. These included documentation of: (1) neutron flu-x 
in a three-dimensional pattern, (2) gamma dose in a three-dimensional pattern, (3) residual- 
gamma radiation, and (4) fallout contamination. 
No device specifically designed to give a very-low yield had been previously detonated. 
Scaling laws had come from much larger yields and would not necessarily have been valid in 
predicting the radiation hazards from very-low-yield detonations. Due to the proposed test 
suspension, participation by Program 2 on these developmental shots was highly desirable. Con- 
ditions were somewhat unsuitable, however,· because of lack of land areas on which to establish 
instrument stations. It was necessary in some cases to adjust instrument lines along directions 
where land area was available or to utilize floating stations in the lagoon. 


12.4.2 Operations and Instrumentation. Project 2.4 established two surface neutron-flux 
lines for Shot Fig. One line ran along an azimuth of 143 df><TrlF'f>!~ 
~and 
the other along an azimuth of 233 degrees. The 
on land, and the threshold detectors (gold, cadmium-shielded gold, boron-shielded Pu239, Np231, 
U23&, and S32) were placed on sandbags and connected to a %-inch-wire rope to facilitate recovery. 
The other line consisted of two stations on land, and six stations on buoys anchored in the lagoon. 
The same detection system was used. The detectors on buoys were connected to a cable lying on 
the lagoon floor to allow recovery if the buoy sank. Recovery was made after the shot, and in- 
duced activities in the exposed detectors were measured in a mobile laboratory at Site Elmer. 
Both pretest and posttest detector calibrations were accomplished at LASL, utilizing the thermal 
column of the water-boiler reactor and the Cockraft- Walton accelerator as neutron sources. 
The neutron flux was calculated from the activity level of the exposed detectors at H + 10 hours 
by multiplying this value by a calibration number. 
\ 
For the detection of gamma radiation, Project 2.9 installed 55 instrument stations. Eight 
stations were along the 233-degree line of Project 2.4; seven were suspended from a balloon an- 
chored near ground zero; 36 were placed on stakes on available land sites, extending generally 
northwest and southeast from ground zero; and the remaining four were Emmett devices placed 
northwest of ground ·zero. The Emmett device was essentially a conveyor belt of film badges, 
each of which was exposed in turn from an underground shield and returned thereto. Basic in- 
·strumentation at all stations was the film badge, with a total range from 0.3 to 50,000 r. They 
were installed several days prior to the shot and recovered at approximately H + 24 hours. The 
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exposed film badges, as well as specially-exposed calibration badges, were immediately returned 
to the U. S. Army Signal Research and Development Laboratory for development and interpreta- 
tion. The basic Emmett device did not have a fast-enough-time resolution to differentiate among 
the various initial-gamma pulses of a subkiloto!l device. It was, therefore, modified so that each 
badge was exposed for one minute, allowing for measurement of initial, induced, and fallout ra- 
diation in time increments of one minute. Three additional badges were located on the conveyor 
belt above ground. One film was exposed from 0 to 3 seconds, another from 0 to 15 seconds, and 
a third from 0 to 30 seconds. 
At the total-dose gamma stations, film badges were placed in NBS holders, which were, in 
turn, placed in electrical condulets for blast and thermal protection. 
In close association with the neutron-flux and gamma measurements, Project 2.11 lofted a 
polyethylene General Mills Aerocap balloon from which an instrument line was suspended. The 
line was located approximately 100 yards downwind from the zero pOint. Neutron-threshold de- 
tectors and gamma-measuring film badges were suspended from this line. It was planned to in- 
clude thermistor calorimeters on the line for thermal measurements. 
The gamma and neutron detectors were placed at seven air stations, ranging from 100 feet to 


1,180 feet above ground. Each station consisted of a four-foot length of wire rope, attached to 
a ring on the main cable by means of a halyard snap. Recovery of the detectors consisted merely 
of detaching this short wire rope from the main cable. The thermal detectors were to be attached 
directly to the balloon cable, with hard wire connections from the detectors to the recorders lo- 
cated in an instrument shelter. 


Project 2.10 instrumentation consisted of helicopter-to-ground survey instruments, fallout 
collectors, a crater-survey instrument, air samplers, gas-flow proportional-alpha counters, 
and AN/PDR-39 gamma-survey meters. 
The helicopter-to-ground-survey instrument consisted of a radiation detector, described in 
detail in ITR 1319 (Reference 30), mounted in a probe which, in turn, was mounted in a tripod. 
The entire assembly was so rigged that it could be lowered from a helicopter. When the tripod 
rested on the ground, the probe was exactly three feet above the surface. Readings could be 
taken in the helicopter. In actual operation the readings were taken over pre-marked pOints and 
over well-defined geographical locations. The initial survey was begun at about H + 20 minutes. 
Additional surveys were made at H + 17 and H + 24 hours. 
Two types of fallout collectors were used by Project 2.10. Five open-close gross-fallout col- 
lectors and 57 open-type, expendable, bucket collectors were placed in the array described below. 
The open-close collector consisted of a metal-support framework and a conical liner with a door 
covering the opening. The liner had a circular opening apprOximately two feet in diameter. In 
the bottom of the cone was a stainless-steel filter, four inches in diameter, covering a small 
hole leading to a polyethylene bottle. The door opened and closed wi th a sliding action and was 
activated by the minus-one-second timil}g signal. The door closed automatically after a specified 
collection time. The door was opened manually on recovery, and a cover was put on the cone 
liner. After the hose to the polyethylene bottle was disconnected, the cone liner and the bottle 
were removed from the gross collector and transported to the laboratory. 
The open-type collectors were polyethylene pails, 16 inches deep, each with a 13-inch diam- 
eter opening and polyethylene cover to prevent spilling during transportation after recovery. 
Covers were removed manually pefore the shot. 


One open-close collector was at 300-foot range on an azimuth of 270 degrees, and four were 
at 600-foot range on azimuths of 150, 165, 300 and 330 degrees. The open-type collectors were 
placed in a polar coordinate-grid system at 15-degree intervals at ranges of from 200 to 600 
feet from ground zero. Other buckets were placed on barges at ranges of 2,100 to 7,600 feet. 
During recovery, readings were taken three feet above ground with an AN/PDR-39 survey meter. 
The buckets were sealed and returned to the laboratory, where they were monitored in a fixed 
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geometry. The fallout was then removed and the total weight and activity determined. 
The crater-survey instrument consisted of a detector probe of the same type as used in the 
helicopter-to-ground aerial-survey instrument which had been modified to record the radiation 
intensity on a Brown recorder. The probe was housed in a fiberglass cylinder to prevent break- 
ing. It was placed on the ground 375 feet from ground zero at an azimuth of 317 degrees. A 
cable extended from the probe toward ground zero, made an arc SO feet from and around ground 
zero. and thence ran 600 feet to a winch and the recorder. At H + 5 minutes, the winch was to 
puli the probe toward, and into, the crater where it was to automatically record the radiation in- 
tensity for 24 hours. 
Five air samplers were used to measure alpha concentration in the air. These samplers con- 
sisted of 24-volt dc motors, manufactured by the Electrolux Corporation. They ran at 10,300 
rpm and drew approximately 6 ft3/min of air through a No.6 Chemical Corps filter paper. The 
sampling area was 15.5 in2• 


Two Model PAC-3G gas-flow proportional-alpha counters were used for surface monitoring. 
The sensitive window area had a density of 0.S5 mg/cm2 and an area of 61 cm2• The maximum 
reading of the instrument was 100,000 cpm, but the range could be increased by covering a part 
of the sensitive area. Readings were taken at 54 surveyed pOints over broom-finish concrete 
surfaces, typical of urban sidewalks. " 


Ground-gamma surveys were made with AN/PDR-39 survey meters. The meters wer~ held 
three feet above the surface during measurements. 
A project closely related to 2.10 was 2.14a/34.S, "Fallout Contamination From Small Yield 


Weapons." Associated with this project were 2.14b/34.9, "Dimensions of Nuclear Cloud from 
a Very-Low-Yield Burst," and 2.14c/34.10, "Special Meteorological Measurements for Very- 
Low-Yield Fallout Studies." These latter two projects were in support of 2. 14a/34.S and are 
mentioned only to point out that to analyze any fallout pattern and to draw conclusions as to what 
zpight follow a similar detonation under different weather conditions, the size, height and shape 
of the cloud and the exact wind pattern from the surface to the altitude of the top of the cloud 
must be accurately km;>wn. 


Coral soil is neither physically nor chemically similar to widely occurring soils. For this 
reason, and the fact that most fallout data for relatively low yields had come from bursts on and 
over Nevada soil, 130 tons of NTS soil were transported to the EPG. This soil was compacted 
to about 90 percent of its natural density of 116 Ibs/ft3 in a conical excavation 30 feet wide and 
S feet deep at ground zero. It was estimated that the entire crater would be contained in this 
volume. 
Sample collection was hampered by lack of ground area,with a large part of the fallout pattern 
expected to occur over water. The 2.14a/34.S instrumentation was located at 146 surveyed pOints, 
comprising one rectangular and one radial grid system. Two remote-area-monitoring systems 
(RAMS) were used in this experiment. One system of 10 units was installed on Site Yvonne and 
one of 6 units on a YCU barge in the lagoon. Each remote unit {:onsisted of a Neher-White-type 
ionization chamber and a remotely operated check source, all mounted in a waterproof housing. 
Each remote station was hard Wired to a central control station. Two sleds with a remote de- 
tector were to be pulled into the crater at H + 10 minutes. Gamma-dose rates were measured 
by monitors using Jordan Model AGB-500B-SR and AN/PDR-T1B portable meters. Readings 
were taken at all 46 land stations at a height of 30 inches above ground. Similar readings were 
also taken aboard five barge stations in the lagoon. Coral soil was spread on the barge decks 
to simulate the effects of soil irregularities on measured dose rates. Three types of barges 
were utilized. They were the YCU, YC, and sectional barge, with dimensions 60 by 200, 32 by 
100,and 30 by 60 feet, respectively. A correction factor was necessary for readings taken on 
the center of the barges because of the reduced area of surface contamination. Divisions by 
factors of 0.52, 0.3S, and 0.35, respective"ly, were used for the three types of barges. 
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High volume (50 cfm) air samplers were also installed on the barges. Each sampler used a 
4-inch-diameter Type BM-2133 filter and had an intake air speed of about 8 knots. They were 
aligned to face into the wind. 


Stich],-pan fallout collectors, 8-by-10-inch flat metal trays covered with an alh]'d-resin tol- 
uene solution, were mounted on 2-foot-square baffle plates. These pans were placed on the 
barges, at 32 shore stations, on 87 lagoon stations mounted on buoys, and at eight stations on 
the reef upwind of ground zero. Clusters of these pans were established at selected stations 
for two separate determinations. One was for purely statistical reasons and the other to de- 
termine weathering effect, with some pans being collected early and others in the same cluster 
at a later time. Except for those deSignated for late recovery, the stich], pans were collected 
as soon as possible aft'er the shot by helicopter, water taxi, LCM, DU~\V, jeep, and weapons 
carrier. They were brought to the established counting tent and counted in a fixed geometry. 


Since an elaborate array was not possible because of lack of sufficient land area, the array 
was so arranged on land and in the lagoon that, for success, the wind had to be from along the 
prevailing wind direction:: 10 degrees and with a velocity of 20 knots or less. 


12.4.3 Results and D1scussion. Shot Quince. Because of the absence of nuclear yield 
on Shot QUince, the stated objectives of the program were not realized. However, Project 2.10 
conducted an alpha survey of the area contaminated by the plutonium throwout, as well as ob- 
taining air samples from H-hour to H + 19 hours. 
An area of approximately 20 yards in diameter around ground zero was found to be highly con- 
taminated. Outside this area the alpha contamination was spotty, with pieces of plutonium caus- 
ing some hot spots in the downwind area. The highest concentration observed was 1,400,000 
counts per minute, or 3,300 J,Lg/m2, at a station located 150 feet from ground zero. 
Air samples showed alpha concentrations of between 0.1 and 966 dis/ min- mJ at stations lo- 
cated 300 feet from ground zero. Sampling at these stations began at H + 1 hour and continued 
for approximately 18 hours. 


Shot Fig. Shot Fig was a surface shot with a nuclear yield of 21.7 tons and was fired at 


Site Yvonne. All projects participating in this event obtained useful data. 
Neutron dose was obtained from the neutron-flux measurements made by Projects 2.4a and 
2.11. The dose was calculated from the flux values through the use of the single-collision theory 
of dose contribution per neutron. Neutron-dose values obtained from Shot Fig are presented in 
Table 12.4. 


previously observed (Reference 31). 
To permit direct comparison of the measurements from the two surface lines, buoy-station 
data from the water line has been correc 
to 
land r 
division by 0.7 as 
suggested in TM 23-200 (Reference 15). 


ga:mI1rla··aclse measurements were made by Projects 2.9 and 2.11. Also, Emmett devices 
used by Project 2.9 gave- some indication of the times at which the gamma dose was received. 
Gamma doses as received by the various lines of instrumentation, as well as a prediction curve 
based on TM 23-200, are plotted as a function of distance in Figure 12.5. This figure shows 
that the readings over water are practically the same as those at the corresponding land stations, 
while the readings at the balloon stations are higher. Doses as recorded by the Emmett devices 
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.. 


show good agreement with adjacent film-badge stations and indicate that essentially all of the 
24-hour gamma dose was received within the first 30 seconds after detonation. No variation of 
dose with time, to indicate fallout arrival, was recorded. This was to be expected, since the 
instruments were not in the primary fallout area. 
A radiological survey of the residual radiation was performed by Project 2.10. Surveys were 


TABLE 12.4 
NEUTRON DOSE, SHOT FIG 


Station Number 


Land Line: 


241.10 
241.01 
241.02 
241.03 
241.04 
241.05 
241.06 
241.07 


Water Line: 


242.01 
242.02 
242.03 
242.04 
242.05 
242.06 
242.07 


Balloon Line: 


1 
2 
3 
4 
5 
6 
7 


Slant Range 


yds 


30 
100 
200 
300 
400 
500 
600 
700 


30 
100 
247 
311 
444 
603 
816 


121 
133 
173 
227 
283 
347 
410 


Dose 


rep 


1.32 X 105 


9.92 X 103 


1.49 x 103 


3.72 x 102 


1.56 X 102 


6.29 X 101 


3.22 X 101 


* 


6.36 X 10' 
4.83 X 103 


6.9 x 102 t 
2.24 x 102 t 
8.33 X 101 t 
2.27 X 101 t 


6.65 x 103 


5.79 x 103 


2.90 X 103 


1.66 X 103 


7.69 X 102 


3.53 X 102 


t 


* Below level of detection by threshold system, 
approximately 10 rep. 
t Corrected to Equivalent Land Values by division 
of water dose by 0.7 as suggested in TM 23-200. 
t Detectors lost. 


accomplished by helicopter probe and ground-party survey crews. The project found that at 
H + 1 hour, the 200 r/hr dose rate contour had a downwind dimension of approximately 120 yards 
and a crosswind dimension of 50 yardS, while the 100 r/hr dose rate contour dimensions were 
approximately 160 yards downwind and 40 yards crosswind. Readings in the near vicinity of the 
crater were greater than 10,000 r/hr at H + 30 minutes. 
The crater survey instrument, which was located 375 feet from ground zero at the time of 
detonation, recorded the initial-gamma pulse off scale, greater than 10,000 r/hr, for approxi- 
mately seven seconds. Because of fouling of the cable that was to tow the probe into the crater, 
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Figure 12.4 Neutron dose, Shot Fig. 


Figtlre 12.5 Gamma doses versus distance. 
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wind speeds for the first ten minutes after Shot Fig ranged from 15 to 16 knots and the direction 
varied from 264 to 277 degrees. These wind chara:cteristics were ideal for fallout sampling by 
Projects 2.10 and 2.14a/34.8. 
. 
12.4.4 Conclusions. S hot Qui n c e . 
Plutonium throwout from a device of this nature 
from which no nuclear yield is realized presents a hazard from alpha contamination in an area 
20 yards in diameter around ground zero. There will also be further hazards in the downwind 


Practically all of the 24-hour gamma dose recei 
in nonfallout areas 
the first 30 seconds after detonation. All gamma doses were higher than those 
predicted by TM 23-200. 


The crater and lip formed from a surface burst of the Shot Fig type will have a residual activ- 
ity of greater than 10,000 r/hr at H + 30 minutes. The resultant residual-gamma field will be 
limited in extent for 'meteorological conditions identical to those of Shot Fig, with the 100 r/hr 
contour extending only 40 yards crosswind and 160 yards downwind at H + 1 hour. 
The fallout decayed according to C I .35 from H + 1 to H + 3 hours and at C O• 94 between H + 3 
and H + 24 hours. 
Cloud dimensions after stabilization were well within the range of accuracy of the predictions 
from TM 23-200. Better cloud-dimension data could have been obtained at a test site where the 
available land area allowed better positioning of camera stations. 
Based on meteorological measurements after Shot Fig, fallout-collection instrumentation was 
ideally located for collection of samples. 


12.5 
THERMAL RADIATION FROM A VERY-LOW-YIELD BURST 


One objective of this experiment was to determine the thermal radiant-exposure versus dis- 
tance from ground zero for a very-Iow-yield burst and to compare these values with the theo- 
retical results obtained from existing thermal scaling laws. 


12.5.1 Objectives. Specifically, the objectives were to measure the thermal radiant exposure 
and thermal irradiance at various distances from ground zero for Shots Quince and Fig to: (1) 
accumulate basic thermal data for fractional-kiloton weapons for which data was not previously 
available; (2) check the existing thermal-scaling laws and to modify and extend them to include 
device yields equal to those of Shots Quince and Fig; (3) measure radiant exposure and irradiance 
for ground stations in order to examine the existing scaling laws; and (4) compare the values of 
radiant exposure at ground stations as determined by three different types of measurement in- 
struments. 


12.5.2 Background. Thermal radiation has been measured by various agencies during nearly 
all previous nuclear tests, but thermal radiation has not been measured for nuclear devices of 


384 


the low-yield values expected from Shots Quince and Fig. Measurement of the thermal-radiation 
values for such devices was necessary from both a theoretical and practical military standpoint, 
unless reliance was placed in extensive extrapolation from previous larger-yield values. 


12.5.3 Instrumentation. There were nine ground-instrument stations ranging in distance 
from 150 feet to 900 feet from ground zero. 
Three types of instruments were used to measure thermal radiant exposure. These were 


TABLE 12.5 
GROUND STATION INSTRUMENTATION 


Station 
Ground Zero 
Number 
Distance 
Instrumentation 


ft 


872.01 
150 
CWL 
872.02 
175 
CWL 
872.03 
200 
CWL 
872.04 
250 
CWL 
872.05 
350 
CWL 
NML 


872.06 
450 
CWL 
NML 


870.01 
450 
NRDL 


872.07 
600 
CWL 
NML 


872.08 
750 
CWL 
NML 


870.02 
900 
NRDL 


the Chemical Warfare Laboratory thermistor calorimeter, the Naval Radiological Defense Lab- 
oratory disk calorimeter, and Naval Material Laboratory thermal-radiant-exposure meter. 
These instruments were installed as shown in Table 12.5. 
.. 


12.5.4 Chemical Warfare Laboratory Instrumentation. This instrument was essentially a 
bead-type thermistor, embedded in one end of a solid silver cylinder. Radiation incident on 
the other end of the cylinder resulted in a temperature rise of the cylinder and embedded therm- 
istor. The thermistor, a semiconductor, composed of oxides of manganese, nickel, and cobalt, 
had a coefficient of electrical resistance of - 3.9 percent/C at 25 C. The particular thermistor 
used in this test was the VECO-32A11. A change in electrical resistance caused a variation in 
the current at the recording milliammeter. The silver cylinder was insulated by Teflon, and 
the entire assembly was mounted in a hermetically-sealed-brass housing fitted with a hemispher- 
ical pyrex window. The complete unit was 2.5 inches in diameter and 6.5 inches long. 
Due to the crash program involved in preparing for this test, only a cursory calibration of 
the instrument was made. However, it was designed to be an absolute instrument so that no 
calibration would be required. Results obtained during Operation Rechving indicated that cali- 
bration of the thermistor calorimeter against other instrumentfj, assumed to be standards, was 
of little value. Accordingly, the radiant exposures were calculated for Shots Quince and Fig 
without reference to secondary calibration standards. If necessity indicates, calibration will 
be made prior to the final report, and the results will be contained therein. 
The basic equation involved for the thermistor calorimeter is: 


H = mst 


where H is the radiant exposure in calories per square centimeter; m is the mass, in grams, 
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of the silver cylinder; s is the specific heat of silver; and t is the temperature rise of the sil- 
ver cylinder due to incident thermal radiation. 
The value for M was obtained by weighing the silver cylinder to within 0.1 gram, which is 
to three significant figures. The hole in the silver cylinder in which the thermistor was pasted 
was 0.1 inch in diameter and 0.25 inch deep. Elementary arithmetic and direct experimental 
weighing showed that at the worst, an error of only two percent could be introduced by consider- 
ing the hole empty or full of silver or glass. For simplicity and with negligible loss of accu- 
racy, the weight of the cylinder with the hole empty was used. 
The value s is the specific heat of silver, 0.056 cgs units. 
The value t is the temperature rise in the silver cylinder, obtained by subtracting the initial 
temperature from the final temperature of the thermistor (and silver cylinder) as read from the 
recording milliammeter. Each thermistor used was previously calibrated for electrical re- 
sistance in ohms versus temperature, by immersing the thermistors in a water bath and meas- 
uring the resistance directly, using a Wheatstone bridge. 
The only correction required in the calculation was a four-to-six-percent correction to be 
added to the temperature difference to account for a cooling loss. This was done in each case 
from the actual experimentally-recorded trace for the nuclear shot. Since the cooling loss was 
small, only four to six percent in approximately six seconds, errors in determining this small 
cooling rate were of little consequence. 
A factor of eight percent was added to the calculated radiant-exposure values to account for 
the absorption loss of the thermal radiation incident through the pyrex-glass hemisphere of the 
calorimeter. 


12.5.5 Naval Radiological Defense Laboratory Instrumentation. As the yields of Shots 


Quince and Fig were unpredictable, the thermal sensors were selected to measure thermal 
energies from yield ranges of 0.01 to 0.1 kiloton. The thermal sensors used were: NRDL 
Mk6F calorimeters, with a sensitivity of 0 to 10 (cal/cm2)/mv; and NRDL 20-junction calorim- 
eters, with a sensitivity of 0 to 0.02 (cal/cm2)/mv. 
The measurement of luminou~ flux was made with Weston photronic cells, Type RRV, used 
in conjunction with neutral-density filters. 
Sixteen-millimeter gun-sight-aiming-point (GSAP) cameras were included in the instrumenta- 
tion for the purpose of instrument orientation with ground zero and fireball studies. 
The signals from the thermal and photronic sensors were registered by Heiland oscillographic 
recorders, on Kodak microfile film running at a speed of 24 in/sec. 
The instrumentation was located at two stations at 450 feet and 900 feet from ground zero. 
At each station there were eight calorimeters, four photronic cells,and two 16-mm cameras. 
These sensing instruments were mounted in a pod atop a 10-foot tower and oriented to face 
ground zero. The tower was attached to an NRDL underground shelter which contained the re- 
cording oscillograph, junction box, and 24-volt battery power supply. 
All thermal instruments were calibrated at NRDL prior to the operation by exposure to a 
Mitchell high-intensity thermal radiation source. Several series of calibration runs were made 
prior to shipment of the instruments to the EPG. The calibration procedure is to be repeated 
upon the return of the instruments to NRDL. 
The electrical calibrations were accomplished by introducing standard mv signals in series 
with the final field circuits on the night before the shot. The photronic cells were calibrated 
by the use of a laboratory-calibrated Weston photometer and a 500-watt projection lamp used 
as a source. The light source was placed at ten different distances from the instrumentation 
and the photometer sensor. The l.ight levels corresponding to the different distances were re- 
corded on the Heiland oscillograph, and the corresponding reading of the photometer was taken. 
This calibration procedure was repeated on D + 2 for posts hot calibration. 
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12.5.6 Naval Material Laboratory Instrumentation. This instrument consisted of several 
Tempilstik pellets in contact with a blackened copper plate. The commercially available Tempil- 
stik pellets melt at different temperatures. If the initial (ambient) temperature is known, the 
radiation exposure can be determined. After the shot, the instruments were returned to NML 
for reduction of data which was not available at the time of this report. 
12.5.7 Results. C W L Mea sur erne n t s . 
The radiant exposures measured by the ther- 
mistor calorimeters during Shot Fig are given in Table 12.6. These results are the actual 


TABLE 12.6 RADIANT EXPOSURE DATA 


Station 
Ground Zero 
Radiant 
Remarks 
Number 
Range 
Exposure 


ft 
cal/cm2 


CWL Ground Stations 


872.01 
150 
11.1 
872.02 
175 
10.8 


872.03 
200 
6.9 
872.04 
250 
5.8 
872.05 
350 
1.6 
872.06 
450 
1.6 
872.07 
600 
1.4 
872.08 
750 
No Data 
Recorder 
Malfunction 


NRDL Ground Stations 


870.01 
450 
1.42 
Average 


870.02 
900 
0.28 
Average 


NML Ground Stations 


872.05 
350 
• 


872.06 
450 


872.07 
600 


872.08 
750 


• Data to be included in final report. 


values of radiant exposure at three feet above ground at the stations. No correction was made 
for atmospheric attenuation. 
N R D L Mea sur erne n t s . 
The radiant exposure measured by the NRDL instruments was: 


Station Number 


870.01 


870.02 


Ground Zero Range 


450 feet 


900 feet 


Radiant Exposure (cal/cm2 ) 


1.42 


0.28 


The reduction of the thermal data was exceedingly difflcult, since there was no timing cor- 
relation. This abnormality was caused by the timing lights not being intense enough to expose 
the microfile film running at 24 in/sec. It was, therefore, necessary to assume that the film 
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speed was constant throughout the measu~ement. Until some method of time correlation can be 
found, it will not be possible to reduce this data to a better accuracy than is reported here. 
There was no luminosity data presented, inasmuch as all the photronic-cell traces deflected 
off scale. This fact indicated a very high luminous flux. It is possible that an exhaustive lab- 
oratory analysis of the photronic cell data will yield useful information about the total-luminous 
flux, as a function of time and the peak illuminance. 
The 16-mm cameras were installed primarily to orient the stations. However, a study of the 
images will be made and any significant thermal findings will be reported in the final report. 
N M L Mea sur erne n t s . 
No results are available for the NML thermal instruments, as 
the instruments were sent to NML for reading and calibration. These results will be reported 
in the final report: 


12.5.8 Conclusions. The CWL thermistor-instrument data for distances of 150 feet to 450 


feet and the NRDL disk-calorimeter data at 450 feet and 900 feet fit the same experimental curve. 
This experimental data closely parallels the curves obtained from existing scaling laws for yields 
of 0.02 and 0.03 kt. 
. 


• 
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Chapter /3 


NEVADA 
TEST SITE PHASE 


Prior to the completion of the Pacific Phase of Operation Hardtack it was decided to conduct a 
continental series of nuclear tests at NTS. The primary consideration leading to this series 
was the Presidential decree of a nuclear test suspension effective 31 October 1958. Many de- 
vices, planned for testing at a later date, were to be fired during this phase. 
In August, DCS/WET, Field Command, was informed by the Chief, AFSWP, that some DOD 


participation was planned. This participation was a reiat!vely small effort compared with normal 
test series. The prime participation was on the very-Iow-yield shots, Hamilton and Humboldt, 
with scattered projects operating on other shots as noted in the following sections of this chapter. 
(8o e Table 13.1 for shot participation. ) 
Although considerable data had been 
low-yield detonations on Shots Quince 
and Fig in the EPG, 
an opportunity to supplement 
this information and to 
on 
on 
specimens. This low-yield event was 
originally labeled Shot Grizzly and scheduled for 25 September. Much of the test equipment was 
in the EPG. Where feasible, priority air transportation was arranged. By the 25th of September, 
most instrumentation was on hand. However, due to developmental problems, the shot, the name 
of which had been changed to Hamilton, was rescheduled for 12 October. This allowed more time 
for project preparation. 
When Shot Hamilton, detonated on a 50-foot wooden tower on Frenchman Flat, gave a yield 01 


about one ton, a second detonation was scheduled. This shot, Humboldt, fired from a 25-foot 
wooden tower in Area 3, gave a yield of approximately 5.2 tons. The DOD effort was organized, 
with some modifications, as for a full-scale continental test. (See Figure 13.1.) Shot-yield in- 
lOrmation, environmental data and meteorological data are listed in this report. 


13.1 
NUCLEAR RADIATION AND EFFECTS 


13.1.1 Introduction. Program 2 participation in the NTS phase of Operation Hardtack was 
directed toward the documentation of nuclear radiation from very-Iow-yield bursts. In the pres- 
ent concept of tactical employment of nuclear weapons, fractional kiloton weapons are assuming 
a. role of increasing importance. Of primary importance in evaluating weapons of low yield was 
the determination of the nature and radial extent of militarily-important-biological effects. To 
meet this requirement, a biomedical experiment (Project 4.2) was included. It was the prime 
mission of Program 2 to support this experiment through documentation of the neutron and gamma 
doses to which the biological specimens were exposed. 
During the initial stages of preparation, the program consisted of a single project, Project 


2.12. ThiS, in turn, was made up of three separate experimental efforts designated as Sub- 
Projects 2.12a, 2.12b, and 2.12c. Subsequently, Sub-Project 2.12d was approved on a minimal- 
cost and noninterference basis to measure total thermal exposures. A new project, Project 2.13, 
was also approved to obtain specific nuclear-radiation data required in Air Force studies relating 
to air-to-air delivery of very-Iow-yield weapons. As finally organized, the project consisted of 
two numbered projects, one of which was made up of four sub-projects, as follows: 


Project 2.12 (Chemical Warfare Laboratories) 
Project 2.12a Neutron-Flux and Dose Measurements 
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Figure 13.1 DOD organization, NTS phase of Operation Hardtack. 


Project 2.12b Gamma-Dose Measurements 
Project 2.12c Induced-Activity Measurements 
Project 2.12d Total Thermal-Exposure Measurements 
Project 2.13· (Air ;Force Special Weapons Center). 
Nuclear Radiation Measurements on Low-Yield Weapons. 


13.1.2 Objectives. The primary objective of the program was to provide neutron and gamma- 
dose measurements (2.12a, 2.12b) in support of the biomedical Project 4.2. All other objectives 
were subordinate to this principal mission and were approved on a noninterference basis. These 


TABLE 13.1 
PROJECT PARTICIPATION. NEVADA PHASE 


One-point safety test shots not included. 


SHOT 


• Projcct 6.15 also participated in sclected one-point safety test shots. 


included documentation of: neutron flux and dose versus distance (2.12a, 2.13); initial and re- 
sidual gamma-dose rate versus time and distance (2.12b, 2.13); total-gamma dose versus dis- 
tance (2.12b, 2.13); neutron-induced-soil activity (2.12c, 2.13); and total-thermal exposure 
versus distance (2.12d). The field testing of a fallout detector, MG-3, was also included as a 
secondary objective of Project 2.13. 


13.1.3 Background. Because of the anticipated tactical importance of very-low-yield nuclear 
weapons, information was needed to corroborate existing effects-prediction theories in this 
yield range or to provide sufficient data for the development of new prediction methods. Since 
previous experience indicated that nuclear radiation was the most far-reaching effect from very..: 
low-yield bursts, it was particularly important thaI this effect be thoroughly documented. Neu- 
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tron flux and dose, gamma dose, and thermal-exposure measurements had been made on Shot 
Fig, a 21-ton detonation, during the EPG portion of Operation Hardtack. However, as this had 
been a surface burst, the radial extent of these effects could be expected to be different from 
those of an air burst of the same type device. Measurements made with a balloon-supported- 
instrument line during Shot Fig gave indication that the neutron and gamma doses would be higher 
in the case of an air burst. Thermal-exposure results could be expected to be affected in a sim- 
ilar manner. 


Of particular importance was the definition of the essentially-immediate-lethality radius of 
low-yield bursts for biological specimens exposed in typical tactical-protective environments 
and the verification of safe stand-off distances for tactical-weapon delivery. This information 
was essential for evaluating the tactical capability of very-low-yield weapons and for -develop- 
ment of safe weapon-delivery systems. 
Studies of neutron-induced-soil activity for bursts of this yield category had not been pre- 
viously performed, although such studies had been carried out for kiloton-range weapons during 
Operation Plumbbob (Reference 32). During the Operation Plumbbob experiment, an effort had 
been made to obtain empirical factors relating the dose rates induced in small samples of NTS 
soil with the gross free-field dose rates generated afthe pOint of sample exposure. Subsequent 
to these experiments it was learned that the chemical composition of the soil in the samples used 
was substantially different from that of the field in which the exposures were made. For this 
reason the empirical factors established were subject to question, and it was considered neces- 
sary that new factors relating sample and field-dose rates for soils of identical composition be 
determined. Therefore, a neutron-induced-soil-activity experiment was included in the pro- 
gram to document the induced field generated by a tower burst of a fractional-kiloton device and 
to establish the empirical factors discussed above. 
The possible employment of very-low-yield weapons in an air-to-air missile application gen- 
erated problems with respect to aircrew dosage. 
Before delivery procedures and techniques 
could be formulated, experimental data on neutron doses and gamma-dose-rate variations with 
time, both as a function of distance, were required. This was the basis on which Project 2.13 
was approved. The field testing of.the MG-3 fallout detector was included in this project, as it 
represented a minimum effort consistent with the planned operations of the project. 


13.1.4 Procedure. The program participated on 
Hamilton and Humboldt. 


wOlode~n tower 


Octot>er on 
and gave a yield of 1.0 ± 0.1 ton. Shot Humboldt was detonated 
in Area 3 on a 25-foot wooden tower on 30 October, with a resultant yield of 5.2 tons. 
Neutron-flux measurements were made by the Hurst threshold-detector technique (Reference 
33). This method involves the use of small quantities of detector elements that are activated 
through nuclear transformations involving neutron capture or fission. The radioactive products 
of these transformations are directly proportional to the neutron flux to which the materials have 
been exposed and can be correlated directly. This method has been used in many nuclear-test 
operations by a number of agencies and has yielded excellent results. A more complete descrip- 
tion of the detector system is included in Chapter 7. 
For Shot Hamilton, 


~mground 
_____ Free-field measureme 
were 
ces 
tector systems were also installed in foxholes, tanks, and armored-personnel carriers (APC), 
in support of the biomedical experiment. 
neutron-dete 
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urements were made at slant distances ranging from 13 to 300 yards. As during Shot Hamilton, 
detectors were located in foxholes and APe's to provide measurements in support of Project 4.2. 
The use of cable lines facilitated early and safe recovery of the exposed detectors. Ten-ton 
dump trucks were used to pull the cables from the exposure area, immediately after the detona- 
tions. The detectors were then detached from the cables and transported to the neutron-counting 
trailer, located near the pig-pen area of the NTS. 
Neutron-dose data was obtained by several means. The principal method involved calculation 
of dose from the measured-neutron flux, assuming a single-collision theory of dose contribution 
per neutron. The results of such dose determinations have agreed well with measurements made 
with more refined instrumentation. Other methods included the use of chemical dosimetry (Proj- 
ect 2.12a); resonance-threshold-foil (Indium) dosimeters (Project 2.13); Kodak personal-neutron- 
monitoring films (Project 2.13); and sulfur planchets and bags (Project 2.13). These v~ 
neutron detectors were 
at ground distances ranging between 55- and 1,600 yards ...... 


Hamilton. For Shot Humboldt. only the 


th]~es,hold-neutron 
were 
instruments extended only to 300 yards. 
Early gamma-dose rate as a function of time was measured during Shot Hamilton only. Sta- 
tions were located at distances ranging between 100 and 800 yards from ground zero. For docu- 
mentation of the initial gamma-dose rates versus time, Kaiser electronic-automatic-dose-rate 
instruments were utilized. These had dose-rate ranges to 40,000 r/hr and a recording time 
from ° to 60 seconds after shot time. Incremental gamma-dose recorders (Emmett devices), 
wherein NBS film badges were mechanically exposed from a shielded location for specific time 
intervals, were used in an attempt to obtain gross doSe-rate histories for the first 20 minutes 
after shot. These instruments had a resolution time of one minute, although the doses accrued 
in the first 3, 15 and 30 seconds were also measured by locating film badges in an initially ex- 
posed position. 
Total gamma-dose measurements were made during Shot Hamilton at distances to 1,600 yards, 


uti~izing various types of film badges, DT-60 and phosphate glass-needle dOSimeters, and chem- 
ical dosimeters. NBS film badges were placed on stakes at 100-yard intervals on 12 radial lines 
extending from ground zero to a distance of 800 
while other instrumentation was 
at 
interest to the 
projects 


galmnla-dose measurements were made tlu~oule:h 
dif;tal:lCE!S ranging~r.oIp 10-, to 800 


stations closer than 300 yards, 
nd this distance, NBS film badges were exposed on metal stakes. 
Induced-activity measurements were made during Shot Hamilton only. Soil-sample stations 
were placed at distances of 25 to 200 yards from ground zero along one of the neutron-cable lines. 
Specially prepared soil samples were exposed in cylindrical containers buried in the ground. 
These cylinders were attached to the cable line and designed to eject automatically when the cable 
was withdrawn from the exposure area. Following recovery, the soil samples were to be rein- 
stalled into the ground in an uncontaminated area where the dose-rate field generated by the ac- 
tivated samples could be measured. Simultaneously, the gross-field dose rates at the points of 
soil-sample exposure were documented by automatic dose-rate recorders and ground-survey 
teams. By correlating the dose-rate field demonstrated by the activated samples with the gross- 
rate field measured at the pOint of exposure, it was hoped that empirical factors could be deter- 
mined whereby the activity of a gross field could be predicted from measurements made on small 
soil samples. This method would be of particular value in predicting the expected dose-rate 
levels for soils atypical to those found at nuclear test sites. An MG-3 fallout detector recorder, 
buried in a special neutron-shielded installation 30 yards from ground zero. was used to record 
the decay of the resultant field. This instrument served a dual purpose: it afforded an oppor- 
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tunity to document the very early decay of the induced field and provided a field test of the in- 
strument itself. A second MG-3 instrument was placed 650 yards downwind from surface zero 
to measure any fallout that might occur at this location. Both instruments consisted of an ion- 
chamber detector, amplifier, recorder, and power supply. The detector threshold was 1 r/hr 
and the recording time was approximately 4 % hours. 
Ground surveys were conducted after both shots at early times to document the resultant 
gamma-radiation fields and their decay. The AN/PDR-39 radiological-survey meters were 
hand-carried into the radioactive areas by personnel from the 1st Radiological Safety Survey 
Unit (RSSU). The procedure consisted of entering the area as early as possible and locating 
the 10 r/hr contour and then measuring the dose-rate levels at the stations of the film-badge 
lines external to this contour. Several teams were utilized to document the various radial lines. 
By performing a number of consecutive surveys, the collapse of the 10-r/hr line as well as the 
decay of the field at fixed locations could be documented. 
Thermal-exposure measurements were made only during Shot Hamilton. To determine the 
total thermal-radiant exposure as a function of distance from a very-low-yield detonation, ther- 
mistor calorimeters were installed on a radial line extending from 175 to 700 feet from ground 
zero. Each station included two independent detectors to provide better reliability. Recorders 
were located in two transportainers at 1,000 feet from ground zero. 
Maps of the Hamilton and Humboldt arrays, showing locations of the various project instru- 
mentation, are presented in Figures 13.2 and 13.3. 
Gamma-dose rate versus time, induced activity, and thermal measurements were not at- 
tempted during Shot Humboldt. The neutron-flux dose and gamma-dose measurements were 
also significantly curtailed. This reduction in partiCipation was a consequence of changing the 
shot location on the evening of D - 2 day, thereby precluding the relocation of essential instru- 
mentation in time to permit participation. 


13.1.5 Results and Discussion. Results as presented in this section pertain only to the docu- 
mentation of the basic phenomena of free-field gamma and neutron radiations, neutron-induced 
soil activity, and thermal radiation. All results pertaining to measurements made in support 
of the biomedical experiment are presented in Section 13.2 of this report. 


13.1.6 Shot Hamilton. The instrument array for Shot Hamilton was designed for an expected 
yield of 20 tons, although the predicted yield for the device ranged between 5 and 25 tons. For 
this reason, the unexpectedly low yield of 1 ton seriously reduced the amount and, ip some cases, 
the quality of data obtained. 
\ 
. 
Neutron dose as a function of distance to 325 yards, as measured by the threshold-detector 
technique, is presented in Figure 13.4. The neutron dose measured at the 400-yard station was 
15 rep, while at both the 600- and 800-yard stations the doses were below the 10-rep threshold 
of the detector system. Free-field neutron doses, as determined by sulfur activation to dis- 
tances of about 1,300 yards, are presented for two lines at apprOximately right angles in Figures 
13.5 and 13.6. In these latter figures, the dose data is presented as neutron dose times distance 
squared versus distance, thereby eliminating the geometrical attenuation effect. 
Initial gamma-dose-rate-time histories, as recorded by the Kaiser dose-rate instruments 
located at 550 and 750 yards, are presented in Figures 13.7 and 13.8, respectively. The initial 
dose-rate station at 425 yards failed due to unknown causes. Total initial-gamma doae versus 
distance to 800 yards, measured for three radial lines extending from Shot Hamilton ground zero, 
are shown in Figure 13.9. A prediction curve, based on extrapolation of curves presented in 
TM 23-200 (Reference 15) to a yield of1 ton, is also included for comparison purposes. Although 
twelve radial lines were instrumented for total gamma-dose documentation, the resultant exposed- 
film badges were rendered uninterpretable as a result of an accident which occurred during 
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Figure 13.2 Station array, Shot Hamilton. 
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Figure 13.3 Station array, Shot Humboldt. 
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Figure 13.4 Neutron dose as measured by the threshold detector 
technique times slant distance squared versus slant distance for 
Shot Hamilton and Shot Humboldt. 
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Figure 13.5 Neutron dose, RD2 versus slant distance, 
from sulfur activation on O-degree axis. 
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Figure 13.7 Initial gamma dose rate verslls lime at 550 yards, 
85-degree axis. 


Figllre 13.6 Neutron close, HU2 v(~rsus slant distance, froll1 sulfur 
activation 011 85-clegl'ee axis. 


their photographic development. All film badges employed in the Emmett devices were similar- 
ly damaged. High-range films were not affected by this processing accident. However, because 
of the low yield of the device the doses received were generally lower than the threshold limit of 
the film, resulting in only limited data being obtained. The data which was obtained came from 
films from three lines, which were processed separately. A summary of total gamma-dose data 
plotted as dose time distance squared versuS distance, for two radial lines as obtained with the 
DT-60 dosimeters, NBS film badges, and LSD film stacks of Project 2.13 is presented in Figure 


Figure 13.8 Initial gamma dose rate versus time at 750 yards, 
85-degree axis. 


A theoretical initial gamma-dose curve as obtained from AFSWC-TR- 


58-13 (Reference 34) is also included for comparison. 
Although the planned measurements for induced activity on Shot Hamilton were carried out, 
the unexpectedly low yield of the device resulted in soil-sample activity too low to permit suc- 
cessful measurement of the dose-rate fields generated by the samples. The induced activity 
was sufficient to permit spectral identification of AI2S, Mn56, Na 24, and Fe59• The gross-gamma 
field at the pOints of sample exposure was successfully documented; however, the field decay 
was characteristic of fission-product decay rather than that of induced activity. It appeared 
that fission products carried down by debriS from the wooden tower were present in such quan- 
tities as to mask any induced activity that may have been produced. The fission-product nature 
of the residual-gamma field in the" vicinity of the tower was also substantiated by the gamma- 
dose-rate record obtained with the buried MG-3 detector. This record showed a time exponen- 
tial dose-rate decay with a time exponent of - 1.25, indicative of fission-product decay. For 
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Figure 13.9 Initial gamma dose versus distance. 
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Figure 13.10 Summary of initial gamma, RD2 versus slant 
distance. 


these reasons, the objectives of the induc.ed-activity study were not realized. 
Measurements of the total thermal-radiant exposure as a function of distance were made on 
Shot Hamilton. However, the results obtained were, in general, inconclusive. All stations ex- 
cept one registered less than 1 cal/cm2, which was about the lowest detection limit for the ther- 
mistor calorimeter used. The lack of success in this experiment can be attributed to two factors, 
the very-low yield of the device and the fact that the line of sight from instruments to device was 
partially obscured by a diagnostic shield. This shield was installed at such a late time that the 
thermal instrumentation could not be relocated. The position of the shield was determined by 
consideration of its importance in the diagnostic effort and its effects on high-priority projects. 
Since the thermal effort had been approved on a strict noninterference basis, the partial obscur- 
ation of the thermal line had to be accepted by the program. 
The MG-3 detector, located 650 yards downwind from the shot site, produced no data since 
the fallout activity at its location did not reach the threshold level of 1 r/hr. The successful 
operation of the buried detector, however, was suffiCient to provide a valid field test of the in- 
strument. 
Reduction and analysis of the Shot Hamilton Data is incomplete as of the time of this writing. 
Calibration and analysis of chemical-dosimetry data, readout of neutron film, compilation of 
ground-survey data, and analyses of gamma spectra observed in soil samples are but a part of 
the work that remains to be accomplished. 


13.1. 7 Shot Humboldt. Due to the extremely short interval that existed between the time the 
decision was made to detonate Shot Humboldt in Area 3 and the actual firing date, only two sub- 
projects partiCipated in this event, and even their participation was seriously curtailed. In 
general, participation was limited to those projects providing support measurements for the 
biomedical experiment. In Program 2, this consisted of Sub-Projects 2.12a and 2.12b, neutron- 
and gamma-dose measurements, respectively. 
The free-field neutron dose versus distance results, as obtained by the threshold-detector 
technique, are shown in Figure 13.4 of the previous section. Because of the requirement to pro- 
vide as complete a documentation of biomedical-animal-neutron exposure as possible, the free- 
field documentation was limited to a range of 300 yards. A comparison of the Shot Hamilton and 
Shot Humboldt neutron-dose curves gives a gross indication of the difference in yields of the two 
devices. 
Since both the Kaiser dose-rate recorders and the Emmett devices could not be relocated in 
time to be used in Shot Humboldt, no time-based dose-rate data was obtained. Data on total 
initial-gamma dose versus distance for the one line along which measurements were made is 
presented in Figure 13.9 of the previous section. A prediction curve, based on extrapolation 
of the initial-gamma dose versus distance curves of Reference 15 to a yield of 5.2 tons, is also 
included in this figure. Although documentation of the resultant residual field by ground-survey 
parties was accomplished, the data has not been compiled and analyzed as of this writing. 


13.1.8 Conclusions. Shot Hamilton. Satisfactory measurements of neutron dose by the 
threshold-detector technique were made in support of the biomedical experiment. Free-field 
neutron doses were successfully measured to 400 yards by the threshold-detector method and 
to approximately 1,300 yards with sulfur detectors. There was gross agreement between the 
values measured by the two methods, although the sulfur doses were conSistently lower than 
those determined with threshold detectors. Free-field neutron doses, as determined by the 
threshold method, ranged from 5,490 rep at 25 yards slant range to 15 rep at 400 yards. As 
determined from sulfur-detector data, the neutron dose at 650 yards was apprOXimately 1.5 rep, 
and doses beyond 700 yards were below 1 rep. 
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iVlt~""~'UL-.,ments of total gamma dose in support of the biomedical experiment were success 
Free-field initial-gamma doses ranged from 2,000 r at 30 yards slant range to 1 r at 800 yards. 
At .,100 yards, the total initiai-gamma dose was approxim.J.tely 15 r, while that at 600 Y:l.rds was 
about 3 r. 
No data on the dose-rate field generated by neutron-activated soil samples was obtained, al- 


though the presence of Al2S, Mn5S, Na 24, and Fe59 activities was confirmed by gamma spectros- 
~ 


copy. The results of documentation of the decay of the gross- residual field by both ground 
survey parties and special dose-rate recorders indicated that the radiation field was produced 
by fiSSion-product contamination. The successful documentation of the decay of the residual 
field by a buried MG-3 fallout detector provided a sufficient field test of thiS instrument. 
Data obtained on total thermal radiant exposure was inconclusive because or the low exposures 
sustained. 


S hot Hum b old t. 
Measurements of neutron and gamma-ray dose in support of the biomed- 


ical experiment were successfully accomplished. Free-field neutron doses ranged from 166.000 


~'ep at 13 yards slant range to 260 rep at 300 yards slant range. Free-field total-initial-gamma 
doses ranged from greater than 60,000 r at 13 yards slant rangeto5 r at 800 yards. At 600 
yards, the total initial-gamma dose received was 15 r. 
G en era 1. 
Program 2 was partially successful in achieving its assigned objectives during 
the NTS phase of Operation Hardtack. The primary objective of providing neutron and gamma- 
dose data to the biomedical experiment was successfully achieved. The documentation of neutron 
and gamma radii and initial dose-rate histories was generally successful. The neutron-induced 
soil activity and thermal-radiation-exposure experiments did not achieve their objectives. F:U- 
ure to attain objectives can be attributed to the unexpectedly low yield of Shot Hamilton and the. 
late decision which changed the firing site of Shot Humboldt. 


13.2 
EFFECTS OF A FRACTIONAL KILOTON SHOT ON A 
BIOLOGICAL SPECIMEN 


13.2.1 Introduction. The 
eapon system was conceived primarily to give the 
front-line soldier a nuclear c 
not only in defense, but in a mobile tactical situation. An 
important potential use of the weapon would be in antipersonnel actions. In particular, prorosed 
employment would include close-in delivery and immediate follow-up attack. Therefore, the 
weapon' s eff~ctiveness in producing immediate incapacitation in personnel was of considerable 
interest and resulted in the establishment of the primary objective, lethal response, listed be- 
low. Several secondary objectives were established to provide additional information pertinent 
to employment of the weapon system and to other matters. Direct study of effects on a biologi- 
cal speCimen was considered necessary, because of great difficulty previously experienced in 
predicting biological response from phYSical measurements. The experiment was designed 
principally to study response of animals to radiation, although it was recognized that exclusion 
of other effects, particularly blast, from a normal tactical environment was not possible. 


13.2.2 Objectives. The Project 4.2' experiment was divided into four separate, but related, 
objectives: (1) To determine the immediate lethal response of swine in an environment protected 
by normal tactical means (foxholes, tanks, and armored personnel carriers). (2) To obtain a rel- 
ative biological effectiveness (RBE) for weapon neutrons through determination of the LD 50/30 
in a biological speCimen from both the gamma and neutrons, and gamma and fractional neutrons. 
( Response of small animals [mice I was also to be studied to provide additional backup informa- 
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tion to swine results.) (3) To evaluate additional radiation measurements and safety measures. 
(4) To determine the value of orally-administered aminoethylisothiuronium (AET) against weapon 
gamma and neutron radiation in mice. 


13.2.3 Background. Because of the possible us 
close-in de- 
livery and immediate follow-up attack, the need for information on 
15· minutes) 
personnel incapacitation was considered vital. Determination of incapacitation in an animal in- 
volves measuring specific functions performed by the speCimen before and after exposure to the 
effects of the weapon. Unfortunately, the time in which the project was mounted was insufficient 
for training suitable animals. Therefore, a study of whether incapacitation could be produced 
was not feasible, and the primary objective was established as the determination of whether the 
weapon could produce immediate lethality in swine. Swine were selected because they were 
readily available, because they were adaptable to the temperatures of the NTS, and because 
considerable background existed as to their response to nuclear radiation. 
The amount of a radiation dose which would cause immediate death in man or in swine is un- 
known. 
In a nuclear accident, a whole-body-radiation exposure of 1,900 r resulted in a man's 
death in nine days. There was no evidence of incapacitation in this case, until the sixth post- 
exposure day. As for swine, some have survived three days after 46,000 r whole-body radiation 
was received, at a rate of 100 r per minute, in a laboratory study. In an attempt to achieve 
immediate lethality, project plans called for at least 25,000 rad to be received by some swine 
on Shot Hamilton if the yield was 5 tons, with considerably higher doses expected if the more 
probable yield of around 20 tons were achieved. Project design on Shot Humboldt called for 
even higher doses to be received by the swine. 
Specific information on the effects of neutrons from nuclear detonations on large biological 
specimens approaching man's physical size is not available. Previous attempts to obtain this 
information in the field were unsuccessful. During Operation Plumbbob, assuming an RBE of 
one for neutrons versus gamma, the LD 50/30 for combined gamma and neutron radiation was 
486 r plus rep. Lethal dose range was from zero percent at 250 to 100 percent at 600 r plus 
rep. RBE estimates (assuming RBE for X-radiation to be one for lethality) vary from 0.3 to 
1. 7. 
In a single laboratory experiment, a group of forty dogs were exposed to 9 Mev cyclotron- 
produced neutrons. Single large doses were compared to 250 kilovolt potential X-radiation and 
resulted in an RBE for fast neutrons of 0.8. Comparative data on signs of illness, survival 
time, serial blood counts, and gross and microscopic pathology revealed no significant differ- 
ences for the two types of radiation. 
The mouse was selected as a backup to swine because of size, availability, and extensive 
field and laboratory data. Mice were used in the RBE studies and as the biological subjects 
of the AET protective experiments. The exact mechanism of action is not known, but the ad- 
ministration of certain chemical agents, prior to X-ray exposure, greatly reduce the lethality 
in mice. AET is one promising agent. A field test was considered desirable not only because 
the rate of dose delivery is much higher than in a laboratory, but also because knowledge of the 
agent's effectiveness against neutron radiation was limited. 


13.2.4 Operational Procedure. The project participated on two shots, Hamilton and Humboldt. 
S hot Ham i Ito n. 
Seventy-one swine were placed in a simulated tactical environment for 
the immediate lethality objective: 64 in offset, open, and two-thirds-covered foxholes at slant 
ranges of 17.4 to 64 yards from the Hamilton device; and seven in five M-46 tanks and two M-59 
armored personnel carriers (APC's) at slant ranges from 37 to 83 yards. Immediate lethality 
was to be determined by early re-entry parties and by instrumenting selected swine with vital 
sign-monitoring devices for pulse rate, respiratory sounds, and electrocardiograms. The 
Chemical Warfare Laboratories (CWL) Projects 2.12a and 2.12b installed dosimeters for free- 
air gamma and neutron measurements. Dosimeters were also installed in selected positions 


402 


to provide gamma- and neutron-dose data internal to swine, and within trenches and vehicles. 
Installed in aluminum liners for the RB'E (LD 50/30) experiments were 360 swine. They 
were placed along two mutually-perpendicular axes (150 degrees T and 240 degrees T) at ranges 
for which radiation doses of 250 to 700 rads were predicted. The doses instrumental in secur- 
ing 50 percent lethality in 30 days were to be composed of different ratios of neutrons to gamma 
along the two axes. This was to be accomplished by a paraffin shield on the tower, which would 
reduce neutron doses on the 150 degrees T line in comparison to the 240 degrees T line. Mice 
were installed along the swine lines to provide additional backup information. Selected mice 
were inoculated for the AET experiment. 
Twenty animals were placed at 600- to 800-yards slant range, where doses of around 25 r 
were expected, to evaluate the safe user distance. In addition, air sampling of air-borne pluto- 
nium to evaluate inhalation hazards was carried out at ground zero and at six downwind pOints 
at 600-yards radius from ground zero. 
Shot Humboldt. Twenty-five swine were placed in trenches from 10 to 26 yards slant 
range from the shot, and 40 swine were equally divided between two APe's, whose midpoints 
were at 29.6 yards slant range. Foxholes were constructed in a fine, non-cohesive soil which 
was susceptible to collapse. Therefore, swine were placed in aluminum liners to provide some 
measure of protection from trench collapse. The APe's were attached to cables to enable early 
recovery and observation of the animals. Selected animals were equipped with vital sign- 
monitoring devices as on Shot Hamilton. 


13.2.5 Results. S ho t Ham i I to n. 
None of the objectives were achieved, because the shot 
yield of one ton was well below project design range of 5 to 25 tons. Information obtained on the 
various objectives was of value, however, and is listed below. In particular, results indicated 
there was no immediate lethality to swine protected by normal tactical means, at slant ranges 
as close as 18 yards to a one-ton shot. 
It appears that maximum dose on the 71 swine installed in foxholes and vehicles was less 
than 5,000 rads. Maximum measured dose inside foxholes, 3,000 rads (gamma only), was ob- 
tained in the closest open trenCh, 22.4 yards slant range. In a second open trench, 26 yards 
slant range, a total dose of 2,500 rads (1,700 gamma plus 800 neutron) was measured. As ex- 
pected, measured doses in two-thirds-covered and offset foxholes were considerably less than 
those in open foxholes. Maximum dose inside tanks and APe's was obtained in the closest APe, 
57.5 yards slant range, where 2,200 rads (800 gamma + 1,400 neutron) was measured. 
Sixty-nine of the 71 swine placed in protected positions were initially observed between H+ 10 


and H + 22 minutes and were alive and active. These swine were recovered on D and D + 1 days. 
The two unobserved swine were buried by earth spalling from the sides of their foxholes; post- 
mortem examination indicated that they had died from suffocation. The response of the 69 re- 
covered swine to radiation doses received was about as expected from previous studies. On 
D + 1, these swine differed clinically from unexposed animals only in that they were less active; 
they were eating well and showed no evidence of gastrOintestinal symptoms. Radiation-sickness 
symptoms were more pronounced on D + 2, and the first animal died on D + 4. Swine from offset 
trenches recovered rapidly and appeared normal by D+ 8. 
Trenches of all types out to 55 yards from ground zero were affected by spalling, severity 
increasing with decreasing range from the shot. Spalling of the sides of the trenches occurred 
below the top 11'2 feet of the four-foot-deep foxholes. Most severely spalled open foxholes con- 
tained up to 20 inches of dirt, offset and two-thirds-covered foxholes up to 30 inches. 
SWine on the RBE experiment were clinically observed for 14 days after the shot. There 
were no deaths and no clinical symptoms indicative of radiation sickness. Maximum free-air 
dose measured at RBE stations, 208 rads (120 gamma and 88 neutron), was much less than that. 
required to produce 50 percent lethality in 30 days. 
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No conclusions could be drawn from the AET experiment, since radiation doses were too low 
to produce any appreciable effects. 
Personnel engaged in early re-entry accumulated doses up to 9 r in approximately 12 minutes 
of observing animals. A readiJ?g of 340 r /hr was recorded at H + 22 minutes at 5 yards from 
ground zero. 
Results obtained from air-borne sampling indicated that alpha contamination is not an in- 
halation hazard at 600 yards downwind from ground zero. However, a hazard could exist to per- 
sonnel engaged in activities around ground zero, in which appreciable dust is resuspended. Con- 
siderable fallout of alpha activity was indicated by the fact that horizontal surfaces of equipment 
such as tanks were contaminated (in excess of 20,000 counts/min per instrument probe), while 
the sides were relatively clean. 
Shot Humboldt. 
1. Dosimetry data inside foxholes and APC's is shown in Tables 13.2 and 13.3. From this 
data, it appears that swine in front of APC's received doses in excess of 50,000 rads and that 
swine in open foxholes received up to 188,000 rads. 
2. Thirty-nine of 40 swine in the two APC's were recovered alive. The remaining swine was 
alive around H + 30 minutes but was wedged in (because of blast damage to the APC) and was not 


TABLE 13.2 
FOXHOLE DOSIMETRY, SHOT HUMBOLDT 


Station 
Type 
Slant 
EG&G 
NBS Film 
Fission Foil 
Number 
Range * 
Gammat 
Gammat 
Neutron § 


yds 
rads 
rads 
rads 


3 NE 
% -closed foxholes 
10.8 
47,400 
23,200 
13,400 


8 SE 
% -closed foxholes 
13.3 
43,900 
19,100 
7,100 


13 NE 
% -closed foxh~les 
16.5 
25,800 
11,100 
7,300 


18 SE 
% -closed foxholes 
19.9 
10,200 
8,600 
2,600 


23 NE 
% -closed foxholes 
23.5 
4,000 
4,600 
2,100 


2 SE 
Open foxholes 
10.8 
Missing 
35,200 
75,200 


9 NE 
Open foxholes 
13.3 
Broken 
44,600 
144,000 


12 SE 
Open foxholes 
16.5 
Broken 
18,600 
93,000 


19 NE 
Open foxholes 
19.9 
49,300 
12,700 
38,400 


22 SE 
Open foxholes 
23.5 
20,400 
10,700 
11,200 


* True slant range calculated from tower height, ground distance, distance of 
the dosimeter off the surveyed axis, and depth below ground level. 
t Chemical dosimeter, Edgerton, Germeshausen and Grier, Las Vegas, Nevada. 
t Project 2.12b. 


§ Project 2.12a. 


recovered. The majority of the 39 recovered animals initially (around 15 minutes) exhibited 
ataxia and considerable apathy to any stimulus. There was scattered vomiting and diarrhea 
among them. A few animals, ultimately the first to die, demonstrated tetanic rigor, abnormal 
respiratory effects, and complete loss of response to any stimulus. Of the 39, the first died 
around H+ 2 Y2 hours, and all but two were dead by 21 Y2 hours after the shot. 
3. Of 25 animals in the foxhole array, four from two-thirds-covered trenches were recov- 
ered alive: one around H + 10 hours and three more by H + 30 hours. All were alert and active 
on recovery but demonstrated no inclination to eat. Foxhole dosimetry indicated these animals 


. received radiation doses up to 11,2.60 rads. Of the four, one was sacrificed, two died on D+ 3, 
and the fourth on D + 4 days. The remaining 21 animals were in trenches so completely obliter- 
ated that early observation or recovery was not possible. Although cause and time of death of 
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these 21 swine were not specifically determined, early death may have occurred as a result of 
direct-blast effects, but more probably because of indirect effects (such as suffocation due to 
trench collapse) and crushing of the aluminum liners. 
4. Autopsy of the four animals recovered from four two-thirds-covered foxholes indicated 
extensive pathology from blast, particularly in the lungs. These four foxholes were at slant 
ranges of 20 to 26 yards from the shot, a region within which peak free-air overpressure of up 
to 200 psi was recorded. The effect of blast on all foxholes was considerable. Loose fill, up to 
three feet in depth, made most of the trenches almost indistinguishable. In a few cases, alumi- 


TABLE 13.3 
M-59, ARMORED PERSONNEL CARRIER, DOSIMETRY, SHOT HUMBOLDT 


66-SE APC 


Front 
Middle 


Rear 
Outside, right front 
Outside, left front 


70 - NE APC 


Front 
Middle 


Rear 
Outside, right front 
Outside, left front 


Slant 
Range * 


yds 


28.4 
30.0 


32.4 
27.0 
28.0 


28.5 
30.0 


32.4 
28.0 
27.0 


EG&G 
Gammat 


rads 


45,100 
25,100 


26,000 


49,800 


43,700 
27,700 


35,300 


48,400 


LASL 


Gamma~ 


rads 


27,400 
14,100 


12,400 
34,900 


15,000 


34,900 


NBS Film 
Gamma ~ 


rads 


19,300 
·13,900 
12,600 
12,800 


18,800 
15,100 
14,400 
13,100 


Fission Foil 
Neutron 11 


rads 


26,200 ** 


26,400 


* True slant range calculated from tower height, ground distance, distance of the dosimeter 
off the surveyed axis, and depth below ground level. 
t Chemical gamma dosimeter, Edgerton, Germeshausen and Grier, Las Vegas, Nevada. 
t Chemical gamma dosimeter; Los Alamos Scientific Laboratories, Albuquerque, N. Mex. 


§ Project 2.12a. 


~ Project 2.12b. 
** Pu valve from APC No. 70 used (foil recovered late). 
num liners were visible and appeared to be severely crushed. Based on the general postshot 
appearance of the Shot Humboldt foxhole array and foxhole-dosimetry data, it is probably not 
possible to achieve radiation doses in normal tactical trenches sufficient to produce immediate 
lethality (»50,000 rad) without associated serious damage due to direct blast or trench collapse. 


13.3 
OPERATIONAL ANALYSIS OF THE DAZZLE EFFECT 


ON COMBAT PERSONNEL 


13.3.1 Introduction. A problem likely to be encountered by combat troops is temporary flash 
blindness or confusion of vision (dazzle) due to a nearby nuclear detonation. The project had 
as its objective the determination of the degree of dazzle to unprotected personnel at minimum- 
safe distances from ground zero and the duration of this effect. 


13.3.2 Operational Procedure. Participation was limited to Shot Hamilton. Twenty-five 
personnel were positioned at 1,900 yards from ground zero, oriented from 90 to 180 degrees 
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with the line directly to the zero point. Each participant had been given an eye examination 
prior to the shot. Immediately after the detonation, from 10 seconds to 60 seconds, the group 
identified men and various-colored panels at distances of from 85 to 600 yards from their posi- 
tions and individually recorded their impressions of identifications of these visual targets. 


13.3.3 Results. No dazzle effect was observed in any individual. This could be attributed 
to the much lower-than-expectea yield. Due to a combination of lack of satisfactory shots on 
which to participate and lack of personnel, no further activity by this project was attempted. 


13.4 
EVALUATION OF Am-BLAST GAGES AND SUPPORTING 


Am-BLAST MEASUREMENTS 


13.4.1 Objectives. The objectives of Project 1. 7 were: (1) to evaluate newly designed VLP 


and BRL q gages and the Snob and Gregg gages for their ability to measure the blast-wave pa- 
rameters; (2) to support projects under the Office of Civil Defense & Mobilization (OCDM) and 
the Civil Effects Test Organization (CETO) with structures instrumentation using self-recording 
gages for overpressure, displacement, and acceleration measurements as a function of time; 
and (3) to investigate the magnitude of tunnel air-blast pressures generated by the detonation 
and by piston action of tunnel walls. 
The first objective was assigned to Project 34.3 under CETO and to. Project 70.5 under OCDM. 


The third objective was assigned to Project 70.6 under OCDM. 


13.4.2 Method of Experimentation. Shots Eddy, Mora, Hamilton, Socorro, and Rushmore 
were selected for evaluation of the new type very-Iow-pressure gage. The overpressure region 
of interest (below 1 psi) necessitated placement of these gages at ranges from approximately 
3,500 to 50,000 feet. In addition, standard Ballistic Research Laboratories (BRL) pt gages were 
located along the blast line to document further the pressure-time histories from both fractional 
kiloton and kiloton-range bursts. Each of the pressure records obtained was studied to deter- 
mine response accuracy and pressure repeatability. For comparison of instrument performance, 
a pt gage was placed at the same location as a VLP gage, and records were checked for magni- 
tude of pressure and the wave shape of the pressure-time history. 
Because the blast wave is drastically altered in low-overpressure regions by local weather 
conditions, information on wind direction and velocity, ambient barometric pressure, tempera- 
ture, and relative humidity near the surface where the low pressure was being measured had to 
be obtained. Since such weather data could not be procured at outlying locations, the project 
maintained a portable weather station. 
During Shot Hamilton, several gages were used to measure the flow characteristics behind 
the blast wave. The old type BRL q gage was placed adjacent to these gages and was used as 
a standard for comparing results. The type of gage employed in these measurements and the 
general design purpose are indicated in the following: 


Gage 


Gregg 


Snob 


q 


General Gage Characteristics 


Measurement 


Wind and dust flow 


Wind flow 


Wind flow and partial 
response to dust 
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Remarks 


Two shapes used, one with a hemi- 
spherical nose, the other with a 
conical nose. 


Similar to old BRL q gage, but 
less sensitive to angle of flow be- 
cause of conical nose. 
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Figure 13.11 Overpressures versus ground range, Shot Hamilton. 


407 


Underground Shots Tamalpais and Evans were instrumented with air-blast-overpressure 
gages imbedded in the tunnel walls and floor at various distances from the point of detonation. 


13.4.3 Results. The majority of the gages provided good records. Any failures could be 
attributed to either the noninitiation of a timing relay or to a malfunction of the gage itself. Even 
though the disk motor failed to operate, thus precluding the recording of pressure-time histories, 
both the pt and VLP gages were designed to register peak values of pressure. 


On Shot Eddy, a balloon shot with a yield of approximately 83 tons, pressures varied from 
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Figure 13.12 Maximum total head pressure versus ground range, Shot Hamilton. 


2.80 psi at 1,500 feet to 0.93 psi at 3,500 feet, measured by a pt gage. Poor records were ob- 
tained by VLP gages at distances beyond 3,500 feet. 


On Shot Mora, a balloon shot with an approximate yield of 2 kt, pressures from 10.0 psi at 
195 feet to 0.34 psi at 47,500 feet were recorded. 
~ 


Pressures from Shot Rushmore, a balloon shot with a yield of about 180 tons, were recorded 
on pt gages and ranged from 13.5 psi at 300 feet to 0.20 psi at 15,000 feet. 
Figure 13.11 is a plot of the overpressures versus distance obtained on Shot Hamilton. A 
plot of the maximum;,.total-head pressure obtained during this shot is shown in Figure 13.12 to 


408 


.... 
o 
co 


3 


10 I 
I~ ___ - 
=="3 


~ 


102~ 
I I 
I 
I Is 
I I I 
-----1---- 


..., 
+---------1------1------1-------1----- 


'0; 
a.: 


~ 
~IO~~§~~~~±=~~E 
e- 
O> > o 


---. 
\ 


Itt "{ 


............. 
~ r---- --- 


-I 
10 LI ______ 
~ 
________ L-______ 
~ 
______ 
~ 
______ _L ______ _L ______ 
~ 


5 
10 
15 
20 
25 
30 
35 
Ground Range ,10 
2 Feel 


2 
5.10 


__ 10 


II> 
a. 


~ 
'" 
II> 
II> 
0> 
a: 


o o 
I- 


! 


).., 
~\ 


\ 


r--- 
1\ 
" \ 


1\ 


-- 
\. 


Q.. 
'\. 
i 
"- 
f------- ---- 


t-- 
0 Standard Gage 
& Pointed Standard 
D. Gregg 
r- 
• Pointed Snob 
I 
I 


I 
I 


10 50 
75 
100 
125 


'" 


Distance Fram GZ, Feet 


.' 


I 


"\ 
(--. 


I 


150 
175 


Figure 13.14 Maximum total head pressure vel'SUS ground l'ange, 


Shot Humboldt. 


Figure 13.13 Overpressures versus ground range, Shot Humboldt. 


compare the value as measured by the different experimental gages used. The same two curves 
for Shot Humboldt are shown in Figures 13.13 and 13.14. 


13.4.4 Conclusions. Any conclusions relative to the comparative performances of the sever- 
al types of gages investigated and to a possible extension of existing TM 23-200 scaling laws to 
fractional-kiloton-range nuclear bursts will be provided following laboratory analyses of the 
data obtained. The presentation of this information is planned for the project's final report. 


13.5 
PROOF TEST OF AN/TVS-1 (XE-3) FLASH-RANGING EQUIPMENT 


13.5.1 Objectives. The overall objective of Project 6.14 was to evaluate the Peerless flash- 
ranging set, AN!TVS-1 (XE-3), prior to its acceptance by the United States Army Signal Research 
and Development Laboratory (USASRDL). 


The specific objectives were to determine the operational capability of two types of automatic 
shutter-activating units and to compile data on shutter speeds and filter values at different ranges 
from point of burst of various low-yield nuclear devices. 


13.5.2 Background. In 1953 a Continental Army Command (CONARC) requirement called for 
the capability of determining the location and height of burst of friendly-delivered nuclear weap- 
ons. An electronic shutter-actuator (Blue Box Mark IV) was procured from Edgerton, Germes- 
hausen and Grier (EG&G). During Operation Upshot-Knothole, U. S. Army Signal Research and 
Development Laboratory (ASRDL) and CONARC jOintly evaluated a camera system employing 
this type of shutter actuator; these tests proved the feasibility of the device. 
The bulk and weight of the actuator led to the design and development of a compact, lightweight, 
transistorized unit by ASRDL. This device was employed with earlier models of AN/TVS flash- 
ranging sets by Project 50.8 during Operation Plumbbob. 
In the summer of 1955 a contract was let to Peerless Instrument Company for ten service- 
test models of the AN/TVS-1 (XE-3) flash-ranging set with an automatic shutter-actuation device. 
Peerless attempted to employ vacuum tubes in its first variation of the automatic shutter actuator. 
This version was poor because of the extremely short life and large power consumption of the 
vacuum tubes. 
Test results of the transistorized, automatic actuator developed by ASRDL indicated that this 
lightweight and compact unit should be incorporated into the camera being fabricated by Peerless. 
Delivery of the first four completed models of the Peerless AN/TVS-1 (XE-3) flash-ranging set 
was made to ASRDL in September 1958 for engineer-acceptance tests. 


13.5.3 Theory. By using a known baseline and predetermined orientation points, it is possible 
to detect targets, such as nuclear flashes, by triangulation-survey techniques. For accurate data 
reduction it is necessary to read to the center of the target's filmed image. The latter should be 
small; about YIG to % inch is considered ideal. To achieve a circumscribed impression of this 
size, the fireball must be photographed as near to time zero as possible with filtered lenses. 
The shutter-actuation system, therefore, must be automatically started with the initial time rise 
of the nuclear flash. 
In order to reduce evenly the amount of light for all wave lengths of the visible spectra that 
entered the optical system, neutral density filters were used. 


13.5.4 Method of Experimentation. The AN/TVS-1 flash-ranging set was a tripod-mounted, 
battery-operated, transportable, photographic-recording deVice, (Figure 13.15). Immediately 
in front of the film plane and at right angles to the optical axis was a lined, compensated grid 
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that was superimposed on the film when a picture was exposed through it. 
The automatic shutter actuator was a photocell and amplifier combination responding to a fast 
time-rise pulse of light which was converted to a usable electrical pulse operating the shutter- 
tripping mechanism. During the NTS phase of Operation Hardtack, two types were used: one 
(unmodified) in which the electrical output corresponded to the light-input pulse in duration and 
the other (modified) which had a definite length-output pulse of about 50 msec, regardless of the 


Figure 13.15 Peerless flash-ranging set, AN/TVS-l (XE-3), 
showing camera with 5-inch lens, automatic actuator, camera 
mount, leveler, tripod, control box, and battery box. 


duration of the light-input pulse. Both these units employed S4 response photocells and time 
constants that would accept only 50 Ilsec or faster rise time light pulses. 
Tests were conducted from ranges of 2 to 18 miles from ground zero for fractional kiloton- 
yield detonations and from 7 to 60 miles for the larger-yield bursts. For a given shot, specific 
locations on hilltop sites, with line of sight to ground zero, were determined by results obtained 
on a previous event. Shot participation included Shots Mora, Quay, Lea, Hamilton, Dona Ana, 
Rio Arriba, Wrangell, and Socorro. The burst was photographed by a Peerless flash-ranging 
camera employing the Land-Polaroid photographic process and equipped with either an ASRDL- 
modified or Peerless-unmodified shutter-actuating device. 


13.5.5 Results. Data were obtained on the operational ranges of the shutter-activating device 
and on camera settings compatible with a selected ND filter for best image definition. Camera 
settings of f:32 at Y200 second were used exclusively, a combination which provided the smallest 
diaphragm opening and fastest shutter speed possible with this camera. 
The flash-ranging equipment functioned properly for all ranges up to 29,000 meters, except 
during Shot Hamilton, which had a yield much lower than predicted. At the greater distances 
up to 97,000 meters, performance was satisfactory on only one of five occasions. The failures 
(i. e., of nonoperation of the automatic actuators) were attributed to lOW-battery voltages result- 
ing from the cold weather that perSisted at the selected observations stations. A poor photograph 
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resulted from the first attempt at the longer range. This made clear the need for using a neutral 
density filter. 
. 


During the first test of the closer (3,600 to 29,000 meters) operations, it was noted that an 
ND-4 filter proved to be optimuz:n. Subsequent participations at these ranges produced good 
photographic results. It was also noted that the two types of shutter actuators performed equally 
well. 


13.5.6 Conclusions and Recommendations. Under conditions of high visibility, such as existed 
during these test participations, either type of automatic actuator would be acceptable. However, 
it is considered that the modified actuator would be more reliable should poor visibility conditions 
prevail. 
The camera settings and filters employed were satisfactory at the ranges and for the yields 


involved. Specific recommendations in this regard can be made following further data analyses 
and will be reported in the final report. 
Since the Peerless flash- ranging equipme nt, AN/TVS-1 (XE- 3), operated as designed and re- 
sults as anticipated were obtained, further field testing of the gear, in connection with nuclear 
detonations, is not required. 


13.6 
THERMAL RADIATION FROM LOW-YIELD BURSTS 


13.6.1 Objective. The objective of Project 8.8 was to m~asure the thermal radiation result- 
ing from the low-altitude detonation of low-yield devices. It was desired to obtain the values of 
irradiance as a function of time and wave length, as well as the total thermal radiation. 


13.6.2 Background. Doubt had existed for some time as to whether the thermal-scaling laws 
for kiloton- and megaton-range detonations could be extended with any degree of accuracy to 
thermal predictions for fractional-kiloton-yield bursts. To resolve this problem, Project 8.8 
was set up to measure the thermal radiation from the low-yield, low-altitude detonations of the 
NTS phase of Operation Hardtack. 
The damage-producing effects of thermal radiation from a nuclear burst depend on the spec- 
tral distribution, rate of emission, and total amount of incident-thermal energy. Such informa- 
tion is important in tactical planning, since the probable degree of injury to personnel and damage 
to targets are, in turn, contingent on these effects. By comparison of this project's data with 
that measured from larger-yield bursts, thermal scaling laws may be extended to cover very- 
low yields. 


nartiri"ate in two shots, Hamilton and 


rauthl:Jr:izaltian for 
partilcipation resu 
measurement of 
rom eleven shots, five of 
predicted fractional-kiloton yield (Quay, Hamilton, Rio Arriba, Mazama, and Humboldt) and 
six of predicted low-kiloton yield (Socorro, Wrangell, Rushmore, Sanford, DeBaca, and Santa 
Fe). 


13.6.4 Method of Experimentation. Irradiance measurements were made utilizing four spec- 


~roscopic detectors, each being sensitive to a separate spectral range between 2,000 and 10,000 
A. A measurement of total irradiance as a function of time was obtained from a fast-response 
bolometer. A twenty-junction calorimeter was used to measure the total incident-thermal ra- 
diation. The data from these detectors were recorded on magnetic tape during the interval, 
H - 1 minute to H + 1 minute. Further thermal-spectral data were obtained by employing cam- 
eras photographing the burst through spectroscopic nosepieces. 
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Whenever practical, two sites were instrumented for each shot. For these station locations, 
blast and nuclear-radiation safety parameters were the main factors in range determination; 
minimum solar interference, radioactive-fallout pattern, and ease of access were taken into 
consideration in bearing selection. Table 13.4 indicates the bearing and range of each station 
from ground zero. 
A mobile, instrumented trailer was positioned as the close-in station for all shots except 


Hamilt')n, Wrangell, and Sanford. For Shot Hamilton on Frenchman Flat, the trailer was the 
far site, while first-line motel room No. 11 housed the close-in station. Control Point 400, 


TABLE 13.4 STATION BEARING, SLANT RANGE, ELEVATION, AND BURST ALTITUDE 


Shot 


Quay 
Hamilton 
Rio Arriba 
Socorro 
Wrangell 
Rushmore 


Sanford 
De Baca 
Mazama 
Humboldt 
Santa Fe 


Burst 
Altitude * 


km 


1.355 
0.949 
1.244 
1.718 
1.395 
1.437 


1.395 
1.733 
1.295 
1.234 
1. 733 


Near Station 


True 
Slant 
Elevation * 
Bearingt 
Range 


deg 
km 
km 


212 
2.75 
1.25 


260 
0.97 
0.94 


325 
3.47 
1.25 
197 
8.72 
1.22 


185 
7.60 
1.25 


322 
7.24 
1.32 
293 
3.18 
1.32 


206 
1. 79 
1.22 
197 
8.72 
1.22 


Far Station 


True 
Slant 


Bearingt 
Range 
Elevation * 


deg 
km 
km 


266 
1.83 
0.94 


193 
12.38 
1.29 


190 
17.40 
1.29 
323 
18.66 
1.29 
184 
22.54 
1.29 


323 
18.66 
1.29 


190 
17.40 
1.29 


184 
21.63 
1.29 
192 
13.14 
1.29 


190 
17.40 
1.29 


* Altitudes and elevations above mean sea level. Elevations include detector height above 
terrain: motel, 6 feet; trailer, 8.5 feet; CP-400, 20 feet. 
t True bearings from ground zero. 


located above the main CP building, was instrumented with the equipment from the motel station 
and was used as the far site for all shots subsequent to Hamilton. Each station was manned by 
two personnel during each shot. 


13.6.5 Data Obtained. From the thermal recordings of each shot, it was required to obtain 
the irradiance as a function of time for the four spectral ranges, far ultraviolet, near ultraviolet, 
Visible, and infrared, and the total irradiance. The thermal pulse for each range was measured, 
giving the time and irradiance at first maximum, minimum (if any), and second maximum (if any). 
Computations could then be made to give the total integrated:'energy received in each spectral 
range and the percentage of the energy in each peak. By collating the measurements from each 
range, all quantities could be given roughly as a function of wave length .. 
The complete calculation of all the values was beyond the scope of the preliminary report. 
By comparison with identical measurements made from kiloton-range bursts, these factors can 
be correlated with the yield (planned for 'the final report), leading to a possible extension of 
eXisting scaling laws. 


13.6.6 Discussion. The characteristics of the thermal pulse from fractional-kiloton-yield 
nuclear bursts, as functions of yield, wave length, and distance are given in the ITR. A pre- 
liminary analysis of these results is given below. 
Table 13.5 gives the predicted and measured times to minimum and maximum for the five 
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fractional-kiloton-yield devices for which data reduction was accomplished at NTS. The meas- 
ured times listed were approximate averages over the wave-length ranges and were weighted 
according to the value of thermal irradiance in each range, since the time measurements varied 
with wave length. The values ,indicate that the scaling laws for times to minimum and maximum 
may be extended reasonably well to bursts with yields as low as five tons. The measured values 
in each case were greater than the predicted, but never by a factor much greater than two. This 
deviation could possibly be due to the materials shielding the devices. No distinct second maxi- 
mum was observed for Shot Hamilton, which had an actual yield of 1 ton. 
Table 13.6 gives the approximate values of irradiance at first and second maxima as meas- 
ured from each burst for the various spectral ranges. The shots are presented in order of in- 
creasing yield. 
The extrapolated fireball radii (Table 13.5), based on preliminary measurements made by 
EG&G, agreed reasonably well with the predictions based on the scaling laws. Therefore, ex- 
pected values of second maximum irradiance were computed from the scaling law for peak ir- 
radiance. These values are given in Table 13.6 as the unattenuated, predicted irradiance at 
second maximum for the bolometer. For every burst, these predicted quantities exceeded the 
measured, total irradiance. This scaling law, therefore, apparently fails to apply for yields 
in the indicated ranges, with the deviation increasing for decreasing yield. Using the measured 
fireball radii, such high values for irradiance at second maximum lead to apparent fireball tem- 


TABLE 13.5 
PREDICTED VERSUS MEASURED FIREBALL TIME HISTORY 


Shot 


Hamilton t 


Humboldt 


Quay 


~ Rio Arriba 


Rushmore 


Actual 
Yield 


tons 


1.0 


5.2 


84 


92 


180 


Predicted Measured * 
R2max 
R2ma'C 


meters 
meters 


3.5 
4.4 


6.7 
8.5 


20.4 
22 


21.1 
27 


27.6 
41 


Predicted 
tmin 


msec 


0.08 


0.2 


0.78 


0.82 


1.1 


Predicted Measured 


t2max 
tmin 


msec 
msec 


1.0 


2.3 
0.5 


9.3 
1.4 


9.7 
1.6 


13.6 
2.0 


* Extrapolated from EG&G preliminary fireball growth data. 
t Hamilton data to first maximum; see Figures 3.5 through 3.12, ITR-1675. 


Measured 
t2max 


msec 


1.7 


12 


12 


18 


peratures that become increasingly excessive with decreasing yield. For comparison purposes 
only, the unattenuated spectral distributions at these high temperatures and the measured 
values are also given in Table 13.6. 
Using the value for total irradiance at second maximum as measured during Shot Humboldt. 
(approximately 0.4 w/cm2 at 1.8 km, unattenuated) and the extrapolated fireball radius, the ap- 
parent fireball surface temperature, estimated from the Stefan-Boltzmann law, was between 
7,000 and 8,000 K. 
The irradiance pulses can be integrated with respect to time, to give the percentage of total 
energy in each spectral range. Detailed integrations were not performed; however, a rough in- 
tegration of the Shot Humboldt irradiance curves indicated that over 90 percent of the thermal 
energy incident at the detectors was at wave lengths greater than 4,000 A and that the percent- 
age of energy received during the first peak was less than four percent of the total. 
The curves from the fractional-yield devices consistently indicated a decreasing ratio of ir- 
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TABLE 13.6 
MEASURED VERSUS SCALED IRRADIANCE 


Slant 
Detector Range 
l\leasuJ'ed 
Measured 
Measured 
Measured Scaled * 
Atmosphere 
Range 
°lmax 
°2max 
tmin 
t2max 
d>2max 
f 


km 
mw/cm2 
mw/cm2 
msec 
msec 
mw/cm2 
pet 


Shot Hamilton: 


1.0 
Far ultraviolet 
63 
600 


Near ultraviolet t 
75 
1,500 
91 
Visible 
180 
600 
96 
Infrared 
1,400 
900 
98 
.-. 
Bolometer 
4,400 
97 


1.8 
Far ultraviolet 
7.5 
170 


,Near ultraviolet t 
8 
440 
83 
Visible 
18 
170 
93 
Infrared 
260 
97 
Bolometer 
1,300 
95 


Shot Humboldt: 


1.8 
Far ultraviolet 
28 
400 


Near ultraviolet t 
57 
17 
0.8 
2.5 
1,000 
83 
Visible 
90 
68 
0.5 
1.2 
400 
92 
Infrared 
290 
250 
0.5 
1.7 
600 
96 
Bolometer 
0.5 
3,000 
95 


13.1 
Far ultravi.olet 
7 
Near ultraviolet t 
0.3 
0.2 
0.8 
2.3 
19 
37 
Visible 
0.6 
0.5 
1.5 
7 
57 
Infrared 
11 
81 
Bolometer 
55 
69 


Shot Quay: 


2.7 
Far ultraviolet 
20 
600 
Near ultraviolet t 
70 
25 
2 
8 
1,500 
77 
Visible 
200 
150 
1.6 
8 
700 
88 
Infrared 
200 
540 
1.1 
14 
h200 
96 
Bolometer 
5,100 
92 


Shot Rio Arriba: 


3.5 
Far ultraviolet 
3 
0.8 
1.6 
11 
430 
Near ultraviolet t 
70 
24 
1.8 
9.5 
1,100 
71 
Visible 
170 
100 
1.7 
9 
540 
86 
Infrared 
220 
410 
1.2 
12 
860 
95 
Bolometer 
660 
1.6 
3,400 
90 


12.4 
FaJ' ultraviolet 
32 
Near ultraviolet t 
2.5 
2 
11.5 
80 
37 
Visible 
10 
8 
1.8 
10.5 
46 
58 
Infrared 
20 
48 
1.5 
12 
75 
82 
Bolometer 
270 
70 


Shot R us hmo I'e: 


7.6 
Far ultraviolet 
0.9 
130 


Near ultraviolet t 
40 
29 
2 
17.5 
340 
51 
Visible 
110 
150 
2 
16.5 
130 
72 
Infrared 
130 
310 
2 
20 
200 
88 
Bolometer 
360 
2 
970 
80 


22.5 
Far ultraviolet 
13 
Near ultraviolet t 
3.7 
2.7 
2 
17 
30 
26 
Visible 
6 
11 
2 
16.5 
13 
43 
Infrared 
23 
81 
2 
22 
20 
71 
BolometeJ' 
110 
57 


* As predicted by TM 23-200 scaling law, unattenuated by the atmosphere. 
t Values of f for the near ultraviolet ranges do not include ozone absorption (2,000 to 2,900 Al. 
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radiance at first maximum to that at second maximum with increasing wave length. This was 
consistent with measurements made on larger-yield bursts of previous operations. 
It was felt that the data presented in the ITR, while preliminary in nature, gave a valid in- 


dication of the general thermal behavior of nuclear detonations with yields of less than a kiloton. 
It appeared that the large-yield scaling laws for times to minimum and maximum can be extended 
reasonably well to fractional-kiloton yields down to five tons; whereas, the TM 23-200 scaling 
laws generally gave values for irradiance at second maximum which deviated greatly from the 
measured quantities. Predicted values increasingly exceeded the measured values, as the yield 
decreased. For a five-ton yield, the bulk of the thermal energy was contained in the second 
peak and at wave lengths greater than 4,000 A. The ratio of irradiance at the first maximum 
to that at the second maximum decreased with increasing wave length for fractional-kiloton- 
yield bursts. 
Laboratory determination of the detector characteristics and a more exacting calculation of 
the atmospheric transmission will increase the accuracy of the data presented in the final report. 
Precision data-reduction techniques will minimize the limitations due to noise, lowered-frequency 
response, readout resolution, and curve plotting. Better correlation between measurements of 
identical pulses from different detectors and channels will give more accurate final results for 
each event. Reduction of the data from all shots will greatly improve the reliability of measure- 
ments and conclusions about the thermal behavior of fractional-kiloton bursts. 


13.7 
ELECTROMAGNETIC PULSE MEASUREMENTS OF 
LOW-YIELD BURSTS 


13.7.1 Objectives. The objective of Project 6.15 during the NTS phase of Operation Hardtack 
was to obtain and analyze the wave form of the electromagnetic radiation from low-yield-nuclear 
bursts. In particular, broad-band measurements were to be made from 0 to 10 Mc at a range of 
100 miles. It was also desired to determine the time of detonation. An attempt was to be made 
to detect exceptionally low-yield shots and underground shots. In addition, this participation by 
Project 6.15 afforded an opportunity to check out new components of a tactical system, known as 
Detonation Locator Central AN/GSS-5 (XE-1), for determining various burst parameters from 
both friendly and enemy nuclear detonations. 


13.7.2 Background. Experiments during Operations Teapot and Plumbbob demonstrated the 
feasibility of locating the point of detonation of a nuclear device. Analysis of electromagnetic- 
pulse wave from data indicated a correlation between wave-form parameters and nuclear-burst 
information, such as yield and type of device. The Army has indicated a requirement for a tac- 
tical system, known as Pin POint, to determine various burst parameters from both friendly 
and enemy nuclear detonations. The first prototype electromagnetic-detection unit, a component 
of the Pin Point system, was expected to be completed by ASRDL in January 1959. This equip- 
ment is known as Detonation Locator Central AN/GSS-5 (XE-1). 


13.7.3 Method of Experimentation. The receiving station was located on the outskirts of 
Boulder City, approximately 100 miles from the NTS. The equipment (consisting of broad-band 
receivers, associated components, oscilloscopes, and cameras) was housed in an M-348 semi- 
trailer and was essentially the same as that used in similar experiments during Operation Red- 
wing and the EPG phase of Operation Hardtack. 
The receivers differed primarily in the band widths covered. The several oscilloscopes em- 
ployed were adjusted to various sweep speeds, and three types of cameras running at different 
speeds were used to record the oscilloscope traces. 
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Shot participation included Valencia, Mars, Mora, Hidalgo, Colfax, Tamalpais, Quay, Lea, 
Neptune, Hamilton, Logan, Dona Ana, Vesta, Rio Arriba, Socorro, and Wrangell. 


13.7.4 Data Obtained. The only data recorded was obtained from three above-ground, kiloton- 
range nuclear detonations. The opportunity to observe electromagnetic pulses from very-low- 
yield and underground shots was lost because of thyratron-emitted pulses and a high ambient- 
noise level. Located in an area adjacent to electrical power transmission lines, the average 
noise level, a combination of sferics and man-made sources, was higher than encountered in 
previous tests. This limited the usable trigger level to about 0.1 vim. 
The equipment used proved to be adequate for the recording of known shot-time detonations 
in the kiloton range. 


417 


Appendix 


PROJECT 
SUMMARIES 


Brief summaries of each Hardtack project are given 
in this appendix, which is organized by projects, as a 
supplement to the program summaries given in the 
text of the report. Complete information about the 
projects is given in the individual reports thereof. 
Information on the availability of these complete 
project reports, all of which have been published in 
preliminary form, may be obtained from the Chief, 
Defense Atomic Support Agency, Washington 25, D. C. 


PROGRAM 1: 
BLAST MEASUREMENTS 


Project 1.1 H Underwater Pressures from Under- 
water Bursts" (ITR -1606), U. S. Naval Ordnance 
Laboratory, Silver Spring, Maryland; E. Swift, Jr., 
Project Officer. 
Free-field underwater pressures were measured 
during Shots Wahoo and Umbrella in order to provide 
basic data for the determination of critical damaging 
ranges and safe delivery distances of submarines and 
surface vessels in the vicinity of underwater nuclear 
detonations. 
Pressures were recorded on magnetic tape from 
piezoelectric and electromechanical pickups in the 
water; the electronic recording equipment was seJf- 
contained and operated automatically. Backup was 
provided by mechanical gages; both self-contained 
pressure-time gages and ball-crusher gages meas- 
uring peak pressures were used.' 


For Wahoo, a 500-foot-deep shot in 3,200 feet of 
water, the measurements were to provide a check on 
results obtained during Operation Wigwam and to yield 
some information on refraction by thermal gradients, 
bottom reflections, the cavitation pulse, and the bubble 
pulse. Underwater pressures at depths down to 2,000 
feet were obtained from the electronic recorders at a 
range of 2,390 feet and from the mechanical gages at 
depths down to 150 feet at 2,963, 3,465, and 15,000 
feet from surface zero. The electronic equipment on 
two other target ships did not operate, due to failure 
in timing signals. Shock-wave pressures recorded at 
800 feet and deeper were in agreement with Wigwam 
results, scaled down to 10 kt. At 300 feet and shallower, 
both pressure and duration of the shock wave were much 
less (approximately 15 percent) than would be expected 
in isovelocity water. 
For Umbrella, a shot fired on the bottom in 148 feet 
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of water, the measurements were to provide information 
on the propagation of a shock wave in shallow water; in 
particular, it was intended to find peak pressures and 
durations of the shock wave as a function of distance and 
depth, the nature and magnitude of the associated ground 
wave, and the magnitude of the cavitation pulse. Under- 
water pressures were measured at sixteen stations. 
Records were obtained at distances of 500 to 8,000 feet 
from surface zero and at depths from 10 feet down to 130 
feet. Most of the pressure-time recordings were at dis- 
tances greater than 1,500 feet. 
Middepth peak pressures of the shock wave were 
in agreement with the predictions made for 10 kt; for 
distances under 4,000 feet, they also agreed with 
scaled-down results from Operation Crossroads. At 
all distances, pressures were lower near the bottom 
than at middepth. The ground wave velocity was 10,600 
ft/sec. The pressure in the water from this wave was 
lower than expected from results of high-explOSive 
tests. A cavitation pulse was observed following the 
shock wave at all stations. 


Project 1.2 "Air-Blast Phenomena from Under- 
water Bursts" (ITR-1607), U. S. Naval Ordnance 
Laboratory, White Oak, Silver Spring, Maryland; 
P. Hanlon, Project Officer. 
Project 1.2 participated in the two underwater shots 
of Operation Hardtack. Shot Wahoo was a 10-kt burst 
at a depth of 500 feet in water 3,000 feet deep. Shot 
Umbrella was a 10-kt burst on the lagoon bottom at a 
depth of 150 feet. 
The primary objective of this project was to deter- 
mine air-blast overpressure as a function of time and 
distance for the two underwater shots of Operation 
Hardtack in order to provide data that could be used 
to establish safe delivery ranges for aircraft operating 
at low altitudes. Correlation between data from chemi- 
cal (HE) and nuclear explosions was to be made to make 
use of more-extensive data from high-explosive bursts 
in water in determining overpressure fields that would 
exist for a shot of any yield in any configuration of 
water and weapon. This involved the determination of 
(1) the air-blast pressure and arrival times of the ini- 
tial and any subsequent pulses, (2) the relative magni- 
tudes of the blast transmitted across the water-air 
interface and that produced by the venting of the bubble, 
(3) the direction of the flow behind the front, and (4) the 


positive impulse. 
Measurements were made in two regions: The first 
region extended from the surface to an altitude of 1,000 
feet, and the second extended from 1,000 feet to an alti- 
tude of 15,000 feet. The instrumentation for the low 
region, which consisted of Ultradyne gages (variable- 
inductance gage) and mechanical pressure-time gages 
supported :'-y moored balloons was used during both 
shots. The higher-altitude instrumentation, mechanical 
pressure-time gages deployed by rockets and supported 
by parachutes, was used during Shot Umbrella only. 
High-speed photography was used during both shots to 
record early shock phenomena. Smoke rockets were 
used during Umbrella in conjunction with photography 
to determine the direction of flow behind the shock. 
There were two balloon and two surface stations estab- 
lished for Wahoo. Both balloon stations survived the 
shot, but one of the balloon strings was lost before re- 
covery could be effected. The other balloon string was 
recovered, and both pressure-time systems (located at 
altitudes of 500 and 1,000 feet) produced records. Sur- 
face data were obtained from one station. The second 
surface station did not receive a timing signal. 
There were five balloon stations, seven surface sta- 
tions, and two rocket stations established for Shot Um- 
brella. Of the five balloon stations, four were lost as 
the result of high winds that arose prior to the shot. 
The two canisters of the balloon string recovered pro- 
duced records. Records were produced at five of the 
seven surface stations. One of the stations lost, sank 
prior to the shot; the other failed as the result of an 
equipment malfunction. All of the rockets, 32 instru- 
n; 
.ition rockets and 5 smoke rockets, were fired. 
The firing programmer and kindred equipment func- 
tioned in a normal manner. Twenty of the thirty-two 
instrument rockets were recovered. Seventeen of 
these rockets yielded recorder drums that had run 
through an entire cycle. Nine of the seventeen rockets 
produced usable data. A few of the remaining eight 
records, after further investigation, may produce data. 
The preliminary investigation of the rocket data indi- 
cated that the gage system did not vent properly. 
Corrections were made for this. Further investigations 
will be required. The poSitions of the canisters at zero 
time in this report are subject to change, because the 
positions given are based upon ballistic data only. 
As a result of the data obtained, it appears as though 
all of the objectives of the experiment can at least be 
partially fulfilled. 
It was found that, at least in a qualitative sense, the 
wave forms obtained from Shot Wahoo are those to be 
expected from high explosives detonated under similar 
scaled conditions. Further, the blast data obtained 
from Shot Wahoo are in close agreement with predic- 
tions based upon TNT, and the agreement is such that 
the use of a 100 percent efficiency in scaling TNT data 
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to nuclear data appears to be justified. 
The surface data obtained from Shot Umbrella show 
that the wave forms are in reasonable agreement with 
TNT forms. The agreement between the surface 
Umbrella pressure-distance data and the extrapolated 
TNT data available indicates that the use of a 100 per- 
cent efficiency in scaling TNT data to the nuclear case 
appears to be reasonable. The Umbrella pressure 
estimates made on the basis of TNT data appear to be 
high, as compared with the pressure data obtained 
aloft for Shot Umbrella. Because of the uncertainties 
in these preliminary data, conclusions are very tenta- 
tive. 


Project 1.3 "Surface Phenomena from Underwater 
Bursts" (ITR-1608), U.S. Naval Ordnance Laboratory, 
White Oak, Silver Spring, Maryland; E. Swift, Jr., 
Project Officer. 
The objectives of Project 1.3 were to study the visible 
surface phenomena from the underwater shots of Opera- 
tion Hardtack. The results are to be used to improve 
the predictions for other operational conditions of inter- 
est to the Navy. 
Timed technical photography from four surface sta- 
tions and from aircraft flying around and directly over 
the burst was used to obtain the principal data. In 
addition, temperature and relative humidity were me~s­ 
ured at a series of distances by automatic recorders. 
For Wahoo, a 10-kt shot 500 feet deep in 3,200 feet 
of water, camera coverage of all important phenomena 
was satisfactory. The spray dome rose to about 900 
feet and was immediately followed by a plume, which 
rose to about 1,750 feet. Smaller secondary plumes 
appeared at around 30 seconds. A surge cloud devel- 
oped at around 30 seconds and spread out rapidly to 
around 14,000 feet in crosswind diameter and well over 
1,000 feet in height at 2 minutes. All visible air':'borne 
material fell back into the surge. The surge was ir- 
regular in size and consistency; it was carried down- 
wind beyond the target vessels and was still visible at 
12 minutes after the burst. Two temperature and 
humidity recorders operated; these showed a tempera- 
ture change at the time of the passage of the base surge. 
For Umbrella, a 10-kt shot on the bottom in 150 feet 
of water, camera coverage of all important phenomena 
was satisfactory. The spray dome developed rapidly 
into a columnar plume; the maximum height reached 
was about 5,800 feet. Except for a tenuous mist at the 
center, all visible material fell back into the base surge, 
which appeared in about 13 seconds. At 75 seconds the 
surge was about 1,850 feet high; at 7 minutes it reached 
a crosswind diameter of about 19,000 feet. It was still 
visible on the aircraft films at 24 minutes. Eight tem- 
perature and humidity recorders operated; the data 
shows clearly an early heating of the surge cloud by the 


detonation and a cooling in the later stages. 


Project 1.4 "Physical Characteristics of Craters 


from Near-Surface Bursts" (ITR-1609), U.S. Army 
Engineer Research and Development Laboratory, 
Fort Belvoir, Virginia; A. W. Patteson, Project Officer. 
The objective of this project was to measure and 
analyze the physical characteristics (radius, depth, 
profile, lip height and width, throwout, and ground- 
surface displacement) of land or underwater craters. 
Primary partiCipation was on Shots Koa and Cactus, 


the only land-surface bursts of Operation Hardtack. 
Dimensions of the craters were to be determined by 
topographic, lead-line, and aerial-stereographic sur- 
veys. Secondary participation included aerial or 
fathometer surveys of barge Shots Fir, Oak, Nutmeg, 
Juniper, Poplar, Yellowwood, and Magnolia. 
Results available for this report include preliminary 


qata for Koa and Cactus. The data, in feet, include: 


Shot 
Radius Depth Lip Height 
Lip Width 


Koa 
1,825 
135 
0 
0 
Cactus 
185 
36 
Approx. 25 
Approx. 250 


The Cactus crater agreed with predictions and with 
the TM 23-200 crater curves and environmental factors, 
but the Koa crater did not. The Koa crater was consid- 
erably larger than expected; the water tank in which the 
device was fired is believed to have increased the trans- 
mission of energy to the ground. 


Project 1.5 "Refraction of Shock Waves from a 
Deep-Water Burst" (ITR-1610), U. S. Navy Elec- 
tronics Laboratory, San Diego, California; C.J. 
Burbank, Project Officer. 
The objectives of this project were to check the 
validity of the theory of refraction of shock waves 
by determining the effect of refraction (resulting 
from temperature and salinity gradiehts) on peak 
pressures and on the wave shape and to obtain free- 
field underwater-pressure records as a function of 
distance, depth, and time for the support of other 
projects. 
Gages were installed at five different stations, 
located at 2,036, 4,421, 7,702, 9,189, and 10,420 
feet on a radial line from surface zero. Cables 
were suspended with sixteen gages evenly spaced 
at depths of from 50 to 800 feet at the first station 
and ten gages at depths of from 100 to 1,000 feet at 
the other stations. Data from the first station was 
telemetered to shore; at the other stations, data 
was recorded on magnetic tape and photographic 
film. 


One pressure-time record was obtained from the 
station at 2,036 feet, and pressure-time records 
were obtained at ten depths from the station at 9,189 


420 


feet. The other stations failed to furnish data. The 
average overpressure for the gages at the 9,189-foot 
range was 126 psi; a single reading of 1,840 psi was 
obtained at the 2,036-foot range (100-foot depth). 
The importance of shock-wave refraction is sub- 
stantiated at the 9,189-foot station by the magnitude 
of the pulses for depths below 400 feet, by the absence 
of bottom reflections at the 100- and 300-foot depths, 
and by the absence of surface cutoff on the bottom 
reflections below 400 feet. 


Project 1.6 "Water Waves Produced by Underwater 


Bursts" (ITR-1611), Scripps Institution of Oceano- 
graphy. University of California, La Jolla, California; 
L. \V. Kidd, Project Officer. 
The objective was to document the water waves 
and inundation of nearby islands r~sulting from the 
two underwater shots, Wahoo and Umbrella. Basic 
data was to be used to study wave-generation mecha- 
nisms. 


Six pressure-time gages were installed for Shot 
Wahoo, one near the shore line of Site James (8,100 
feet from surface zero) and the others on deep sea 
moorings at ranges from 3,200 to 14,400 feet from 
surface zero. Two newly designed gyroscopically 
referenced systems were installed on target destroyers 
at ranges from surface zero of 2,900 feet and 8,900 feet. 
Photographs of wave action were taken from nearby is- 
lands referenced to wave poles installed on the reefs. 
For Shot Umbrella, nine pressure-time gages were 
used; two near the shore lines of Sites Henry and Elmer, 
three on the lagoon bottom at ranges of 1,350 to 1,750 
feet and four on the lagoon bottom at ranges from 4,000 
to 6,700 feet. Photographs of wave poles and other 
ranged objects were taken. 
Instrumentation failure for Shot Wahoo seriously 
limited early study of the water waves. The Wahoo 
waves were very similar to those resulting from 
Operation Wigwam. The first disturbance to propa- 
gate outward from surface zero was a trough. Waves 
following this trough increased in a regular manner 
until the passage of the highest and largest wave. 
Waves following the largest decreased in amplitude to 
background. The velocity of propagation of the water 
energy was higher than that of Wigwam water waves. 
Wahoo waves approaching the nearest islands and 
reefs in a direction perpendicular to the reef line in- 
creased in height by a factor of 1.9 and caused severe 
inundation and flooding of these areas. 
The water waves from Shot Umbrella were very 
similar to those of Shot Baker of Operation Crossroads. 
The first disturbance was a crest which at ranges less 
than about 6,000 feet was the highest wave. Beyond 
6,000 feet, the highest wave was found to move back in 
wave number with increasing range from surface zero. 


-, 


, . 


At a range of 44,750 feet, the highest crest was 4.2 
times the leading-crest height. Inundation effects at 
the nearby islands were negligible, because shoaling 
water and scattered coral heads caused the waves to 
break 2,500 feet from the shore line, thus dissipating 
their energy. The measured wave height a~ the 1,700- 
foot range agreed within 10 percent to the value calcu- 
lated by scaling from high-explosive data in a manner 
developed by the Waterways Experiment Station. The 
rate of first-wave height decay at extended ranges 
cannot be determined at the present. 


Project 1.7 "Air-Blast Phenomena and Instrumen- 
tation of Structures" (ITR-1612-1), Explosion Kinetics 
Branch, Terminal Ballistics Laboratory, Ballistic Re- 
search Laboratories, Aberdeen Proving Ground, Mary- 
land; J.J. Meszaros, Project Officer. 


The 'objectives of Project 1.7 were to document basic 
air-blast phenomena in the low- and high-pressure re- 
gions by measurements of free-field overpressure and 
dynamic pressure as a function of time and distance and 
to measure structural loading and response as a support 
to various Programs 1 and 3 projects. as well as to ob- 
tain full-scale shock-diffraction data to compare with 
results of future shock-tube studies. The project par- 
ticipated during eleven shots of Operation Hardtack. 
Electronic and self-recording gages and recording 
systems used by the Ballistic Research Laboratories 
again formed the basic instrumentation for obtaining 
the desired measurements. 


Shots Cactus (Ii kt) and Koa (1.3i Mt) afforded the 
opportunity to instrument essentially land-surface blast 
lines for both a kiloton-range and a megaton-range land- 
surface burst. Overpressure data was obtained in the 
range from 2 to 350 psi for Shot Cactus and 30 to 1,100 
psi for Shot Koa. Structural-response measurements, 
including strain, acceleration, and free-field pressure 
inputs, were made for Projects 1.9, 3.2. and 3.6 on 
both of these shots. 
Low-pressure measurements (pressure range from 


0.05 to 1 psi) were obtained from eleven shots with 
various yields from the kiloton to the megaton range. 
The raw data is presented without correction for 
weather conditions existing at shot time. 
Shock-wave-diffraction studies were made on the 
Project 3.2 s'tructures during Shots Cactus and Koa at 
pressure levels ranging from 70 to 180 pSi. Studies 
were also conducted on Station 1312" for Shots Yellow- 
wood and Tobacco, with input pressures of 16 psi and 
4 psi, respectively. Unfortunately, the pressures 
acting on the structure were far below preshot predic- 
tions, because of much-reduced yields. Thus, the 
high-pressure diffraction study on this structure was 
not realized; the information obtained will still be 
valuable for shock-tube comparison. 
The instrumentation can be considered as having 
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operated successfully, in general. The major loss 
was the result of the accidental destruction of the 
magnetic-tape record from one recording system on 
Shot Koa during recovery operations. Information 
contained on sixteen electronic instrumentation chan- 
nels were lost by this occurrence. 
The results from the blast lines on Shots Cactus and 
Koa indicate that neither shot produced a precursor. 
All the pressure data, both low and high pressures, 
when scaled to 1 kt at standard sea-level conditions, 
agree favorably with a 1.6-kt free":air-pressure curve. 
This further verifies results obtained during Operations 
Castle and Redwing. 


Project 1.7 (Supplement) "Air-Blast Phenomena 
and Instrumentation of Structures" (ITR-1612-2), 
Explosion Kinetics Branch, Terminal Ballistics 
Laboratory, ,Ballistic Research Laboratories, 
Aberdeen Proving Ground, Maryland; J.J. Meszaros, 
Project Officer. 
The air-blast phenomena existing at or near the 
ground surface was measured- during the very-high- 
altitude detonations of Shots Teak and Orange. Pres- 
sure-time measurements were made at three land 
stations and two sea stations. At two of the three land 
stations, instruments on a 34-foot tower yielded free- 
air-pressure data. Self-recording mechanical gages 
were used at all stations, and backup electronic gages 
were utilized at the two tower stations. There was 
moderately good agreement among gage records; how- 
ever, pressures recorded were about half the values 
that would be obtained by scaling according to the 
modified Sachs scaling laws. 


Project 1. 7 (Second Supplement) "Air-Blast 


Phenomena and Instrumentation of Structures" (ITR- 
1612-3), Explosion Kinetics Branch, Terminal Bal- 
listics Laboratory, Ballistic Research Laboratories, 
Aberdeen Proving Ground, Maryland; J. J. Meszaros, 
Project Officer. 
Thirty-six Ballistic Research Laboratories (BRL) 
self-recording gages were utilized by Project 1.7 to 
record and document the pressure-time phenomena 
associated with Shots Quince and Fig. Data for pres- 
sure versus time with distance was recorded for Shot 
Fig, and a plot of the data shows that the established 
nuclear pressure distance curves and cube-root scal- 
ing law may be applied to fractional-nuclear detonations 
with reasonable accuracy. 


Project 1.8 "Ground Motion Produced by Nuclear 


Detonations" (ITR-1613), Stanford Research Institute, 
Menlo Park, California; L. M. Swift, Project Officer. 
Project 1.8 measured ground motion as it varied 
with input-pressure level. depth, and yield to corre- 
- 


late these data with similar data obtained in Nevada. 
Data were obtained at three stations (predicted pres- 
sure levels, 100, 200, and 600 psi) on two shots, 
Cactus (15 kt predicted) and Koa (2 Mt predicted). At 
each station (pressure level) air blast, relative dis- 
placement (between 0 and 50 feet and between 0 and 100 
feet), and acceleration (at 1-, 10-, 30-, 50-, and 100- 
foot depths) were measured. 
Measurements of air-blast pressure taken by the 
project indicate disturbed air blast wave forms and 
low overpressures at close ground ranges for Shot 
Cactus; clean wave forms, high pressures, and sharp 
early decay were observed at similar scaled ranges 
during Shot Koa. 
Relative displacements were smaller than observed 
at Nevada at similar overpressure levels, with periods 
much longer than the duration of the blast waves. 
Acceleration wave forms were complex, but they did 
indicate more-severe attenuation with depth of local air- 
induced accelerations than was the case during Operation 
Plumbbob. Earth-transmitted energy from direct ground 
shock and from refracted air-induced waves contributed 
Significantly to the accelerations observed. For the 
earth accelerations measured during Plumbbob (at over- 
pressures exceeding 100 psi), the direct and refracted 
earth shocks were not as pronounced. 
Near-surface seismic velocities were found to be 
high at both Hardtack test sites, which contributed to 
early" outrunning" of earth-transmitted energy and 
the masking of local air-induced effects at depth. 
The marked differences between these data and those 
obtained in Nevada from air bursts raise the question 
whether they were caused by the fact that the shots at 
the Eniwetok Proving Ground were surface detonations 
or by the difference in nature of the subsurface forma- 
tions. This question is as yet unanswered; results of 
further study will be reported in the final (WT) report 
of the project. 


Project 1.9 "Loading on Buried Simulated Structures 
in High-Overpressu re Regions" (ITR -1614-1), Research 
Directorate, Air Force Special Weapons Center, Air Re- 
search and Development Command, Kirtland Air Force 
Base, Albuquerque, New Mexico; E. H. Bultmann, Jr., 
Capt, USAF, Project Officer. 
This report describes one of a number of projects 
conducted to study the transmission of air-blast-induced 
ground pressure and the loading on buried structures 
produced by such pressure. This project was concerned 
particularly with the problem of the transmission of 
pressure to Simulated buried structures in both dry and 
saturated sand. 
The project employed 43 rigid cylinders, each having 
one deformable diaphragm end. Three thicknesses of 
diaphragm were used. The devices were buried at six 
depths, ranging from 0 to 20 feet, at each of two loca- 
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tions. The locations were chosen to give a predicted 
ground-surface overpressure of about 250 psi from each 
of two shots having a large difference in yield in order to 
study the effect of the length of positive-phase duration 
on air-blast-induced ground pressure. 
The two shots in which this project participated were 


Cactus and Koa. For Shot Cactus, the yield was approxi- 
mately 17 kt, which gave a peak ground-surface over- 
pressure for the 23 drums used for this shot of from 305 
psi to 245 psi. Shot Koa had a yield of approximately 1.4 
Mt, 'which gave a variation in peak ground-surface over- 
pressure for the 20 drums used for this shot of from 269 
psi at the end of the trench nearest the shot to 240 psi at 
the opposite end. 


Static measurements made on the diaphragms before 
and after the test consisted of strain-gage readings and 
permanent deflections. From these measurements the 
loadings on the diaphragms, in terms of maximum dia- 
phragm pressures, were determined. Dynamic meas- 
urements of deformation, using both electronic recording 
and scratch gages, were made on the drums having the 
stiffest diaphragms. In addition, self-recording pres- 
sure-time gages were used at the ground surface. 
Records were obtained from eight of nine transient 
strain-gage circuits for Shot Cactus and from one of 
eight for Shot Koa. A loss of records from Shot Koa was 
caused by the collapse of an instrument shelter during 
the test. The scratch gages and tide gages, which were 
developed for this test, performed very well; satisfactory 
records were obtained from all the scratch gages that 
were recovered. 
Results indicate that the underground pressures 
were considerably different from those predicted on 
the basis of Plumbbob data. A fairly normal decay 
of maximum pressure with depth was observed down 
to the water table. Below the water table, however, 
ground pressures increased with depth; the largest 
value measured was over 500 psi, more than twice 
the surface level value. 


Project 1.10 "Blast Overpressure from Very-High- 
Altitude Bursts." (ITR-1615), Air Force Cambridge 
Research Center, Laurence G. Hanscom Field, Bedford, 
Massachusetts; J. T. Pantall, Capt, USAF, Project Offi- 
cer. 
The objective of Project 1.10 was the measurement 
of time of arrival, peak overpressure, and pressure 
versus time at five balloon-borne canisters suspended 
at various distances below a low-yield device detonated 
at a very-high altitude. In order to circumvent telem- 
etry blackout, the pressure data was to be stored on 
internal recorders and then played back into the telem- 


~ter transmitters, as well as telemetered directly. 
A power failure in the receiving station just before shot 


.,. 


time rendered the command transmitter inoperative; in 
consequence, the canister recorders could not be turned 
on, and no delayed telemetering was possible. Direct 
telemetering was blacked out at the three closest canis- 
ters and the transmitter in the fourth had not responded 
to the turn-on command signal before power failure oc- 
curred, but a direct telemetering signal was received 
from the most-distant canister. An apparent pressure 
signal was recorded; but the wave form was abnormal, 
and the time of arrival and peak overpressure appeared 
to be mutually inconsistent. It is believed that the sig- 
nal was spurious and may have been produced by radia- 
tion damage to some circuit component. About 0.3 
second after the arrival of the questionable pressure 
signature, the radio-frequency carrier from this canis- 
ter was lost, and no further data was obtained. No 
conclusions are possible because of the .Iack of data. 


Project 1.11 "Yield and Energy Partition of Under- 


water Bursts" (ITR-1616), Armour Research Founda- 
tion of Illinois Institute of Technology, Chicago 16, 
IllinoiS; F. B. Porzel, Project Officer. 
The main objectives of Project 1.11 were to (1) - 
determine the effective hydrodynamic yield for the 
bottom-burst geometry of Shot Umbrella, (2) measure 
the total energy release of Shots Wahoo and Umbrella, 
and (3) determine energy partition, shock velocity, and 
other hydrodynamic variables that contribute to knowl- 
edge of an underwater explosion. 
The times of shock arrival were to be measured by 
means of pressure switches and a doppler system at- 
tached to the cable from which the nuclear device was 
suspended_ The shock velocity was to be deduced 
from measurements of the time interval between clo- 
sures of the blast switches and by the rate of phase 
change of a radio-frequency signal fed into the dop- 
pler cable. The data was to be received near surface 
zero and telemetered to another station at a safe 
location. From the shock-arrival data, the other 
hydrodynamic variables of interest were to be calcu- 
lated, and correlations of the results by an analysis 
for strong shocks was to be made to obtain the total 
hydrodynamic energy released by the shot. 


No data was obtained from Shot Wahoo, due to fail- 


ul"e of the transmitters of the telemetering system. 
Data was obtained from Shot Umbrella from the pres- 
sure-switch systems, but the doppler cable broke, so 
no data was obtained from the doppler system. 
The time-of-arrival measurements for Shot Um- 


brella extended for a distance of 14.8 to 115.6 feet 
from the bomb for a ~elocity range of 29,000 ft/sec 
to 8,500 ft/sec. Based on these measurements, the 
corresponding pressure-distance curve covers a range 
from 400,000 bars down to 21,400 bars. 
Based on a theoretical calculation for the energy 


423 


split between water and coral regions of 80 percent to 
20 percent, the Umbrella time-of-arrival measurements 
yielded a rough estimate for the total yield of 6.34 kt and 
an effective hydrodynamic yield of 10.1 kt. Data show,' 
however, that the Umbrella blast wave behaved as though 
it were coming from a device of less than 10 J..."t at ranges 
up to 45 feet and of greater than 10 kt at ranges from 45 
feet to 115.6 feet from the burst point. This fact makes 
the calculated yield very tentative, and a recalculation 
will be performed for the final (WT) report, which wiII 
very likely reduce the large bounds. 


Project 1.12 "Ground-Shock Spectra from Surface 


Bursts" (ITR-1617), Air Force Ballistic Missile 
DiVision, Air Research and Development Command, 
Inglewood, California; J. F. Halsey, Project Officer. 
The use of self-contained mechanical reed gages, 
capable of measuring the displacement shock spectrum 
in anyone direction, provided an indication during 
Operation Plumbbob of the characteristics of blast- 
induced and ground-transmitted ground shock under 
conditions of low-yield loading. As a continuation of 
the Plumbbob effort, the Air Force Ballistic Missile 
Division (AFBMD), arid the Ramo-Wooldridge Corpora- 
tion (R-\\), participated in two Hardtack shots, Cactus 
lIow yield) and Koa (high yield), again using reed-gage 
instrumentation for determination of the displacement 
shock spectra. Each reed gage provided a reading of 
ma.ximum displacement for a given frequency; frequen- 
cies from 3 to 300 cps were used. Canisters containing 
gages were installed with their tops flush to the ground 
level at predicted pressure levels from 75 to 200 psi 
on both shots. In addition, a number of canisters con- 
taining gages were installed in earth-confined arch 
structures of Project 3.2. 
Satisfactory records were obtained for both shots. 
Limited comparisons have been made between low- 
yield and high-yield shots at the Eniwetok Proving 
Ground (EPG) and between low-yield shots at EPG 
and the Nevada Test Site. In general, vertical and 
radial displacements for the high-yield shot were 
much lower than expected on the basis of the extra- 
polation of Plumbbob data. Differences in soil con- 
ditions, surface versus raised bUl'StS, and topography 
variations may have been contributing factors. In- 
tensive parametric analyses and theoretical studies 
are being made in an attempt to establish suitable 
scaling laws; results will be reported in the final 
report. 
In general, the vertical displacements at low 
frequencies (less than 10 cps) are lower and the 
high-frequency components (greater than 100 cps) 
higher from Shots Cactus and Koa than from Opera- 
tion Plumbbob. Also, the ratios between radial and 
vertical components at various ranges tend to be 


more nearly equal for the two Hardtack shots than. 
for Plumbbob. Specifically, at 110 psi the vertical 
displacements of Shot Cactus were significantly 
less (% to %) than for Plumbbob up to 20 cps, 
where they are almost equal. Above 50 cps, the 
vertical displacements for Cactus were two to four 
times greater than for Plumbbob. The radial dis- 
placements at 110 psi for Shot Cactus were about 
the same as for Operation Plumbbob up to 10 cps and 
two to four times greater at higher frequencies. 
The vertical displacements at 90 psi for Cactus, 
as compared with those at 84 psi for Koa, were 
higher for Koa in the low-frequency range (twice 
as high at 3 cps), lower for the intermediate range 
(10 to 50 cps), and about equal for the high-frequency 
range. The radial displacements for Cactus at 90 psi 
were about the same as for Koa at 84 psi, except in 
an intermediate frequency range (10 to 50 cps) where 
the Cactus values were found to be greater. 


Project 1.13 "Characteristics of Ocean and 
Bottom for Shots Wahoo and Umbrella; Including 
Umbrella Crater (C)" (ITR-1618), Office of Naval 
Research, Washington, D. C.; J. W. Winchester, 
Project Officer. 
The primary objectives of Project 1.13 were to: 
(1) conduct an oceanographic and hydrographic survey 
of the Wahoo and Umbrella sites; (2) provide environ- 
mental data in support of other scientific projects; 
and (3) determine the magnitude of the crater from 
Shot Umbrella. The first objective had to be accom- 
plished during the planning phase of Operation Hard- 
tack and has been previously reported on. This pre- 
operational phase was conducted during September 
and October 1957, and the remaining work was accom- 
plished during May and June 1958. 
The operational phase was essentially intended to 
provide information on which to base an estimate of 
the temperature and density fields of the sea water 
at Wahoo shot time and to determine the magnitude 
of the Shot Umbrella crater. These objectives were 
fulfilled by using the Navy oceanographic survey 
vessel USS Rehoboth, simultaneous bathythermo- 
graph observations from platforms in the target 
array, and a Task Group 7.3 LCM equipped with a 
fathometer. 
The USS Rehoboth worked in the vicinity of the 


Wahoo ship array from D-13 to H - 5. During this 
time, oceanographic stations were occupied in a 
150 mi2 area,. and current drogues were set in the 
vicinity of surface zero. Bathythermograph obser- 
vations were made simultaneously, as weather and 
transportation permitted, from YC-4, YC-5, and 
YC-7 on D-6, D-5, and D-4. After the destroyers 
were placed in the array on D-l, a few simultaneous 
bathythermograph observations were made at approxi- 


mately 3,000, 5,000, and 9,000 feet from surface zero. 
The three destroyers were provided with Edgerton, 
Germeshausen and Grier (EG&G) timing signals for 
use in dropping automatically a bathythermograph 
from each DD at M-15, M-5, and M-l. Installa- 
tions on the DD-474 and the DD-592 failed to operate, 
because the timing signals did not get through to the 
units; but the equipment on the DD-593 functioned 
perfectly, and three excellent temperature traces 
were obtained. Positioning and control of the LCM 
for the crater survey was accomplished by cross 
bearings from Sites Glenn and Keith and by radio 
communications between the azimuth stations and the 
boat. 
Vertical temperature distribution of the area con- 
sisted of a virtually isothermal layer from the surface 
to about 350 feet, but temperatures at 600 to 700 feet 
varied as much as 5 to 6 degrees Fahrenheit within 
3 to 4 hours. Preliminary computations of the shot- 
time thermal structure indicate that the depth of the 
isothermal layer sloped upward from about 340 feet 
at the DD-593 to about 280 feet at the EC-2, and the 
thermal gradient between 300 and 600 feet was con- 
Siderably greater at the EC-2 than at the DD-593. 
Below depths of about !fOO feet, no significant changes 
in temperature as functions of either horizontal range 
or time were observed. 
Preliminary results of the crater survey indicate 
that a crater of approximately 1,500 feet in diameter 
with a maximum depth of 15 to 20 feet was produced 
by Shot Umbrella. 


PROGRAM 2: 
NUCLEAR RADIATION 


Project 2.1 "Shipboard Radiation from Underwater 


Bursts" (ITR-1619) U. S. Naval Radiological Defense 
Laboratory, San Francisco, California; M. M. Bigger, 
Project Officer. 
The principal objectives of this project were: 
(1) the determination of gamma-radiation fields 
aboard three moored destroyers exposed to radio- 
logical environments at locations of possible opera- 
tional interest about the surface zeros of two under- 
water nuclear detonations, Shots Wahoo and Umbrella; 
(2) estimation of transit (remote-source) gamma- 
radiation fields at exposed weather-deck locations 
aboard ship; (3) estimation of gamma-radiation fields 
in the water adjacent to the ships; and (4) measure- 
ment of gamma-ionization decay of a fallout sample 
collected on one destroyer a few minutes after each 
shot. 
The destroyers, which were equipped with operating 
washdown systems, were instrumented with film badges 
and gamma-intensity-time-recorders (GlTR's). Un- 
shielded GlTR's and the film badges supplied radiation 
data at locations representing major battle stations; 
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directionally shielded GITR's on the fantail of each 
destroyer supplied transit-radiation data; GITR' s 
submerged in the water supplied some data on under- 
water radiation; and a fallout collector connected to 
a fully shielded GITR supplied gamma-ionization- 
decay data. 
Radiation histories were obtained on only one 
destroyer L\Jr Shot Wahoo; and although radiation 
histories were obtained on all three destroyers for 
Shot Umbrella, some data was lost because of shock 
damage. Preliminary results from Shot Umbrella 
indicated that weather-deck dose buildup ranged be- 
t ween 600 r, received within 0.5 minute at 2,000 feet 
from surface zero, and 45 r, received within 2 minutes 
at 8,000 feet from surface zero. Dose-reduction fac- 
tors less than 6.0 were obtained for all compartments 
above the waterline; factors greater than 9.0 were ob- 
tained only in machinery spaces below the waterline. 
Tran"it radiation appeared to represent a high per- 
centage of the total radiation observed aboard the ships. 
In the one case where data was obtained, the underwater 
radiation did not contribute significantly to the total ra- 
diation aboard 00-593 after Shot Umbrella. Gamma- 
ionization decay was obtained for the period from 0.1 
to 34.8 hours after Shot Umbrella. 
The project had only limited success in meeting 
its objectives for Shot Wahoo, but met most of its 
objectives for Shot Umbrella. Improved readout of 
GITR records will be required before data adequate 
for use in an operations analysis can be presented. 


Project 2.2 "Shipboard Contaminant Ingress from 


VI: 
water Bursts" (ITR-1620), U.S. Naval Radio- 
logical Defense Laboratory, San Francisco 24, Cali- 
fornia; M. M. Bigger, Project Officer. 
The objectives were to obtain data in selected in- 
terior compartments of one destroyer (00-592) 
located within the dynamic-radiological environment 
folloWing two underwater nuclear detonations, from 
which it might be possible (1) to determine whether 
an inhalation hazard existed due to ingress of contami- 
nants via ventilation or combustion air systems; (2) 
to estimate the external-gamma-radiation dose or 
dose rate due to ingress of contaminants; and (3) by 
measurement of particle-size distribution, to attempt 
correlation between biological dosimetry and physical 
measurements, as well as to provide information on 
these parameters for use in Item 2. 
Three compartments with associated ventilation 


air systems, and the fire room, in which a full-power 
air flow was maintained through an unfired boiler, 
were instrumented. Gamma-intensity-time recorders, 
incremental-air samplers, total-air samplers, surface 
(deposition) samplers, and small animals (mice and 
guinea pigs) were placed in selected locations within 
the compartments. Test conditions, Simulating those 
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required of a ship under attack by nuclear weapons, 
included complete closure of the ship with the excep- 
tion of test-ventilation systems and combustion-air 
systems. Twenty percent of rated-air flow was 
maintained through the test-ventilation systems to 
provide a maximum and known air-flow condition 
simulating the nuclear-attack condition with blowers, 
off. An air sampler and animal station were also 
installed on top of a platform above the forward-gun 
director. This location was above the washdown. 


Samples and animals were recovered at earliest 
permissible times after shot. Following recovery, 
the animals were sacrificed at various time intervals, 
and tissue activity counted. Air and surface samples 
were also counted. 
Due to a ship-power failure, only animal data was 
obtained during Shot Wahoo. During Shot Umbrella, 
a circuit failure caused the loss of time-dependent 
air-sampler information; however, total-air samples 
were obtained. 
Estimates of the internal dose due to inhalation in 
the test compartments during Shot Wahoo were below 
the threshold for acute exposure, but did indicate 
possible chronic effects. Similar estimates for Shot 
Umbrella were below the threshold for chronic effects, 
with the possible exception of the estimate for internal 
dose received in the engine room. 


Shot Umbrella estimates of the external-radiation- 
dose rates in the test compartments due to the ingress 
of contaminants were a small fraction of total-dose 
rates of the compartment. 
During both shots, the total-dose rates during the 
first few minutes were high, and due almost entirely 
to radiation sources external to the ship. It was evi- 
dent that the ingress of contaminants could not have 
contributed significantly to the dose rates during this 
period. 
Based on this preliminary information for the test 
situation existing for Shots Wahoo and Umbrella, the 
following tentative conclusions have been drawn: (1) 
For Shot Wahoo, an inhalation hazard that could pro- 
duce chronic effects existed in the galley, after-crew's 
compartment, and after-engine room for an open-air 
system without fans operating. A similar hazard 
existed in the fireroom with full-combustion-power 
air flow. This hazard was not of such magnitude as 
to produce acute effects. (2) For Shot Umbrella, no 
inhalation hazard capable of producing either acute or 
chronic effects existed in the galley, after-crew's 
compartment, and fireroom. A possibility exists that 
chronic effects might result from exposures sustained 
in the engine room. (3) For Shot Umbrella, the de- 
posited and air-borne contaminants in the test compart- 
ments did not contribute significantly to the total-dose 
rate. (4) Pending further refinement of air-sampler 
and animal data, no statement can be made concerning 


correlation between biological dosimetry and physical 
measurements. 


Project 2.3 "Characteristics of the Radioactive 
Cloud from Underwater Bursts" (ITR-1S21), U. S. 
Naval Radiological Defense Laboratory, San Fran- 
cisco 2-1, California; E. C. Evans III, Project Officer. 
Thr principal objectives of the project were: (1) 
to measure the complex-gamma field at a number of 
positions within 10,000 yards of each of two underwater 
nuclear detonations; (2) to collect limited samples of 
air-borne debris resulting from these detonations; and 
(3) to expose a number of test panels to this same debris. 
Gross-gamma fields were measured by means of 
gamma-intensity-time recorders (GITR' s) installed on 
critically located floating platforms within a 10,000- 
yard radius of surface zero. Samples of radioactive 
material deposited from the cloud were obtained by 
incremental collectors installed with the basic GITR's. 
Using these gamma recorders in conjunction with NBS 
film packs, the gross-gamma fields and total doses 
were also measured at various positions aboard three 
destroyers and a liberty ship located within the area 
covered by the floating platforms, thus permitting a 
comparison between shipboard fields and the Cree 
field resulting from the unmodified radiating cloud. 
Some additional measurements of surface water activ- 
ity and certain physicochemical parameters of the 
ra'dioactive cloud were made, prinCipally in order to 
correct the records obtained by the GITR' s. 
The project had success in meeting its objectives 
for both events. Nearly all of the total-gamma dose 
occurred within 15 minutes after zero time and was 
due to the passage of the air-borne radioactive mate- 
rial. However, the gamma-dose -rate traces from 
the two shots showed pronounced and characteristic 
differences in the transiting-gamma field. Gamma 
doses in excess of 100 r occurred within the first 15 
minutes at downwind distances less than lS,500 and 
11,000 feet from Shots Wahoo and Umbrella, respec- 
tively. In both instances, the dosage due to deposited 
radioactive material was light to inSignificant. 
A study of the downwind-gamma records would in- 
dicate the tentative conclusion that a distance of approxi- 
mately 23,000 to 28,000 feet Crom surface zero should 
be maintained in order to assure a total free-field dose 
of less than 25 r. Radiation Crom deposited radio- 
active material presents little hazard when compared 
to free-field-gamma radiation hazards. Exposed test 
panels were recovered and some early decay informa- 
tion was obtained. Data from further analysis of these 
panels will be presented in the final report, only to the 
extent that they influence the basic gamma-field docu- 
mentation. 
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Project 2.4 "Neutron Flux from Large-Yield 


Bursts" (lTR-lS22-1), Chemical Warfal'e Labora- 
tories, Army Chemical Center, Maryland; J. W. Kinch, 
Project Officer; and Project 2.4 (Supplement) "Neutron 
Flux Crom a Very-Low-Yield Burst" (lTR-1622-2), 
U. S. Army Chemical W:lrfare Laboratories, AI'my 
Chemical Center. l\1:lryland; D. L. Rigotti, Project 
Officer. 
The objectives of this project were to measure 
neutron flux and dose as :l function of distance for two 
megaton-range detonations :lnd for a fractional-kilo ton- 
yield device, and to perform neutron flux ancl dose 
me:lsurements as required by other DOD projects. 
The project participated in Shots Yellowwood, Walnut, 
Quince, and Fig. 
The Hurst fission-ioii method was used to measure 
neutr(:m flux. Gold, plutonium, neptunium, uranium, 
and sulfur were employed as detecting materials, with 
zirconium also being used during the two thermonuclear 
shots. Steel buoys were used to support the detecting 
materials in Eniwetok Lagoon during the megaton events. 
Twenty-five stations were placed at distances varying 
from 917 yards to 4,100 yards for both Shots Yellowwood 
and Walnut. Eighteen stations located both on land and 
in the lagoon were at distances varying from 100 yards 
to 1,039 yards for Shots Quince and Fig. Neutron dose 
was calculated from the measured flu.xes by using the 
single-collision theory of dose contribution per neutron. 
Neutron flu.'C and dose measurements were also made in 
support of Projects 6.3 and 8.6. 
The dose measured was lower than the values pre- 
dicted by TM 23-200 by a factor of 2.3 Cor Shot Yellow- 
wood, and a factor of 2.0 for Shot Walnut. This is 


yield. 


Within the ranges at which neutron measurements 
were made during Shot Fig, there was no variation of 
the neutron-energy spectrum above 3.7 kev with in- 
creaSing distance from the point of detonation. However, 
as was expected, the total number of neutrons decreased 
with 
the 


ceived no significant neutron dose. 


The effectiveness of the Hurst-fission-foil method 


oC measuring neutron dose is limited by the long re- 
covery time necessary at EPG. The buoy system oC 


p!:lcing passive detecting media over water is effec- 
tive in areas with overpressures up to 90 psi, and . 
can be made effective in higher-overpressure areas 
by minor modifications. 


Project :::.6 "Neutron flux from Very-High- 
Altitude Bursts" (ITR -1623). U. S. Naval Research 
Laboratory, Washington, D.C.; T.D. Hanscome, 
Project Officer. 


The objective of Project 2.6 was to provide data 
on neutron flux (primarily 14-Mev neutrons) versus 
range from a megaton weapon detonated at very-high 
'altitude. The instrumentation (in three pods for each 
shot) was canied aloft by the Redstone missile and 
ejected ballistically at predetermined ranges. The 
neutron spectrum was measured by the time-or-flight 
method with special attention being given to the 14-~lev 
neutron group. Various types of detectors measured 
fast- and slow-fission neutrons, background- and 
prompt-gamma rays, gamma-ray dose, and inter- 
ference effects. such as electromagnetic disturbances. 
The detector outputs were electronically encoded, 
commutated, and recorded on a magnetic-tape recorder. 
The latter was programmed to record for 120 msec 
after the prompt-gamma-ray pulse and to switch re- 
peatedly to a playback condition to telemeter the 
recorded information to a telemetry station in the 
missile-control bunker. 
Gamma ray measurements were consistent from 
pod to pod. The neutron flu.'Ces were approximately 
as calculated. but were a little low at some stations. 
as judged by the relation 
rved detector cur- 
rents to those expected. 


observed fluxes were within less than one order of 
magnitude of expected values. 
The extraction of further data (including all that 
on the 14.2-Mev neutrons) required oscilloscope 
camera methods and film processing facilities not 
available in the field. 


Project 2.7 "~uclear Radiation from a Detonation 


at Very-High Altitude (C)" (ITR -1624). U. S. Naval 
Research Laboratory, Washington. D. C.; P. A. 
Caldwell. Project Officer. 
The objective was to measure the neutron spectrum 
and total prompt-gamma-ray-f1ux produced by the deto- 
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nation of a nuclear device of low yield (approximately 
2 kt) at an altitude of about 90,000 feet. This informa- 
tion was to be obtained by suitable detectors in the 
vicinity of the nuclear device and telemetered to the 
ground to be recorded and subsequently analyzed. 
The theory and instrumentation for measurement 
of neutron spectrum and total prompt-gam rna-ray 
flux from a nuclear device detonated at an altitude of 
85.000 feet is described. 


:\Ieasurement of neutron time of flight with a LisI 


scintillator-photodiode detector. with a si milar LiI 
detector for gamma-ray correction of the Li';I detector. 
was planned. The measurement was to have extended 
to plus 120 msec. A CsI scintillation detector. whose 
output was integrated for the first 10 jlSec after the 
zero time. and KBr crystal, whose darkening was 
measured as a function of time for 120 msec after 
zero time, were to be used to detect gamma flux. 


The detector outputs were to have been electron- 
ically encoded and recorded on a magnetic-tape re- 
corder programmed to record for 120 msec after 
zero time, reduce its speed to 11\6 of the recording 
speed, and continuously play back the data. The 
recorder output modulated a 70-kc voltage-controlled 
oscillator used in a standard frequency-modulated 
telemetering system. A ground station was to have 
received and recorded the signal. 
The Bendix command system utilized by this project 
failed. and no data was obtained. 


Project 2.8 .. Aircraft and Rocket Fallout Sampling" 


(ITR -1625). U. S. Naval Radiological Defense Labora- 
tory, San Francisco, California; R. R. Soule, Project 
Officer. 


The general objective of the project was to esti- 
mate. by collection and analyses of cloud samples, 
the relative contribution of certain radionuclides to 
both local and world-wide fallout arising from megaton- 
range land- and water surface detonations. The specif- 
ic objectives were to: (I) obtain air-borne particulate 
and gas samples by rocket and aircraft sampling 
techniques; (2) determine radionuclide distributions 
among particle groups that differ according to falling 
rates and that may be defined as major contributors 
to local and world-wide fallout; (3) attempt to deter- 
mine an early-time radionuclide and particle-space 
distribution with respect to the upper and lower halves 
of the cloud and radially outward from the axis of the 
cloud in a vertical plane passing through ground zero; 
and (4) estimate the extent of separation of fallout par- 
ticles from gaseous fission products by fission meas- 
urements on gas and particulate samples of the cloud 
collected near the top of the cloud and on particulate 
samples collected near the surface of the earth. 
The project participated during Shots Koa, Walnut. 
and Oak. Rocket-borne and aircraft-borne cloud 


samplers were used. The rocket, a new one of com- 
plex design, was a 20-foot-Iong unit consisting of a 
main motor, sustainer motor, parachute compartment, 
electronics compartment, and air-sampling nose sec- 
tion with closure system, and various items of auxil- 
iary equipment. Two types of aircraft, B 57D and 
WB-50, were used. The B-57D aircraft were equipped 
with gross particulate and coincident gas-particulate 
samplers. These aircraft were used to collect coin- 
cident gas and particulate samples and, also, gross- 
particulate samples from altitudes around 55,000 feet, 
at times from about 2 hours to 26 hours after the det- 
onation. The WB-50 aircraft were equipped with 
AFOAT-l standard E-l filter units and were used to 
collect fallout material at an altitude of 1,000 feet, at 
intervals of time from 4 to 12 hours after detonation. 
Aircraft collections were successful on the three 
shots; however, there were some indications that 
samples for Shot Koa were contaminated by debris 
from Shot Fir. The actual extent of contamination is 
not presently known. The rockets, which the project 
had planned to utilize to collect early-time particulate 
samples, were not fully operational by the time of 
their planned participation. After an extensive field 
effort to correct difficulties encountered, the rocket 
portion of the project was terminated prior to Shot Oak. 


It was concluded that sufficient aircraft samples 
were obtained during Shots Koa, Walnut, and Oak to 
provide the data required to meet the general objectives 
of the project. 


Project 2.9 "Gamma-Dose Measurements from a 
Very-Low-Yield Burst" (ITR-1677), U.S. Army 
Chemical Warfare Laboratories, Army Chemical 
Center, Maryland; M. Morgenthau, Project Officer. 
The objectives of this project were to: (1) document 
the initial gamma dose versus ground range, and (2) 
measure the total gamma dose as a function of time, 
at distances of military interest, for a fractional- 
kiloton nuclear surface burst. The project participated 
in Shots Quince and Fig. 
Gamma dose was measured by film badges exposed 
at various ranges and azimuths on land, over water, 
and on balloon lines. Film badges were also used to 
measure the increments of gamma dose versus time, 
utilizing a modified Signal Engineering Laboratories' 
gamma dosimeter transport system (Emmett device). 
Emmett stations were located along a single radial 
line at distances of 100, 200, and 400 yards from 
ground zero. 
Good correlation between the measured initial 
gamma doses and extrapolations of the gamma dose 
curves of TM 23-200 was noted. A soldier in the open 
must fire a weapon of this type from a range of at least 
700 yards in order to avoid an initial gamma dose of 
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more than 15 r from a surface burst of a weapon Similar 
to the Fig device. No marked variation of initial gamma 
dose with azimuth was observed. The initial pulse was 
of such short duration that most of the gamma radiation 
arrived at the stations in less than three seconds. 


Project 2.10 "Residual Radiation from a Very-Low 
Yield Burst" (ITR-1678), U.S. Army Chemical Warfare 
Laboratories, Army Chemical Center, Maryland; M. 
Morgenthau, Project Officer. 
The objective of this project was to determine 
residual-radiation intenSities of contaminated areas 
resulting from a very-low-yield (fractional-kiloton) 
surface nuclear detonation. The project participated 
in Shots Quince and Fig. 
The objective was accomplished by (1) remotely 
monitoring the crater and lip shortly after detonation; 
(2) performing helicopter-to-ground surveys at pre- 
selected points; (3) making a number of ground surveys 
during and after sample collection; (4) determining the 
gross gamma decay of the residual radiation from col- 
lected fallout samples; and (5) documenting the alpha 
contamination. 


Shot QUince did not go nuclear, and the resultant 
residual activity was due entirely to alpha contamination. 
An area of approximately 20 yards in diameter around 
ground zero was contaminated to a level above 3,500 
tJ.g/m2 and would have been uninhabitable until de- 
contaminated. It would also have been necessary to 
decontaminate a 30-degree sector extending 300 feet 
downwind from ground zero. The high alpha concen- 
tration in the air was less than 2 percent of the emer- 
gency exposure of 50,000 (dis/min)/meter3 for an 
hour. 
The radiation intensities at the lip and crater of 


Shot Fig were above 10,000 r/hr at H + 30 minutes, 
necessitating avoidance of such an area by troops 
advancing at an early time. The area contaminated 
by fallout to levels of military Significance was less 
than expected by a factor of 2.5, according to the 
present scaling laws. A weapon similar to the Fig 
device probably can be used in close-support opera- 
tions in ground warfare, as far as fallout is concerned, 
because of 100-r/hr contour at an hour after detonation 
extended only 40 yards crOSSWind, with an extrapolated 
downwind extension of 160 yards. 
Although a conical volume approximately 30 feet in 
diameter and 8 feet deep was filled below the burst 
point with Nevada soil, the resultant fallout resembled 
coral island soil. The variety of material found in the 
fallout collectors indicated the probability of both fall- 
out and throwout collection. 
The early decay measurements show that the nor- 
mal fission-product decay rate, C I .2, was not appli- 
cable for a period from H + 1 hour to H + 3 hours. 
Instead, the decay rate was t- I•35• However, between 


H + 3 hours and H + 24 hours, the decay rate was only 
t -0.94, which is slower than the not'mal fission-product 
decay rate. 
The alpha contamination resulting from the detona- 
tion of a weapon similar to the Fig device does not 
represent a military hazard. 
As expected, the greatest amount of fallout was in 
the downwind area, and the amount collected decreased 
with distance. 


Project 2.11 "Neutron, Thermal, and Gamma 
Measurements at Various Altitudes from a Very-Low- 
Yield Burst (U)" (ITR-1679), U. S. Army Chemical 
Warfare Laboratories, Army Chemical Center, :\Iary- 
land; D. L. Rigotti, Project Officer. 


The objective of this project was to measure neutron, 
thermal, and gamma radiation at altitudes up to 1,500 
feet above a very-low-yield surface burst. The project 
participated in Shots Quince and Fig. 
The threshold-detector technique was used to meas- 
ure neutron fllLX, with gold. plutonium, neptunium, 
uranium, or sulfur being employed as detecting mate- 
rials. Total gamma dose was measured using National 
Bur'eau of Standards (NBS) film badges. Chemical War- 
fare Laboratory thermistor calorimeters were used for 
thermal measurements. For Shot Quince, a General 
Mills Aerocap balloon was used to support the instru- 
ment line almost directly above ground zero and thir- 
teen stations wer'e instrumented for' slant ranges from 
40 to 500 yards. 
For' Shot Fig, the balloon was tethered 
on a single cable at a latet'al distance of 120 feet from 
CTround zero. Due to bad weather conditions, which 
;esulted in a loss in the lift of the balloon, the thermal 
detectors were eliminated, and neutron and gamma de- 
tectors were installed at slant t'anges of 121 to 410 
yards. 
Satisfactory neutron and gamma measurements were 
made up to an altitude of 985 feet. Since the thermal 
detectors were eliminated. due to loss of balloon lift. 
no thermal results were obtained. 
Using the threshold detector system, neutron doses 
of 6.654 rep at an altitude of 33.3 yards (121 yards slant 
range) to 353 rep at an altitude of 328.3 yards (346.7 
yards slant range) were measured for Shot Fig. Gamma 
doses of 4.800 rand 350 r were meas'ured at the same 
altitudes. 
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respectively. than those observed at equivalent distances 
along the ground. 
The balloon teclmique is an effective method of ex- 
posing instrumentation to obtain free-air measu rements. 


P1'Oject 2.12 "Neutron FllL,(, Gamma Dose, Induced 
Activity, and Thermal Radiation from Low-Yield Bursts" 
(ITR-1680), U. S. Army Chemical Warfare Laboratories. 
Army Chemical Center, Maryland; E. H. Bouton, Senior 
Project Officer; D. L. Rigotti, J. C. Maloney, E. F. 
Wilsey. and J.J. Mahoney, Sub-Project Officers. 
Project 2.12 was divided into four efforts, designated 


2.12a, b, c, and d. 
The objectives of Project 2.12a were to measure (1) 
neutron dose in support of the biomedical Project 4.2; 
(2) neutron flux and spectra in support of the induced- 
activity studies (Project 2.12c); and (3) neutron radii 
from Shots Hamilton and Humboldt. 
The threshold-detector system and a chemical- 
dosimeter system were employed in obtaining these 
measurements. The threshold-detector system used 
gold. plutonium, neptunium. uranium. and sulfur de- 
tector' elements. The chemical-dosimeter system 
consisted of two glass. vials each filled with a saturated 
aqueous solution of trichloroethylene that differed by 
their dissol ved oxygen content. 
The detector's were attached at varying distances 


alon" cable lines extendinCT radially f!'Om ground ze!'O 
and ;ecovered by using a ~ruck to pull the cables out 
of the contaminated areas. Additional detectors were 
exposed on goal-post stations. vertical metal stakes 
driven into the bottom of foxholes, and within M-4S 
tanks and armored personnel carriers (APC). A num- 
ber of chemical-dosimeter and threshold-detector" 
systems, excluding plutonium and neptunium, were 
surgically inserted in pigs. 
Installation and recovery of detectors along the 
cable lines was effected by Project 2.12 personnel, 
while installation and recovery of detectors in fox- 
holes, on goal posts. inside vehicles. and inside 
animals was accomplished by Project 4.2 personnel. 
Satisfactory neutron-dose measurements utilizing 
the threshold detector technique were made in support 
of the biomedical Project 4.2. The doses observed 
during Shot Hamilton under the different exposure 
environments had the following ranges: open foxholes. 
894 rep at 26 yards to 486 rep at 36.5 yat'ds; tanks. 
1,094 rep at 37 yards to 538 rep at 50.3 yards; APC, 
1,494 rep at 50 yards to 743 rep at 82 yards. The 
doses in offset foxholes was below the detection limit 
of the threshold system (10 rep). 
For Shot Humboldt 
the following ranges were observed: open foxholes. 
155.000 rep at 13 yards to 12,000 rep at 26.4 yards; 
two-thirds-cover'ed foxholes. 14.400 rep at 9.8 yards 
to 2.270 rep at 26.4 yards; APC, 28,400 and 28,200 rep 
at 33 yards. 


Neutron- and gamma-dose measurements obtained 
by the chemical-dosimetry technique in support of . 
Project 4.2 are inconclusive, since the response of 
the chemical dosimeter to the complete energy range 
of neutrons as well as to a combined neutron and gamma 
flux field has not as yet been completely ~valuated. 
Further calibration work is being conducted at the Los 
Alamos Scientific Laboratory (LASL). 
Satisfactory neutron flux and spectra measurements 
were made in support of Project 2.12c utilizing the 
threshold detector technique. 
For both Shots Hamilton and Humboldt no qualitative 
variation of the neutron energy spectrum with increas- 
ing distance from the points of detonation was observed 
beyond 150 yards. 
Free-field neutron doses from 5,490 rep at 25 yards 
to 15 rep at 400 yards using the threshold-detector sys- 
tem were measured for Shot Hamilton, and from 166,000 
rep at 10 yards to 260 rep at 300 yards for Shot Humboldt. 
. Best preliminary estimates indicate that a man sta- 
tioned without shielding at 600 yards from ground zero 
would have received 27 rep of neutron .dose from Shot 
Humboldt and less than 10 rep from Shot Hamilton. 
The primary objectives of Project 2.12b were to 
provide gamma-dose measurements in support of the 
biomedical Project 4.2 and to document gamma-dose 
radii for Shots Hamilton and Humboldt. Secondary 
objectives were to document residual-radiation inten- 
sities and decay near ground zero. 
The biomedical project was furnished film badges 
for its stations at Shots Hamilton and Humboldt. Gam- 
ma radii were measured by film badges placed at 
various azimuths and distances from ground zero. 
The residual-radiation dose rates and decay were 
documented by repeated field surveys. 
Initial-gamma-radiation doses at distances of 200 


yards exceeded 70 r for Shot Hamilton and 600 r for 
Humboldt. 
To avoid a gamma dose of more than 15 r, 
a soldier in the open firing a weapon similar to the 
Hamilton and Humboldt devices must be at least 400 
and 600 yards, respectively, from ground zero. No 
marked variation of dose with azimuth was observed. 
Measured gamma doses and extrapolations from curves 
in TM 23-200, "Capabilities of Atomic Weapons," 
agreed within a factor of two to three for both events. 
The alpha-contamination levels observed at distances 
greater than 100 yards are considered insignificant 
military hazards. The data on the resultant residual 
gamma field and its decay is undergoing further study 
and evaluation and will be presented in the final report. 
The objectives of Project 2.12c were to (1) document 
the neutron-induced gamma field produced by a fractional- 
kiloton nuclear device detonated on a wooden tower 50 
feet high and (2) determine empirical factors relating 
the gamma dose rates measured over this large neutron 
induced field with dose-rate measurements made over 
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small samples of the same activated soil. The soil 
samples were inserted into the ground at the project 
stations, exposed to a measured neutron flux, then 
ejected from the ground and pulled from the contami- 
nated area by cables. Dose-rate measurements were 
made on the soil samples after they had been reinserted 
into the ground in an uncontaminated area. Ground sur- 
vey parties and a recording dose rate meter measured 
the field dose rates. A 20-channel gamma-ray spec- 
trometer was used to identify the major gamma activ- 
ities in the soil samples. The spectrometer was also 
used to confirm the presence of fallout. The low-energy 
(less than O.I-Mev) neutron flux in the ground area was 
determined by measuring the activity in copper strips 
inserted in each soil sample. 
Induced activities were produced by Shot Hamilton, 
but could not be studied as planned because (1) the low 
yield of the device induced little activity in the soil and 
(2) an unexpected high level of fiSSion-product contami- 
nation occurred in the vicinity of the project stations • 


The presence of induced activity in the soil samples 
was determined by gamma spectrometer analysis. The 
major contributors to the gamma spectra in the soil 
samples were Al28 , Mn56, and Na24 , at H+ 16 minutes, 


Na24 and Mn56 at H + 7 hou~s, and Na24 and Fe59 at 
H+ 54 hours. 
The low-energy (less than 0.1 Mev) neutron flux 
was found to peak at 5 to 8 centimeters below the ground 
surface of normal Frenchman Flat soil and at the 
ground surface in more-moist Frenchman Flat soil. 
Empirical factors relating field dose rates with 
sample dose rates could not be determined because of \ 
the low level of induced activity produced and the 
fiSSion-product contamination of the project-station 
exposure area. 
The presence of fission products was indicated by 
the typical fission-product dose-rate decay demon- 
strated by the residual field and by the presence of 
low-energy, fission-product-like peaks in the gamma 
spectra of a ground-surface soil sample recovered 
from the vicinity of ground zero at H + 31 hours. 
The objective of Project 2.12d was to determine 
the thermal radiant exposure versus distance for a 
fractional-kiloton bomb, and to compare the experi- 
mentally obtained radiant-exposure values with those 
calculated from existing scaling laws. Radiant ex- 
posures for Shot Hamilton were measured at horizontal 
distances of 175 feet to 700 feet fro~ ground zero using 
thermistor calorimeters. The equipment operated very 
satisfactorily in that only two instruments failed out of 
a total of sixteen independent instruments and recorders. 
However, the results were in general inconclusive and 
unsatisfactory because of the very-low yield and some 
shielding material in the bomb tower partially obscuring 
the thermal line of sight. All except one station regis- 
tered less than 1 caI/cm2, which was about the lowest 
- 


working limit of the detectors. 


Projel!t 2.13 "Gamma Radiation and Induced Activity 


from Very-Low-Yield Bursts" (ITR-16S1), Air FOI'ce 
Special Weapons Center, Kirtland Ail' Force Base, New 
Mexico; D. R. Griesmer, Capt, USAF, Project Officer. 


The primary objective of this pI'oject was to measure 
the initial nuclear radiation from a fractional-kiloton 
detonation. Specifically, this objective involved the 
measurement of: (1) initial gamma-dose rate; (2) total 
initial gamma dose in support of the dose-rate meas- 
urements; (3) total neutron dose in low-dose regions; 
and (4) I'ate of decay of induced activity in NTS soil. 
A secondary objective of this project was to field-test 
a prototype of the standal'd Air Forcc MG-3 gamma- 
radiation fallout detector. The pI'oject participated in 
Shot Hamilton, 


Detectors and measuring devices were located along 


two s .. rface 
other 


, were located 
from 0 to 600 yards from ground zero; they wcre placed 
inside standard 3-inch pipe holders fOl' thermal and blast 
protection, These holders wel'c attached to the 
Project 2,12a cable to permit theil' cxtrahtion from 
the contaminated area immediately aftel' thl! shot, 
Other film badges were displayed on CXpOSUI'C stakes 
located from 300 to 1,600 yards from gl'ound zel'o. 
Glass-phosphate dosimetel's wel'e t.!xposed at distanccs 
from 55 to 650 yards. 
iXllclear track emulsions, used to measure neutl'on 
dos," , were displayed at distances of 850 to 1,600 yards 
from ground zero, while resonance threshold foil per- 
sonnel neutron dosimeters were exposed at distances 
of 650 to 1,150 yards from ground zero, Sulfur and 
indium activation detectors for additional neutron dose 
measurements were exposed at all stations out to 1,600 
yards. 
Three Kaiser initial gamma dose-rate instruments 
were located at 425, 550, and 750 yards from ground 
zero. One low-resolution dose-rate detector head 
(MG-3) was buried 30 yards from ground zero, with 
the power supply and recol'der located 320 yards from 
the detector head and connected to it by a protected 
cable. All components were. shock-mounted and blast- 
protected. In addition, the buried low-resolution 
detector head was surrounded by 6 inches of boric. acid 
and 12 inches of paraffin to minimize neutron-activation 
of the case itself. A second MG-3 was located 650 yards 
from ground zero, enclosed in a plywood box and staked 
to the ground, 


The nuclear yield of 0,001 kt ± 10 percent (radio- 
chemical) for Shot Hamilton was one-twentieth of that 
predicted. As instrumentation locations were estab- 
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lished assuming a higher yield, optimum utilization of 
the instrumentation was not obtained. 
Measurements of initial gamma dose I'ate versus 
time from two locations as made with Kaiser elL!ctronic 
automatic-dose-rate instruments were obtained. After 
applying corrections for cloud rise, the obse~'H:d aver- 
age fission-product time-decay exponent was- 0.72 for 
times between H+0.4 and H+ 10 seconds and-0.33 for 
times between H + 10 and H + 40 seconds. 
Total-initial-gamma measurements made with idms 


and glass-phosphate dosimeters were in substantial 
agreement with theoretical predictions. At 110 yards, 
an avel'age dose of 360 r was measured, and at :110 yards 
22 r was measured. 


Neutron-dose measurements were made using sulfur 


and Indium activatIOn detectors and neutron films, The 
neutron dose on the high-neutron axis obtained by the 
sulfur-activation technique was 8 rads at 450 yards and 
0.5 rad :It 750 yards. 


The decay rate detected by an MG-3 ion chamber 


buried at 30 yards from ground zero indicated only 
fission product decay. No neutron-induced activation 
of the soil was apparent from the data obtained. 
Fallout was not recorded by the second i\IG-3 in5tal- 
lation, because dose-rate levels resulting at this loca- 
tion were not sufficiently high to activate the instrument. 
Satisfactory operation of the buried insU'ument located 
at 30 yards provl:!d Lo be a sufficient field test of this 
type instrument. 


I 


Project 2,14a/34.8 " Fallout Contamination f!"Om a 
Very-Low-Yield Burst" (ITR-1602), Sandia Corpora- 
tion, Albuquerque, New Mexico; R. E. Butler, Project 
Officer; Project 2.14b/34.9 "Dimensions of ~uclear 
Cloud from a Very-Low-Yield Burst" (ITR-1603), 
Sandia Corporation, Albuquerque, New Mexico; H. G. 
Sweeney, Project Officer; and Project 2.14c/34.10 
"Special 1\leteorological 1\Ieasurements fOl' Very-Low- 
Yield Fallout Studies" (lTR-1604), Sandia Corporation, 
Albuquerque, New Mexico; D, G. Palmer, Project Officer. 
The primary objective of this project was to deter- 
mine the military significance of fallout contamination 
from small-yield fission weapons . 
. The speCific objectives were to: (1) make the neces- 
sary measurements to delineate the fallout gamma- 
radiation field produced by a land-surface detonation 
of a fission weapon with a yield between 10 and 100 tons; 
(2) use the above data, plus meteorological data con- 
cerning the wind structure and photographic data con- 
cerning the cloud dimensions, to construct a fallout 
model for use with any wind pattern, and evaluate ex- 
tremes in militarily significant contamination intensities 
for the same yield range; and (3) define the attendant 
plutonium contamination problem. The project partici- 
pated in Shots QUince and Fig. 


The fallout field from Shot Fig was documented by 
monitoring an array of sticky-pans, located both on 
land and on buoys in the water, out to a distance of 2 
miles downwind. Five barges, upon which coral soil 
was placed to simulate land stations, were placed to 
receive the maximum expected amount of fallout. The 
barges were instrumented with remote-area-monitoring 
systems which automatically recorded the full-field dose 
rates. The barges also carried a display of sticky pans 
and an air sampler. 
The dose rate in the crater was measured by a 
remote-area-monitoring system which was mounted 
on a sled and towed into the crater after detonation by 
means of a cable extending to a safe area. 
Dimensions of the cloud were documented by means 
of three camera stations located at varying azimuths 
and distances from ground zero out to about ten miles. 
Each camera station had a number of types of cameras 
arranged to photograph the cloud during all times of 
interest. 
Meteorological measurements, obtained with two 


phototh~odolite stations, provided information·.,?~h­ 
cerning temperature, wind speed and direction from 
the surface to 10,000 feet at times ranging from H-21h 
hours to H + 10 minutes. The shot was fired when the 
winds were determined to be most favorable for suc- 
cessful fallout sampling by the project, based on its 
instrumentation array. At shot time, the wind speed 
was about 15 knots, and the direction was directly over 
the barge fallout collecting stations. Good photographic 
data was obtained, and it showed that the cloud stabi- 
lized at about H+ 6 minutes with a maximum diameter 
and height of 1,900 and 5,400 feet respectively. 
From the data obtained it was concluded that for the 
burst environment of Shot Fig, intensities greater than 
1 r/hr measured at H+ 1 hour will not extend beyond 
2,600 feet downwind. Levels greater than 100 r/hr at 
H + 1 hour were estimated to extend less than 1,000 feet 
downwind and 150 feet crosswind. 
From the data obtained, a fallout model will be con- 
structed which will be used to estimate extremes in 
fallout intensity patterns caused by varying wind con- 
ditions and cloud dimensions. 


PROGRAM 3: 
STRUCTURES AND EQUIPMENT 


Project 3.1 "Tapered-Charge Testing of the DD- 


592" (lTR-1605), Underwater Explosions Research 
Division, Norfolk Naval Shipyard, Portsmouth, 
Virginia; H. M. Schauer, Project Officer. 
As a preliminary Operation Hardtack effort, Pro- 


ject 3.1 consisted of a series of explosive tests, em- 
ploying high-explosive tapered charges, against the 
destroyer DD-592. The tests were conducted in 
January 1958 off Santa Cruz Island, California. 
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The main objectives of Project 3.1 were: (1) to 
provide a pretest experimental check on the target- 
damage predictions in order that optimum placement 
of the ship targets could be achieved for Operation 
Hardtack; (2) to calibrate instrumentation and check 
out the adequacy of the recording installations and 
shock mountings designed by the various agencies for 
Operation Hardtack; and (3) to develop and check the 
high-explosive tapered-charge technique as a method 
of Simulating and determining the effects of under- 
water nuclear detonations on ships. 
This high-explosive tapered-charge technique 
should enable the Navy to obtain much effects data on 
ships, without recourse to future full-scale nuclear 
testing. The technique utilized specially formed high- 
explosive charges to simulate a reproduction of the 
shock-wave forms of underwater nuclear detonations 
against ships. It is hoped that much of the lethal and 
safe-delivery criteria for a variety of ships and but'st 
conditions can be developed by the future use of large 
high-explosive tapered-charges and full-scale ships. 
The validity and limitations of the shaped-charge 
technique are expected to be given in the final WT re- 
port, which will be prepared after the full-scale 
underwater-nuclear-events results are available after 
Operation Hardtack. 
For Project 3.1, a series of thrce large, special 
shaped (tapered), high-explosive charges weighing 
from 1,400 to 4,400 pounds were used to simulate 
underwater nuclear attack against the DD-592. This 
vessel was subsequently to be used as one of the target 
ships at the EPG on Shots Wahoo and Umbrella. All 
instrumentation on board the DD-592 which was to be 
used for the later full-scale events, was operative and 
calibrated for these shaped-charge tests. 
Utilizing such instrumentation, the following Oper- 
ation Hardtack Projects actually partiCipated on the 
Project 3.1 test series: 


UERD Project 3.1 - Shaped Charge Studies. 
DTMB Project 3.3 - Shock Studies of Shipboard 
Machinery and Equipment. 


UERD Project 3.4 - Loading and Basic Target 
Response for Surface Ships. 
BuShips Project 3.8 - Damage Assessment. 
NOL Projcct 1.1 - Underwater Free-field Pressure 
Measurements. 
A report of the effort of each of the above partiCipating 
projects as related to Project 3.1, is included as a 
section of this report which documents the entire Pro- 
ject 3.1 test series. 
The tests were tentatively planned to be a series 
of four shaped charges of successively increasing 
shock severity, starting with a mild attack corres- 
ponding to a peak underwater shock velocity of 2.5 
ft/sec on the target. The tests were actually carried 
up to the threshold of shock damage, but stopped after 


detonation of the third charge, to avoid the probability 
of serious damage to the DD-592 prior to the later . 
main full-scale nuclear test effort at Eniwetok. The 
peak underwater-shock velocity on the target result- 
ing from each of the successive three shape'! charges 
tested was 2.3, 3.5 and 5.2 ft/sec, respectively. 
Preliminary results of the Project 3.1 test series 
indicated that: (1) the shock-wave pressure histories 
obtained were approximately as expected and simulated 
a nuclear shock wave satisfactorily; and (2) the early 
shock response of the test area of the DD-592 target 
was in fair agreement with those predicted for corres- 
ponding nuclear attacks. However, the predictions 
were based on model tests, and a final evaluation of 
the shaped-charge technique will have to await con- 
firmation of these predictions by the full-scale under- 
water nuclear detonations on Operation Hardtack. 


Project 3.2 "Response of Earth-Confined Flexible- 


Arch-Shell Structures in High-Overpressure Region" 
(ITR-I626-I), U.S. Naval Civil Engineering Research 
and Evaluation Laboratory (NCEL), Port Hueneme, 
California; G. H. Albright, LTJG, CEC, USN, Project 
Officer. 
The objective of the project was to determine failure 
criteria of prefabricated, corrugated steel, flexible 
arch-shell structures confined within non-drag-sensitive 
earthwork configurations of coral sand. Three struc- 
tures were tested in the SO to ISO-psi peak-overpressure 
region from a 1.4 Mt surface shot, to empirically deter- 
mine the response of such structures. A fourth struc- 
ture was tested in the gO-psi peak-overpressure region 
from a 17 kt surface shot, to determine the effects of 
short-duration-blast loading upon a similar structure 
and environment. 
Instrumentation of the test structures consisted of 
a total of 16 electronic channels measuring accelera- 
tion, 40 scratch gages and 15 rotating-drum gages 
measuring deflections, and S self-recording-pressure 
gages measuring internal pressures. 
The 25-foot span by 4S-foot I(}-gage arch-shell 
structure subjected to 90-psi peak-overpressure from 
Shot Cactus, a 17 kt surface detonation, collapsed on 
the side away from ground zero. The collapse appar- 
ently was initiated by bearing failure of the shell plates 
at a bolted horizontal seam, approximately 5 feet above 
floor level on the collapsed side of the structure. 
High radiation levels and the collapsed condition of 
the other three structures precluded major recovery 
operations and detailed observation immediately, How- 
ever, the following results have been noted: 
The 25-foot span by 4S-foot IO-gage arch-shell 
subjected to 7S-psi peak-overpressure from Shot Koa, 
a 1.4 Mt surface detonation, collapsed completely and 
filled with sand. The collapse appeared to be approxi- 
mately symmetrical about the crown. 


The 25-foot span by 4S-f06t IO-gage arch shell sub- 
jected to ISO-psi peak-overpressure from Shot Koa 
collapsed completely with the crown touching the floor 
of the structure. 
The 3S-foot span by 40-foot I-gage arch-shell sub- 
jected to IOO-psi peak-overpressure from Shot Koa 
collapsed completely and filled with sand. The collapse 
appeared to be symmetrical about the crown. 
A recovery excavation was planned for several 
months after shot day, when radiation levels would 
permit the collection of additional data. 


Project 3.2 (Supplement) "Response of Earth- 
Confined Flexible-Arch-Shell Structures in High- 
Overpressure Region" (ITR-I626-2), U.S. Naval 
Civil Engineering Laboratory, Port Hueneme, Cali- 
fornia; J. C. LeDoux, LCDR, CEC, USN, Project 
Officer. 
This supplementary report describes the excavation 
and data recovery operations for Project 3.2, which 
took place at the Eniwetok Proving Ground approximately 
6 months after Structures 3.2b, 3.2c, and 3.2d were sub- 
jected to the effects of Shot Koa. The responses of the 
earth-confined arch shells are deduced from observations 
of the damaged structures and studies of the records of 
deflection and deflection versus time. 
Both Structure 3.2b, located at the 7S-psi overpressure 
region, and Structure 3.2c, located at the ISO-psi over- 
pressure region, had collapsed symmetrically about the 
crown, failed at the bottommost horizontal bolted seams, 
failed at certain transverse seams, and suffered severe 
damage and displacements of concrete foundation footings. 
Structure 3.2d, located at the IOO-psi overpressure 
region, had first deformed in the compreSSion-bending 
mode, then further displaced downward at the crown, 
been subjected to a large infiltration of sand through 
the failure of nonstructural end walls, suffered dis- 
placemlUlts and severe damage to concrete foundation 
footings, and reached a final deformed peaked shape 
due to symmetrical reversal of curvatures of the arch 
shell on both sides of the crown. 


Project 3.3 "Shock Loading in Ships from Underwater 


Bursts and Response of Shipboard Equipment" 
(ITR-1627), David Taylor Model Basin, Washington 7, 
D. C.; H. L. Rich, Project Officer. 
The objectives of Project 3.3 included (particularly 
from the standpoint of shock damage to ship machinery 
and equipment important to ships combat capability): 
(1) the determination of safe range for delivery of an 
antisubmarine nuclear weapon by destroyers and sub- 
marines; (2) the determination of the intensity and shock 
motions on a submarine and on a merchantsnlp unoer 
quasi-lethal attack from an underwater nuclear explosion; 
and (3) the acquisition of shock-motion data and the' 
correlation of this data with other measurements and 
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with theory in order to extrapolate the Hardtack results 
to other attack geometries and ships. 
Four unmanned target ships and three oper~ing 


ships were instrumented with a total of approximately 
325 velocity-time recorders, shock-spectrum re- 
corders, and forty high-speed motion-picture cameras 
for measurement of shock motions from Shot Wahoo. 
The unmanned ships were USS Fullam (00-474), USS 
Howorth (00-592), USS Killen (00-5!l3), and SS l\1ichael 
l\loran (EC-2). Instrumented operating ships were USS 
Bonita (SSK-3), USS Mansfield (00-728), and USS Orleck 
(00-886). 


Frorr. Shot Wahoo, complete shock-motion data were 
obtained on only five of the ships, owing to failure of 
radio-transmitted starting signals on the 00-474 and 
00-592. There was lethal shock damage to main and 
au.xiliary equipment on the SS Michael Moran at a range 
o_feet from surface zero, but only minor hull 
damage. There was only minor shock damage to 
00-47·;, the nearest destroyer, at a cange 0 
feet. Electronic and ordnance equipment were dam- 
aged on operating destroyers at ranges as far as 
...... eet from surface zero. For ships iocated 
more than about 4,000 feet from surface zero, the 
shock motions produced by a pressure wave reflected 
from the ocean bottom \~ere more severe than the 
motions produced by the shock wave transmitted 
directly from the burst. The operating submarine 
SSK-3 was safe at periscope depth at a range of 


........ 'eet, and would doubtless have been safe at 
a range 0 
• 
feet. 


Seven unmanned target ships were instrumented 
for participation during Shot Umbrella, including 
00-474, 00-592, 00-5!l3, SSK-3, and the EC-2, 
which had previously participated during Shot Wahoo. 
In addition, Squaw 29, a % -scale short model of the 
S5-563 class of submarine, was placed in the array 
and submerged to periscope depth. Some instruments 
were installed to measure the shock motions of YFKB-12, 
the instrument barge used for housing recording and 
control equipment for Squaw 29. 


Oata were obtained on all targets during Shot Um- 


brella. There was moderate shock damage to equip- 
ment on 00-474 at a range 0_ feet, and no signif- 
icant damage to 00-592, at a range 0" feet. 
Additional damage occurred to SS Michael Moran at 
a range 0 
reet. Squaw 29, at a distance 0 ..... 


feet, was within the range of moderate shock damage; 
but only minor damage occurred on SSK-3, submerged 
to periscope depth at a range 0 
et. 
The following tentative conclusions, with respect to 
shock damage to machinery and equipment, were drawn 
from a preliminary examination of the Operation Hard- 
tack data. It should be understood that Shot Wahoo con 
ditions and Shot Umbrella conditions include the yield, 


shot geometries, and (to :I Jesser extent) the bottom- 
reflection characteristics and water-temperature 
gradients for these tests: 
The minimum-safe range for delivery of an anti- 
submarine weapon by destroyers i 
beet for Shot 
Wahoo conditions and 
reet for Shot Umbrella 


conditions. Oamage or malfunction of particularly 
delicate equipment, e. g., some types of electronic 
equipment, may occur at greater ranges. 
The range for moderate damage for delivery of an 
antisubmarine weapon by destroyers is betwe,ee4 •• 
, 


and 
feet for Shot Wahoo conditions and less than 


... ••• eet for Shot Umbrella conditions. 
The minimum-safe range for a submarine 4 ••• 


feet for Shot Umbrella conditions. For Shot Wahoo 
conditions, at a range 0 
feet at 50-foot depth, 
the estimate~ maximum submarine-hull velocity is 
about 2.5 ft/sec, which is considerably less than the 
hull-shock velOCity necessary to cause significant 


equipl~ent damage. Therefore, 
fed is a con- 
servatively safe range. Oamage or malfunction of 
particularly delicate eqUipment may occur :It larger 
distances. It is expected that an estimate of the 
minimum-safe range can be made in the final report. 
The safe range and damage range for submarine 
and surface targets is determined by shock damage to 
ship's equipment, rather than by hull damage, fOI' both 
Shot Umbrella and Shot Wahoo conditions. 


Project 3.4 H Loading and Response of Surface-Ship 


Hull Structures from Underwater Bursts" (ITR -1628), 
Underwater Explosions Research Oivision, Norfolk 
Naval Shipyard, Portsmouth, Virginia; W. W. Murray, 
Project Officer. 
Project 3.4 participated in Shots Wahoo and Umbrella 


to: 
(1) determine safe-delivery ranges for surface ships 
from the standpoint of hull deflections; (2) determine the 
lethal ranges for merchant ships from the standpoint of 
hull deflections; and (3) obtain basic information on hull 
response to provide check points for model tests and for 
high-explosive tapered-charge tests. 
Gages and recording centers were installed in 00-474, 
00-592, 00-5!l3, and EC-2, and (for Shot Wahoo only) a 
barge (YC) in order to document the basic hull response 
of these surface ships. The gage choice and layout on 
the target ships was governed by a determination to meas- 
ure: velocities, displacements, deflections, pressures, 
strains and rolling and pitching. The total number of 
gages employed on all ships was about 170. The system 
used for recording the gages placed primary reliance on 
magnetic-tape recordings with a frequency response flat 
up to 10 kc. 
Measurements were obtained on the EC-2 and 00-593 


during Shot Wahoo, and on the EC-2 and all three OO's 
during Shot Umbrella. Failures of the EG&G command 
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timing-signal system led to a complete loss of data dUl'ing 
Shot Wahoo on 00-474, 00-592, and the barge. A hull 
damage survey of the EC -2 was conducted after each shot. 
Some of the test results secured both from the instrumen- 
tation effort and the hull damage survey are presented. 
A pl'eliminary examination of the raw data was made. 


Typical values are given for velocities, displacements, 
etc., of each of the target ships. The hull damage meas- 
ured in' the EC-2 after each test was slight: The only 
significant hull deformation was to be found in the 
attacked side where side-frame deformation amounted 
to about an inch. and hull-plating deformation to about 


3,~ -inch. 
The following are the tentative conclusions reached 
by this project. 
fIt should be understood that Shot 
Wahoo conditions and Shot Umbl'ella conditions include 
yield, shot geometries, and, to a lesser extent, bottom 
reflections and thermal gradient characteristics.) 
1. From the standpoint of hull deflection, the safe- 


delivery ranges for destroyers have been demonstrated 
to be 
feet under Shot Wahoo conditions an~ 


feet under Shot Umbrella conditions. No statement can 
be made at this ti me, from the viewpoint of hull deflec- 
tions, concerning the minimum safe-delivery ranges 
except that they must be eonside rably smalle I' than the 
above values. 


2. 
The lethal ranges for the EC-2. from the stand- 
point of hull deflections, may be estimated by use of 
the energy-density rule. The tentative assumption that 
11'2- feet'of deformation of the attacked side frames 
represents a lethal damage leads to the estimate that 
under Shot Wahoo conditions a horizontal range 0041 •• 
_ 
•••••• is lethal, and that under Shot Umbrella con- 


ditions' a horizontal range 0 
is lethal. 
3. Check points for small scale UERO model experi- 
ments were obtained from both Shot Wahoo and Shot Um- 
brella. However, no direct correlation with the UERD 
full-scale high-explosive tapered-charge tests (Project 
3.1 of Operation Hardtack) is possible, due to the loss 
of data on the DO-592 during Shot Wahoo. 


4. 
Basic information on hull response as related 
to free-field pressures and loading measurements was 
obtained. which, upon further analysis. is expected to 
prove valuable in extrapolating the results of Shot Wahoo 
and Shot Umbrella to other conditions. 


Project 3.5 .. Loading and Response of Submarine 


Hulls from Underwater Bursts" (ITR -1629), Oavid 
Taylor Model Basin, Washington 7, O. C.; H. L. Rich, 
Project Officer. 


Project 3.5 participated during Shots Wahoo and 
Umbrella in order to: (1) determine the lethal range 
for nuclear-weapon attack on submarines in shallow 
water; (2) measure pressures, hull strains, and hull 
deformations [01' correlation with theory; and (:3) 
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determine the response of an operating submarine in 
simulated attack pOSition. 


The only submerged target in the ship array for 


Shot Wahoo was the USS Bonita (SSK-3), which was 
manned and located a 
rards. The maximum 


compressional strain observed during the test was 
240. )J. in/in, which was well below the elastic limit. 
It was produced by a pressure wave reflected from 
the ocean bottom. 
For Shot Umbrella, the USS Bonita was not manned, 
and was located bow-on : 
feet. The ma.'Cimum 


compl'essional hull strain was 1,160. )J. in/in, which 
approximated the elastic limit. No permanent hull 
deformations occurred. 
The principal submerged target for Shot Umbrella 


was the Squaw 29, a % -scale model of the 55-563 
class submarine, placed n 
feet. This target 


was heavily instrumented with 23 strain gages, 10. 
pressure gages, 4 deflection gages, 9 high-speed 
cameras, and roll, pitch. depth, and flooding indica- 
tors. The maximum compressional hull strain ob- 
served was 13,0.0.0. J.L in/in, which was well above the 
elastic limit of approximately 2,0.0.0. )J. in/in. The peak 
pressure applied to the hull was 1,150. pSi, while the 
peak pressure in the water just below the Squaw was 
1,530. psi. A ma.'Cimum permanent deformation of at 
least % -inch in the pressure-hull plating between 
frames was measured in a preliminary inspection. 
The hull was plastically defor'med, but did not rupture. 
Four of the 10. external ballast tanks ruptured, and all 
were seriously dished. This resulted in some loss of 
buoyancy . 
The following conclusions are based on a preliminary 


examination of Hardtack data. It should be understood 
that Shot Wahoo conditions and Shot Umbrella conditions 
include the yield, shot geometries, and (to a lesser ex- 
tent) the bottom-reflection characteristics and water- 
temperature gradients for these tests. 
A range for moderate hull damage to a Squaw under 


Shot Umbrella conditions i 
reet, at a depth of 


50. feet. In order to estimate the safe or lethal ranges 
for Shot Umbrella conditions, the pressure field must 
be known, and an adequate theory correlating the plas- 
tic response of a submarine hull to pressure waves of 
short duration must be developed. 
Based on a comparison of static collapse pressure 
of the hull with estimated applied dynamiC pressure of 
the same magnitude, it is estimated that a safe range 
for the SSK-3 hull, under Shot Wahoo conditions, is 
..... feet at a depth of 50. feet. This comparison is 
conservative and, therefore, is not to be considered 
the minimum-safe range. A better estimate will be 
made in the final report. 
The SSK-3, under Shot Umbrella conditions :AI ••• 


foot range and at a depth of 50. feet, was shown to be well 


beyond the minimum safe range for hull damage. 


Project 3.6 "Behavior of Deep Reinforced-Concrete 


Slabs in High-Overpressure Regions" (ITR -1630-1), 
Research Directorate, Air Force Special Weapons Center, 
Air Research and Development Command, Kirtland Air 
Force Base, Albuquerque, New Mexico, and University 
of Illinois, Urbana, Illinois; E. H. Bultmann, Jr., Capt, 
USAF, Project Officer. 
The objective of this project was to determine the 
dynamic behavior of deep (thick) reinforced-concrete 
slabs in the overpressure region of 175 to 600 pSi, and 
thereby to provide the basis for establishing design cri- 
teria for massive reinforced-concrete structures under 
blast loads. Thirty one-way and fifteen two-way slabs 
placed flush with the ground surface were tested. The 
clear span was 6 feet, and the ratios of depth to span 
varied from 0.15 to 0.78. The test specimens were de- 
signed to study flexure strength and shear strength of 
slabs, both with and without shear reinforcement. The 
slabs were tested during Shot Koa, where the device 
yield was tentatively given as 1.4 Mt. 
Instrumentation, provided by Project 1:7, included 
self-recording overpressure gages at each location, 
and self-recording acceleration gages on the support- 
ing structures. Measurements before and after test 
were made to determine the magnitude and character 
of the permanent deformations. Because of excessive 
radiation at the project locations, data recovery has 
not been completed. The remainder of the data re- 
covery, which includes removing the slabs from their 
supports for inspection, will be accomplished as soon 
as practicable. 
No firm conclusions can be drawn from the limited 
amount of data currently available. However, pre- 
liminary results indicate that the resistance of the 
slabs to high-blast pressures was considerably higher 
than expected. 


Project 3.7 "Damage to EXisting EPG Structures" 


(lTR-1631), U.S. Army Engineer Waterways Experi- 
ment Station, Vicksburg, Mississippi; W. J. Flathau, 
Project Officer. 
The objectives of this project were to document and 
evaluate the effects of blast forces, radiation, and 
water waves resulting from nuclear explosions on 
various support-type structures and previously exposed 
test structures located on the various islands of the EPG. 
The major effort of the project (a joint WES-H&N effort) 
was concentrated on the early shots, which were expected 
to yield the most significant information for this project. 
To cover any supplementary information from the later 
shots, because the project was to be a minimum effort 
of funds and personnel, arrangements were made with 
Holmes and Narver Inc., for the project to receive apprC'- 
priate additional data from the later shots from the dam- 
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age survey normally conducted by that organization in 
the field. This report was submitted upon completion 
of the early shot effort, and thus before completion of 
collection of all data and analysis, in order to transmit 
the available data to interested agencies as soon as prac- 
ticable. 
No electronic recording was utilized; however, self- 
recording-type measurements of air overpressure and 
acceleration were made at several stations, along with 
some measurements of erosion due to water waves. The 
damage surveys were performed by visual inspection, 
photographs, and level surveys. 
The curve used for predicting air overpressure, the 
most important parameter in determining blast damage, 
proved to be reliable. Observed pressure data obtained 
during this operation correlated well with the prediction 
curve which was based on data obtained from previous 
operations. 
The curve used for predicting acceleration for floor 
slabs of structures appeared to give reasonable values. 
However, limited data was obtained, and the overall 
reliability of the prediction curve is uncertain. 
It was found that a path-of-least-resistance method 
for predicting radiation within structures proved ade- 
quate. The method using the least slant distance did 
not give realistic values. 
Damage to camps (light wood-frame type construction) 
was investigated. The damage data compared with, 
and amplified, the data contained in TM 23-200 (Ref- 
erence 15) pertaining to wood-frame structures. Dam- 
age to antennas and radar reflectors also correlated 
well with data in the referenced manual. 
A ground surface 21,OOO-gallon water tank of % -inch 
bolted steel plate, 8 feet high and 22 feet in diameter, 
suffered only light damage when exposed to pressures 
of 6.5- and 7.0-psi. 
Heavily reinforced concrete, earth-mounded struc- 
tures (walls 5 to 6-feet thick) survived air overpres- 
sures up to 450 psi. 
Objects located close behind earth mounds, within 
a distance approximately equal to the height of the 
mound, received considerable protection from dynamic 
pressures at overpressures of 35 psi and lower. 
Exposed standard 2-inch and 4-inch water pipes, 
including standard riSing-stem valves, survived pres- 
sures up to 8 psi without any sign of damage. 


Project 3.8 "Assessment of Ship Damage and 
Preparation of Targets for Shots Wahoo and Umbrella 
(!Ill" (lTR-.1632), Bureau of Ships, Washington 25, 
D.C.; J.J. Kearns, Project Officer. 
The objectives of Project 3.8 included: (1) provision 
of competent technical and engineering personnel to sur- 
vey damage occurring to the ship targets; (2) the deter- 
mination and documentation of damage data from the 
ship targets and provision of this damage data to Proj- 


., 


ects 3.1, 3.3, 3.4 and 3.5; and (3) document.:l.tion by 
target. A related objective was to prepare the ship 
targets for inclusion in the shot arrays. 


......... 
l'eet for Shot Umbrella conditions. 


Three unmanned destroyers, USS Fullam (00-474), 


USS Howorth (00-592) and USS Killen (00-593), were 
taken from the Naval Reserve Fleet and prepared for 
Shots Wahoo and Umbrella. The starboard-propulsion 
plants and all associated auxiliaries of these thl'ee 
ships were activated and put in operating condition. 
Controls were provided for automatic unmanned opera- 
tion of the activated plants through both tests at 397-rpm 
shaft ~peed. Both propellers were removed, and a 
smooth disk with zero pitch was fitted on the starboard 
shaft to prevent forward thrust during operation of the 
ship's machinery. \\'ashdown systems were installed 
on each of the ship targets to reduce radiological con- 
tamination. 
An unmanned liberty ship, SS Michael Moran (EC-2), 
was prepared for the tests by: removal of the propel- 
ler; install:lticr. of three 60 kw diesel generators for 
laboratory and service power; reduction of floodable 
volume by use of flotation drums; installation of solid 
and water ballast for proper draft; and installation of 
a washdown system for reduction of radiological con- 
tamination. 


A submarine, USS Bonita (SSK-3), was prepared for 
Shot Umbrella by rigging for the placement of concrete 
clumps (weights) forward and aft, to pOSitioning the 
ship at a predetermined depth of submergence. Special 
small-vent \'alves were installed in the risers from all 
main ballast tanks fOI' venting the tanks on submergence. 
To raise the ship, a diver closed these vent valves and 
blew the tanks by using the ship's high pressure air-bank 
by means of a special blow valve installed on the super- 
structure deck. This valve was operated, following the 
test, by a diver. 


Some damage data were obtained on all ship targets; 
howe\'er, the damage was negligible on all but the 00-474 
and EC-2. Oamage from Shot \\'ahoo was thoroughly docu- 
mented, but that from Shot Umbrella has only been done 
in a cursory manner at the EPG. Complete documentation 
will be made when ships arrive back at the Shipyard. 


The follOWing tentative conclusions with respect to 
shock damage to machinery and equipment were dra\\l1 
from a preliminary examination of the damage data. It 
should be understood that Shot Wahoo conditions and Shot 
Umbrella conditions include the yield, shot geometries, 
and (to a lesser extent) the bottom-reflection character- 
istics and water-temperature gradient for these tests. 
The minimum-safe range for I'epeated delh'ery of an 
antisubmarine weapon by destroyers~ 
feet for Shot Wahoo conditions, aTl!~feet 
for Shot Umbrella conditions. The minimum-safe range 
fOI' single delivery with a shipyard availability soon 
thereafter, i 
feet fOI' Shot \\"ahoo and 


A safe range for delivery of an antisubmarine wea- 
pon from a submarine i 3 
et for Shot Umbrella 
conditions. The safe range for submarine delivery is 
obviously less than Bonita' 
oot range during 
Shot Wahoo. 


Crippling damage ranges for machinery and equip- 
ment in an EC-2 ar~feet for Shot Wahoo conditions, 
an 
feet for Shot Umbrella conditions. 
From the standpoint of ship damage, the safe range 
for surface ships likely to deliver nuclear underwater 
weapons in the foreseeable future is determined by shock 
damage to machinery and equipment, rather than damage 
to the hull. 


PROGRAM 4: 
BIOMEOICAL EFFECTS 


Project 4.1 .. Effects on Eyes from Exposure to 
Very-High-Altitude Bursts" (ITR-1633), School of 
Aviation MediCine, USAF, Randolph Air Force Base, 
Texas; J. E. Pickering, Col, USAF, Project Officer. 


Within the limitations of biologic experimentation 
in the field, this project successfully explored the 
problem of limiting distances at which chorioretinal 
burns might be produced by exposure to very-high- 
altitude nuclear detonations. Additionally, the physical 
data obtained, with appropriate scaling factors, will per- 
mit the determination of reasonable exclusion radii for 
different. yield devices at various altitudes. 
Burns were produced in all animals at all stations 
where line-of-sight vision obtained. The severity and 
size of lesion correlated with distance from the burst. 
On Shot Teak (3.8 Mt at 250,OOO-foot altitude), minimal 
chorioretinal burns (0.1 mm or less in diameter) were 
produced in pigmented rabbits exposed behind plexiglass 
in an aircraft at 305 naut mi from relative ground zero. 
It was concluded that comparable burns would occur on 
the surface at approximately the same distance when 
viewed with no intervening attenuator (plexiglass). 


On Shot Orange (3.8 Mt at 141,OOO-foot altitude) 
similar lesions were produced in pigmented rabbits 
(exposed behind plexiglass at 15,OOO-foot altitude) at 
a distance of 225 naut mi from relative ground zero. 
The limiting-surface distance for comparable lesions 
in this shot was considered to be 225 naut mi when 
viewed directly. All retinal burns produced within 
160 naut mi from ground zero, if occurring in man, 
would cause a serious permanent scotoma. For ma- 
cular invol vement, visual acuity would be reduced to 
20/100 to 20/200. 


Project 4.2 "Effects of Very-Low-Yield Bursts on 
Biological SpeCimens (Swine and Mice) (U)" (ITR -1663), 
Walter Reed Army Institute of Research, Walter Reed 
Army Medical Center, Washington 12, O. C.; W. H. 
Moncrief, Jr., Lt Colonel, MC, Project Officer. 
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were 
a biological target, with immediate lethality 
as the principal objective. The animals were exposed 
in three different types of foxholes, M-46 tanks, and 
M-59 armored personnel carriers at distances where 
lethal levels of radiation might be expected without 
complete destruction of the environment. Also included 
in the experiment was an exposure array designed to ex- 
tend the data for median dose in 30 days (LDso- 30) for 
swine obtained at Operation Plumbbob and also to deter- 
mine the relative biological effectiveness (RBE), with 
death as an end point, of neutrons and gamma. The 
LDso- 3o study in swine was supported by a parallel mouse- 
exposure program to exploitpast experience with mice. 
Another experiment was designed to ev:tluate chemic:tl 


pre-protection with aminoethylisothiouronium (AET) 
against radiation flu.xes. In addition, a technique of neu- 
tron dosimetry, Na:( induced activity in blood, was used 


in the field. 
Because of failure of the Hamilton device to give 


a yield in the range expected, the biological objectives 
were not obtained. 
For Shot Humboldt, with a yield of 5.2 tons, imme- 
diate lethality was the only objective. Immediate le- 
thality occurred only at ranges where the environment 
was destroyed by blast; precise cause of death in the 
swine exposed could not be determined. 
Swine protected from blast and thermal radiation 
in 10.1-59 armored personnel carriers at 27 yards slant 
range from Shot Humboldt received doses in excess of 
50,000 rads, gamma plus neutrons, and survived in 
excess of two hours. Four swine were recovered alive 
from the two-thirds-covered foxholes at 20, 21, 22, 
and 26 yards, slant range, having received in excess 
of 7,000 rads, gamma plus neutrons. Doses in all t\\"o- 
thirds-covered foxholes were much less than 50,000 
rads, and early death of the swine was primarily due 
to blast and suffocation. In a normal tactical environ- 
ment it is probably not possible to achieve doses above 
50,000 rads without introducing serious complicating 
factors due to direct blast or trench collapse. 
It appears that measurement of neutron-induced 
Na24 activity in the blood is a feasible method for es- 
timating the neutron dose received. 


Project 4.3 "Temporary Visual Impairment (Dazzle) 
of Combat Personnel from Very-Low-Yield Bursts" 
(WT -1664), Headquarters U. S. Continental Army Com- 
mand, Fort Monroe, Virginia; R. H. Verheul, Col, Inf, 
USA, Project Officer. 
The general objective of Project 4.3 was to evaluate 
the dazzle effect on unprotected combat personnel at a 
minimum safe distance from Shot Hamilton, a fractional- 
kiloton nuclear detonation. 
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The experimental procedure required personnel of 
three test groups, who were oriented at 90, 135 and 
180 degrees away from ground zero at a distance of 
5,700 feet, to detel·mine and record visual acuity im- 
mediately following the shot and, in rapid sequence, 
form and color perception of test objects at succes- 
sively greater distances from the groups. The results 
showed no significant degradation of vision from dazzle 
under the conditions of this study. 
From review and analysis of previous studies of 


dazzle and dark adaptation, it is concluded that loss 
of combat effectiveness as a consequence of dazzle 
will not constitute a major hazard for combat per- 
sonnel. 


PROGRAM 5: 
EFFECTS ON AIRCRAFT 
STRUCTURES 


Project 5.1 •• In-Flight Structural Response of a 
B-52 Aircraft to Side Lo:\ding from Nuclear Detona- 
tions" (ITR-1634), Wright Air Development Center, 
Wright-Patterson Air Force Base, Dayton, Ohio; 
W. R. Lounsbery, Captain, USAF, Project Officer. 
The primary objective was to determine the struc- 
tural response of the B-52 aircraft when subjected to 
side loads imposed by blast effects from nuclear ex- 
plosions in order to verify the delivery capability of 
the aircraft for multiple-delivery tactics. 
The test aircraft was a production model B-52D, 
with the exception of modifications to ensure that 
secondary items would not be a limiting factor in the 
test series; also, certain items of equipment not es- 
sential to the tests were deactivated or removed. The 
aircraft configuration was similar to the test aircraft 
used during Operation Redwing, with the exception of 
the addition of full 3,OOO-gallon external wing fuel tanks. 
In instrumenting the B-52D (AF56-591) the principal 
emphasis was on measurement of blast inputs and air- 
craft structural responses to blast-induced loads. The 
blast inputs associated with the shock wave were deter- 
mined from overpressure transducers located at a num- 
ber of pOSitions on the aircraft. Aircraft structural 
responses to the blast were recorded from the response 
of calibrated strain-gage circuits located along the span 
of the left and right wings, on the left and right stabi- 
lizers, on the fin, and on the aft body. Supplemental 
data was obtained from stress and acceleration meas- 
urements. The aircraft was also instrumented to record 
thermal input and thin-skin temperature responses. 
To accomplish the objective of the program, the air- 
craft was exposed to blast effects that approached the 
aircraft from various orientations. The aircraft orien- 
tation was varied by the selection of bearing angles from 
the aircraft to the point of burst (measured from the air- 
craft nose) of 35, 90, 125, 150, and 180 degrees. Test 
missions were flown at altitudes of 25,000 to 30,000 feet, 
and the horizontal distance from the point of detonation 


was selected to give the desired aircraft responses. 
The spatial location of the aircraft was determined' 
on the basis of structural responses predicted from an 
analytical study of the calculated gust response of the 
aircraft. Positioning methods were modified as the 
response data from successive shot participations be- 
came available. 
Actual positioning of the B-52 relative to the det- 
onation was accomplished by the use of the aircraft 
bombing-navigation system (BNS) or by a ground-radar 
tracking system (MSQ). 


During the side-load evaluation, the airplane was 
exposed to and data were recorded from a total of 
ten" successful" nuclear detonations. Preliminary 
measured yields of the devices ranged from 200 kt 
to 9.5 Mt. All test missions flown were successful 
from an operational and positioning standpoint; how- 
ever, three tests in which the B-52 participated, in 
addition to the ten mentioned above, were considered 
unsuccessful because of yields that were much lower 
than predicted. 
There was no evidence of damage from thermal 
energy or blast effects as a result of participations 
in the side-loading program. The B-52D capability 
was successfully demonstrated for structural re- 
sponses up to 73 percent of allowable limit on the wing, 
103 percent on the horizontal stabilizer, 94 percent 
on the fin, and 65 percent on the fuselage and for 100 
percent of the allowable overpressure. These com- 
prise the primary considerations in defining the 
nuclear-weapon-deli very capability of the aircraft. 
Complete analysis and application of the data obtained 
will permit verification of the delivery capability of 
the B-52D for multiple-delivery tactics. 


Project 5.2 "In-Flight Structural Response of 
A4D-1 Aircraft to Nuclear Detonations" (ITR-1635), 
U. S. Naval Air Special Weapons Facility, Kirtland 
Air Force Base, Albuquerque, New Mexico; P. A. 
Anderson, LCDR, USN, Project Officer. 
Two A4D-l airplanes were used by Project 5.2 in 
order to: (1) measure the structural response of the 
A4D-1 aircraft when subjected to the effects of high- 
yield nuclear detonations; (2) measure the effects 
input; and (3) correlate the response and input data 
obtained by this project with the data obtained from 
the A4D-1 partiCipation in Operation Plumbbob to 
define and verify the high-yield (megaton-range) wea- 
pon delivery capability of this aircraft. 
With dual airplane partiCipation, the general pro- 
cedure was to place one airplane at as Iowan altitude 
as possible (to a minimum of 3,000 feet) and the other 
airplane at a higher altitude. The aircraft were po- 
sitioned to obtain the desired predicted inputs and, 
where possible, mission speed, test altitude, and 
paint color of critical surfaces were varied in order 
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to obtain as high a response level as possible at both 
the times of detonation and of shock arrival. Posi': 
tioning was accomplished by the use of a modified M-33 
gun-tracking radar. Each airplane had separate radar 
control. In all cases, the airplanes were in straight- 
and-level flight with the tail toward the detonation at 
both time zero and time of shock arrival. Instrumen- 
tation was installed to obtain the overpressure and 
thermal inputs and the aircraft response to these inputs. 
Project 5.2 participated during eight shots. With 
dual aircraft participation for each shot, this gave 
sixteen successful test participations. The altitudes 
were all comparatively low, ranging from 3,000 to 
11,000 feet. Aircraft orientation angles to the detona- 
tion ranged from 8.7 to 84.9 degrees at time zero and 
4.9 to 60.3 degrees at time of shock arrival. The over- 
pressures measured ranged from 0.333 to 2.69 psi. 
During the course of the tests, the aircraft exper- 
ienced the following maximum inputs and responses: 
overpressure, 2.69 psi; temperature rise, 229 F; 
maximum temperature, 297 F; maximum wing-bending 
moment, 1,190,000 in-Ib; percent allowable wing- 
bending moment, 54; and incremental load factor at 
the center of gravity, 3.71. 
From the participation of Project 5.2, the following 
can be concluded: (1) The data obtained from Opera- 
tions Hardtack and Plumbbob, when combined with the 
aircraft-performance characteristics, will permit a 
definition of the delivery capability of the A4D airplane. 
(2) The correction applied to the thermal radiation 
calculation for orientation to the fireball of a surface 
burst may be nonconservative. (3) In resolving the 
direct radiant exposure to its vertical component, the 
actual orientation angle gave good correlation with 
the measured results. (4) The scattered radiation 
phenomena will require further study. (5) The methods 
of calculating free-stream overpressure gave good' 
correlation with the measured results if a conservative 
factor of 10 percent was applied to the basic curve. 
(6) The methods for calculating the time of shock ar- 
rival gave excellent correlation with the measured 
values. (7) The theory developed to predict the air- 
craft structural response gave good correlation with 
the measured results. (8) Satisfactory wing chordwise- 
pressure-distribution data were obtained. The data are 
sufficient that, from a careful analysis, the separate 
effects of overpressure propagation and gust velocity 
approaching from the trailing edge can be obtained. 
(9) The method of obtaining the heat-transfer coefficient 
by means of the boundary-layer shear-stress probes ap- 
pears promising. 


Project 5.3 "In-Flight Structural Response of FJ-4 
Aircraft to Nuclear Detonations" (ITR-1636), U.S. 
Naval Air Special Weapons Facility, Kirtland Air Force 
- 


Base, Albuquerque, New Mexico; M.A. Esmiol, Jr., 
LCDR, USN, Project Officer. 
The objectives of Project 5.3 were to: (1) measure 
the effects input and structural response of the F J-4 
aircraft when subjected in flight to the effects of high- 
yield nuclear detonations; (2) correlate the data ob- 
tained with that data obtained from the FJ -4 participa- 
tion during Operation Plumbbob; and (3) define and 
verify the Class D delivery capability of this aircraft. 
Radiant exposure, nuclear radiation, and overpres- 
sure were the phenomena limiting the proximity of the 
test aircraft to the detonations. Positioning an aircraft 
for· the collection of data was accomplished by the use 
of a race-track flight pattern with the final leg travers- 
ing surface zero so that the aircraft was tail-on or 
directly over the detonation point at time of shock 
arrival. The primary positioning equipment was the 
same as that used during Operation Plumbbob, modi- 
fied M-33 gun-tracking radars on the ground with 
X-band radar beacons in the aircraft to insure positive 
lock-on. 
A variety of instrumentation, including calorimeters, 
radiometers, strain gages, pressure transducers, 
thermocouples, film badges, and oscillographs, was 
used to measure and record the inputs and responses. 
Each of two aircraft participated in eight surface 
shots with yields ranging from 14.6 let to 1.5 Mt. 
Maximum weapon effects and responses measured 
were: 37.0 cal/cm2 measured normal radiant exposure, 
50.6 cal/cm2 measured direct radiant exposure, 2.50 
psi overpressure measured on the aircraft fuselage, 
and 64.7 percent of limit allowable stress at the crit- 
ical wing station. Test conditions varied from 4,000 
to 16,000 feet in altitude and from 9,100 to 24,000 feet 
in· slant range' at time zero. Elevation angles of the 
aircraft at shock arrival varied from 6 to 88 degrees. 
The only damage sustained during the tests was non- 


" i structural, conSisting of scorching of paint and mis- 
cellaneous seals during Shot Walnut. 
The following are considered to be the most signif- 
icant of the conclusions made from preliminary analy- 
sis of the test data: (1) Effect inputs and structural 
responses were measured on the FJ-4 aircraft when 
subjected in flight to yields up to 1.5 Mt. 
(2) Al- 
though correlation of the data obtained from Hardtack 
with that previously obtained during Plumbbob must 
await more complete analysis and review, no major 
difficulties are antiCipated. Extension of thermal and 
overpressure limitations were possible during Hard- 
tack, due to Plumbbob experience and analysis, and 
an improved structural dynamic response analysis 
was developed and utilized, which was based upon the 
Plumbbob results. These factors tend to prove the 
compatibility of the respective data. (3) In conjunction 
with the data obtained from Plumbbob, blast, thermal, 
and structural response data have been obtained over 


a sufficiently wide range of yields and incidence angles 
to permit subsequent definition of the Class D delivery 
capability of FJ-4 model aircraft. (4) All of the methods 
for predicting maximum temperature rise of the aircraft 
structure using measured radiant exposure gave good 
correlation with the measured maximum temperature 
rises. However, the methods for predicting radiant 
exposure are conservative. (5) The theoretical dynamic 
response analysis has been verified within the range of 
the test conditions by the accurate prediction of the most 
critical stress level within the airframes on sixteen test 
flights. (6) The correlations obtained justify the use of 
the present thermal and dynamic response prediction 
methods in future delivery-capability studies of similar 
aircraft. 


PROGRAM 6: 
TESTS OF SERVICE EQUIPMENT 
AND MATERIALS 


Project 6.3 "Effects of Nuclear Radiation on 
Electronic Fuze Components and Materials (U)" 
(ITR-1637), Diamond Ordnance Fuze Laboratories, 
Washington, D. C.; Edward E. Conrad, Project Officer. 
The objectives of this experiment were to: (1) 
expose electronic component parts and materials used 
in ordnance electronic-fuze Circuitry to the same 
radiation environment that will be experienced by the 
various fuzes when they are tactically operated or 
stored in the vicinity of a nuclear detonation; (2) per- 
form measurements on these component parts and 
materials before, during, and after a detonation; and 
(3) evaluate the behavior of an operating captive typi- 
cal guided-missile (Corporal) fuze system when ex- 
posed to the same radiation environment as the indivi- 
dual electronic component parts. 
Transistors, electron tubes, solid-state diodes, 
resistors, capacitors, and an epoxy encapsulating 
resin were exposed to neutron doses ranging from 
1012 to 4x 1014 neutrons/cm2 and gamma doses ranging 
from 104 r to greater than 105 r. 
It was found that some transistor parameters under- 
went transient changes greater than 84 times their 
initial value without ensuing permanent damage. 
Vacuum tubes exhibited changes in plate current 
of up to 120 percent for periods of 200 p.sec after a 
detonation. Gas diodes, when biased as much as 70 
percent of their firing voltage, reliably fired at dis- 
tances up to 4,500 feet from ground zero in a detona- 
tion of 20 kt. 
\. 


The reverse resistance of a silicon-alloy-junction 
diode fell to less than a tenth of its normal value. 
Resistors exhibited decreases in resistance which 
ranged from 10 to greater than 20 percent for periods 
of 1 msec. 
All capacitors tested showed increases in capaci- 
tance and dissipation factor which ranged from zero 
to 13 percent for periods of 10 msec. 
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The Corporal fuze system exhibited transient 
disturbances that indicate a strong possibility of 
firing when it was exposed to a neutron dose as low 
as 1012 neutrons/cm2 and a gamma dose as low as 
104 r. This occurred at a distance of 2,000 feet from 
a detonation of approximately 20 kt. 


Project 6.4 "\Vave Form of Electromagnetic Pulse 


from Nuclear Detonations" (ITR-1638), U.S. Army 
Signal Research and Development Laboratory, Fort 
l\lonmouth, New Jersey; F. Lavicka, Project Officer. 
The objective was to obtain and analyze the wave 
form of the electromagnetic pulse resulting from nu- 
clear detonations. Broad-band measurements were 
made over the frequency range from 0 to 10 Mc. Two 
sites were used: Kusaie, 460 miles from Bikini and 
420 from Eniwetok; and Wotho, 100 miles from Bikini 
and 240 from Eniwetok. 
The measurements were not designed to be 
radically new. Although improvements in equipment 
were incorporated wherever possible, the primary 
concern of this project was to increase the cataloging 
of electromagnetic-pulse wave forms. The additional 
signature information is expected to be useful in the 
Pin Point system. 


~Ieasurements were made during Shots Yucca, 


Cactus, Fir, Butternut, Koa, Holly, and Nutmeg. 
Signals were picked up by short whip-type antennas 
and fed via cathode followers and delav lines to hi""h- 
frequency oscilloscopes. Photograph~ were take nO at 
five s\veep time bases: 0.2, 0.25, 1, 2, and 10 lJ,Sec/cm. 


The shot characteri 


The data is in good agreement with that obtained during 
Operation Redwing. 


Project 6.5 "Radar Determination of Fireball Phe- 
nomena" (lTR-1639), U. S. Army Signal Research and 
Development Laboratory, Fort Monmouth, New Jersey; 
E. Baker and T. Viars, Project Officers. 
The objectives of this project were to: (1) determine 
whether radar echoes can be received from the fireball 
produced by nuclear detonations; (2) investigate the na- 
ture of these echoes, if received; and (3) determine the 
feasibility of determining ground zero, height of burst, 
and yield, by using ground radar. 
Radar observations of nuclear burst had been made 
during a number of earlier tests; however, information 
on detection of radar echoes from the fireball itself was 
lacking. 
Operations were conducted on Eniwetok and Rongelap 
Atolls and on U. S. ~avy destroyers located at known 
distances from Johnston Island. 


Radar Sets AJ:\/MPG-l and SCR-584 were used at 
Eniwetok and Rongelap and Radar Set SRb on the Navy 
destroyers. The B-scope presentations of the 
AN/MPG-l were photographed by motion-picture 
cameras. PPI and A-scope presentations of the 
SCR-584 were photographed by means of Automax 
Camera Model GIR and Dumont Type 321 strip camera, 
respectively. The SRb scope presentations were photo- 
graphed using a Fairchild Model 015 camera with a 
specially-designed mount. 


Datu was obtained for Shots Butternut, Koa, Wahoo 


and Teak. Radar signals were obtained from the sur- 
face and underwater shots, beginning shortly after time 
zero, and were still visible as late as H+ 5 minutes. It 
appears that these returns were caused by water vapor, 
interaction of the shock front with tht:: surface, and the 
water wave, rather than by the fireball. However, the 
radar returns received from Shot Teak were of short 
duration and did not appear until about H + 1 minute 
which indicates initial absorption, followed by refl~c­ 
tion from the region of high-electron density caused 
by the fireball. 
Although there are problems relative to the use of 
ground radar for determining the location and yield of 
nuclear bursts, the data obtained from the low-altitude 
shots of Operation Hardtack indicate that this objective 
is feasible. Due to the inability of this project to par- 
ticipate fully with the SRb radar in the Johnston Island 
high-altitude tests, it appears that insufficient data 
was obtained to completely satisfy the objectives of 
radar detection and examination of a fireball produced 
by a nuclear burst. 


Project 6.6 "X-Band Radar Determination of 
Nuclear-Cloud Parameters" (ITR-1640), U. S." Army 
Signal Research and Development Laboratory, Fort 
Monmouth, New Jersey; C. W. Bastian, Project'Officer. 


The objective of Project 6.6 was to make obse~vatioM 


with Radar Set AN/CPS-9 in order to determine what 
parameters of an atomic detonation are detectable with 
X-band radar. Previous radar observations of atomic 
clouds had been made during Operations Greenhouse, 
Redwing and Plumbbob. 
Equipment was located at Eniwetok, Rongelap, and 
Kwajalein; the console was mounted in a V-51 van with 
a small photographic darkroom; and a second V-51 van 
was used as the communications, repair shop, and lo- 
gistics van. The Eniwetok radar was used in the exist- 
ing fixed-station eqUipment of the Air Weather Service. 
The AN/CPS-9's were modified to give range height 
indicato,r (RHI) scales of 150,000 and 300,000 feet, in 
addition to the normal 50,OOO-foot height, and also to 


al~ow surveillance to ranges of approximately 400 miles. 
The data was reduced with the aid of a microfilm 
viewer, and enlarged prints of the film recordings. 


A surface burst of a megaton device was observed 
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at a maximum range of 200 miles with the AN/CPS-9. 
The rate of rise, rate of growth, maximum height, " 
maximum diameter, and range and azimuth were de- 
tected with X-band radar of shots of different yields at 
different ranges. A number of comparisons were made, 
and the results presented in the forms of graphs and 
photographs. 
Three observations were made of high-altitude shots. 


"No radar returns were received by any of the AN/cPS-9 
stations at detonation time or thereafter, except in the 
case of Shot Orange. The echo observed at the Johnston 
site at the detonation time of Shot Orange was attributed 
to the appearance of the Redstone missile in the beam of 
the antenna, prior to detonation time. 


Project 6.7 "Naval Mine Field Clearance by Under- 
water Bursts" (ITR-1641), U. S. Naval Ordnance 
Laboratory, White Oak, Silver Spring, Maryland; 
G.1\1. Davidson, Project Officer. 


A field of 120 naval mines, consisting of Marks 


25-2, 39-0, 50-0, 52-I, 52-2, 52-3, and 52-6, was 
laid due north of surface zero for Shot Umbrella in 
order to study the feasibility of clearinu"a mine field 


, with shallow-water kiloton-range nucle~r bursts. The 
mines were planted at distances from surface zero 
ranging from 1,400 feet to 8,100 feet. The operation 
of 23 of the mines, planted at distances greater than 
those at which damage was expected, were monitored 
during the shot by means of a system of internal re- 
corders designed to begin recording when the mines 
were armed and to continue recording until the mines 
were recovered. The depth of water at the mine field 
varied between 120 and 150 feet. The results of the 
test indicate that 100 percent clearance of mines may 
be expected at distances of less than 1,600 feet from 
ground zero for weapons comparable in yield to the 
Umbrella device. At distances between 1,600 feet and 
.2,000 feet, 67 percent of mines Mark 25-2 suffered 
component damage sufficient to render the mines 
inoperative. At distances between 2,000 and 2,800 
feet, 43 percent of mines Mark 25-2 suffered compo- 
nent damage sufficient to render the mines inoperative. 
The probability of clearing mines by actuations pro- 
duced by kiloton-range nuclear detonations at distances 
greater than those at which damage occurs was found to 
be extremely low for all mine types. 


Project 6.8 "Feasibility of Wide-Area Clearance 
of Naval Influence Mines by Nuclear Weapons" 
(ITR-1642), U.S. Navy Mine Defense Laboratory, 
Panama City, Florida; R. E. Lee, LCDR, USN, Proj- 
ect Office r" 
"Ieasurements of mine-actuating influences (pres- 
sure, magnetiC, and acoustic) generated by Shot 
Umbrella were recorded to obtain information on the 
feasibility of using nuclear weapons for wide-area 
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mine clearance by influence mean::;. 
In::;trumented 


mines, Mark 25 Mod 0, 25 Mod 2, 36 Mod 2, and 
50 Mod 0, were monitored to deter'mine the effect of 
the influences generated on the mine mechanisms. 
Influence and mine-reaction data were obtained at 
each of three platforms located in Eniwet,)k La"oon 
Mine-reaction data was obtained from Shots W;hoo' 
Yellowwood, Tobacco, Sycamore, and Umbrella. 
' 


Preliminary yields of the shots varied from 10 kt to 
343 kt. Ranges from surface zero varied from 8,290 


This report is based primarily on go-no-go data. 
Before the full significance of the data with respect 
to mine countermeasures can be realized, the influence 
measurements, together with the mine-reaction data 
obtained, will require additional reduction and analysis. 
A thorough reduction and analysis of the influence data 
obtained is planned for the final report. 


Project 6.9 .. Effects of Nuclear Detonations on the 
Ionosphere" (ITR-1643), U. S. Army Signal Research 
and Development Laboratory, Fort Monmouth, New 
Jersey; B. D. Jones, liLt, USA, Project Officer. 
The original objectives of this experiment were to 
determine the effects of very-high-altitude, large- 
yield nuclear detonations on the ionosphere and on 
signals propagated via the ionospgere. However, the 
location of the shots (Teak and Orange) was so changed 
that it was not possible to obtain suitable project sites. 
Therefore, the original objectives no longer applied, 
and the experiment became an attempt to increase the 
store of knowledge about ionospheric effects of large- 
yield ground-level detonations (using the sites that 
had already been instrumented for Shots Teak and 
Orange). 
To accomplish the original objectives, two iono- 
sphere recorders had been installed, one at Kusaie 
and one at Wake (1,600 km apart), so located that the 
great-circle path between them lay nearly along a 
meridian and with a midpoint about 100 km northwest 
of Bikini Atoll. Attempts to operate the two recorders 


synchronized for oblique-incidence-propagation data 
proved unsuccessful, due to malfunctioning of the syn- 
chronizers. Ionospheric observations were then made 


at vertical incidence only. However, no useful data 
was obtained at Wake, due to failure of three genera- 
tors. Recordings of vertical data were made as the 
frequency was swept through the range from 1 to 25 
Mc each 15 seconds. 


At Kusaie, to the south of the deton:J.tions, effects 
were observed for Shots Fir and Koa that were very 
similar to those obtained during Ope ration Redwing at 
the same site. The average velocity from shot time 
until the arrival of the first disturbance overhead was 
again found to be 20 km/min. A second disturbance, 
with an indic:J.ted velocity of about 13 km/min, also 
was observed again. 


Project 6.10 "Ionization Produced by Very-High- 
Altitude Bursts (U)" (ITR -1644), Geophysics Research 
Directorate, Air Force Cambridge Research Center, 
Air Research and Development Command, L:J.urence G. 
Hanscc :l Field, Bedford, 1Iassachusetts; George J. 
Gassmann, Project Officer. 
The objective of Project 6.10 was to investigate the 
ionization and associated effects of nuclear detonations 
at high altitude. The project participated in Shots Teak 
(3.8 Mt at 250,000 feet) and Orange (3.8 Mt at 141,000 
feet). 
Two ionospheric recorders were used, one (Type 
C -4) on Sand Island and the othe r (Type C -3) aboard 
a C-97 aircraft. Also on the aircraft was m:J.gnetom- 
ctcr (sensitivity:: lOy) and an all-sky camer:J. with 
a field of view of 165 degrees. Radio receivers tuned 
to 9, 15, and 20 Mc frequencies were used, both on 
the aircraft and Sand Island to monitor field strengths 
of sio ___ ls sent from Oahu. 
On Oahu, receivers recorded field strengths of 
s from Kwajalein Christmas Island, and Guam. 


The all-sky camera recorded visual phenomena on 
both shots. On Shot Teak, it showed an expanding 
luminescent reddish sphere which passed over the air- 
craft, 110 miles from ground zero, about one minute 
after the shot. The air-borne magnetometer did not 
record either long- or short-term variation of the • 
earth's geomagnetic field on either Shot Teak or Shot 
Orange. 


Project 6.11 ., Effects of Very-High-Altitude Bursts 
on Radio-Wave Reflection and Attenuation (1iIt.)" 
(ITR-1645). Stanford Research Institute, Menlo Park, 
California; L. T. Dolphin, Project Officer. 


The objective of this pl"Oject was to me:J.sure the ab- 


sOl'ption and induced-ionization effects of high-altitude 
nuclear detonations with an aim to resolving the antic- 
ip:J.ted problems of high-power ICBM detection radars. 


Five special radars encompassing the frequency 
r::mge from approximately 10 to 1,000 :'lc (in five dis- 
crete frequencies) were constructed, installed, and 
tested in the 125-foot M/V Acania. Arrangements were 
made for simultaneous operation with as much flexi- 
bility as possible. Each of the two lowest frequencies 
employed steerable Yagi antennas and the upper three 
frequencies were operated simultaneously in a steer- 
able :30-foot-diameter parabolic reflector. 


Riometers were operated at three locations: 


Joimston Island, Wheeler Air Force Base, Oahu, 
Territory of Hawaii, and French Frigate Shoals. 
These devices essentially provided a constant meas- 
ure of the integrated cosmic noise from overhead. 
Since the cosmic noise pattern is constant from one 
day to the next, it is possible to detect absorption to 
an accur:J.cy of better than :: 1 db, by noting depressions 
in the record. Three frequencies are generally used at 
each site (30, 60 and 120 Mc) to enable absorption to be 
measured over a wide range. 


A number of lesser experiments were included: 
(1) monitoring of Explorer IV satellite for telemetered 
GM tube and scintillation-counter counts and, (2) opera- 
tion of K-band and X-band radiometers pOinted at shot- 
zero (by EG&G). All of this equipment was operated 
at EPG prior to Shots Teak and Orange. 


No echoes or serious perturbations were observed 
from Shot Yucca at EPG with the Acania located at 
Wotho Atoll, although marked absorption was obtained 
with a riometer located at Eniwetok. 
Echoes from the riSing cloud and the resulting 
aurora were observed during Shot Teak. SeriOUlt ab- 
sorption was observed at Johnston Island for hours~· 
after the shot, and lesser absorption was observed at 
French Frigate Shoals, and Wheeler Air Force Base, 
Territory of Hawaii. 
Shot Orange gave numerous echoes long after the 
shot, although the effects appeared to be less than 
those of Shot Teak. Absorption shown by the riometers 
at Johnston Island lasted several hours. 
Excellent satellite recordings were made, but analy- 


sis of the recordings has not been completed. 


A burst of noise was observable from the above- 


shots, and from many surface shots at EPG by the 
K- and X-band radiometers. 


IncreaSing the altitude of the shot appeared to 
radically increase the ionization and absorption effects 
observable in the 10-to-l,000 Mc region. Shot Teak, 
(and to a lesser extent, Shot Orange) strikingly re- 
sembled a man-made auroral display, observable both 
visually and with radio equipment, not unlike the natu ral 
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aurora which has been studied by the same techniques 
in Alaska. 


When altitudes such as those of Shot Teak are 
reached, considerable high-frequency communication 
blackout occurs. Furthermore, absorption, on the 
order of minutes, occurs near the shot at even ultra- 
hi6h-frequencies. Clutter from shot-caused aurora 
would also be of concern to a radar operating in the 
. vicinity. 


Project 6.12 "Effects of Very-High-Altitude Bursts 
on Pulsed Electromagnetic Transmissions (U)" 
(ITR -1646), U. S. Army Signal Research and Develop- 
ment Laboratory, Fort Monmouth, New Jersey; S. E. 
Bania, Project Officer. 
The objective of Project 6.12 was to investigate the 
extent and nature of the attenuation 'of radio frequency 
transmissions through the ionized region produced by 
a high-altitude nuclear detonation. 
Radio-frequency transmissions through the ionized 
region were accomplished by placing transmittera 
above burst altitude with Nike Cajun rockets and re- 
ceiving the emissions at ground stations. Four re- 
ceiver stations were equipped to record transmissions 
through the Teak and Orange fireballs; one on Johnston 
Island; one on each of two ships located on an azimuth 
of 020 degrees True, at distances of the order of 75 
and 150 naut mi; and one near the summit of Mt Halea- 


kaI~, ~Iaui, T. H., approximately 715 naut mi from 
Johnston Island. 
The rocket-launcher site at Johnston Island was 
capable of firing six Nike-Cajun sounding rockets, 
each of which contained L and S band-pulse-carrier- 
radio transmitters. The launchings were controlled 
from the Johnston Island receiving station. 
Each receiver station contained L- and S-band 


receiving equipment and recording equipment. The 
Johnston Island and Maui stations were equipped to 
record the received signals on strip paper, film, and 
magnetic tapes. The two ship stations recorded sig- 
nals only on paper and magnetic tape. 
For Shot Teak, two rockets were fired. The first 
rocket was to be at apogee at burst time. However, 
its transmitter failed, prior to burst. Since the second 
rocket was not fired until after burst, data was not ob- 
tained at burst time. Signal records were obtained at 
Johnston Island, Maui, and on one ship. The Johnston 
Island record began 55 seconds after burst, and lasted 
about 3.5 minutes. It showed definite changes in trans- 
mission, when compared with similar recordings taken 
during rehearsal rocket firings. 


Six rockets were launched during Shot Orange. The 
first rocket was apprOXimately at apogee at burst time. 
One minute after burst, the second rocket was launched: 
The remaining rockets were fired singly at intervals of 
several minutes. Data was recorded at all sites through- 


out the entire period of transmission. Preliminary re- 
view of the records obtained from the ship stations 
showed that signal attenuation occurred as the rocket 
entered the ionized region near the burst. The Johnston 
Island recordings showed violent changes'in signal, al- 
though the signal was not completely lost. The Maui 
station recorded small groups of amplitude-signal bursts 
during the Nike-Cajun launchings. 
It is concluded that Signals are attenuated, although 
not to the extent that prior theoretical calculations pre- 
dicted. More definite conclusions cannot be drawn be- 
fore the data is thoroughly reduced. 


Project 6.13 "Effects of Very-High-Altitude Bursts 
on Air-Borne Radar .)" (ITR-1659), Lincoln Labora- 
tory, Massachusetts Institute of Technology, Lexington, 
Massachusetts; V. L. Lynn, Project Officer. 
The high-altitude, high-yield detonations, Shots 


Teak and Orange, were observed using two UHF, air- 
borne radars. In addition, the aircraft were instru- 
mented for rocket-borne beacon reception and noise 
observations. The radar of lower frequency (425 Mc) 
detected strong returns from both bursts for a period 
slightly under an hour. The other radar (675 Mc) re- 
ceived returns from both shots, but substantially 
weaker and of shorter duration. Stronger returns 
were received from the lower-altitude shot (Orange) 
at both frequencies. In each case, the development of 
the returns on the PPI scopes indicated three separate 
periods. Little or no return was observed for a period 
of the order of a minute. Thereafter, the return built 
rapidly to strong signals over a wide area that took an 
oval shape oriented in the north-south direction. This 
period lasted for several minutes. The final period 
was characterized by breaking and fading of the return, 
and sporadic, weak or medium returns from an area 
oriented along an east-west line somewhat to the north 
of the actual burst point. 
A missile-borne beacon of Project 32.3 was received 
on 222 to 224 Mc, and a blackout effect for a few tens of 
seconds was observed on each shot. No noise effects 
were observed at the higher frequencies, but minor 
changes were noted at lower frequencies. 


Project 6.14 "Proof Test of AN/TVS-l (XE-3) 
Flash-Ranging Equipment" (ITR-1661), U. S. Army 
Signal Research and Development Laboratory, Fort 
Monmouth, New Jersey; G. D. Scarborough, Maj, USA, 
Project Officer. 
This project participated in Shots Mora, Quay, Lea, 
Hamilton, Dona Ana, Rio Arriba, Wrangell and Socorro 
of the NTS phase of Operation Hardtack. The objective 
was to evaluate the Peerless flash-ranging set, prior 
to its acceptance by USASRDL. Consistent, reliable 
operation was obtained at 18 miles from burst. This 
distance was the maximum line of sight range that was 
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available for a suitable observation point. Two types 
of automatic shutter-activators (components' of 
AN/TVS-1) were tested with equally good results. 
Camera settings of f:32 at 1/200 second were used 
exclusively, and a selected neutral density filter was 
employed for best image definition. Specific recom- 
mendations as to best filter usage for various ranges 
and yields can be made following further data analyses 
and will be included in the WT report. 


Project 6.15 "Electromagnetic Pulse Measurements 
of Low-Yield Bursts" (ITR-1662), U.S. Army Signal 
Research and Development Laboratory, Fort Monmouth, 
New Jersey; G. Cantor, Project Officer. 
This project participated in Shots Valencia; Mora, 
Tamalpais, Quay, Lea, Hamilton, Logan, Dona'Ana, 
Rio Arriba, Socorro, Wrangell, and five one-point 
safety test shots. 
Data was collected to verify a method for estimat- 
ing yields and to analyze the wave form of the electro- 
magnetic pulse radiated from a nuclear detonation. A 
component of the detonation locator central AN/GSS-5 
(XE-l) was also evaluated. Measurements were made 
over a frequency band of 0 to 10 Mc at a range of about 
100 miles. 
In each of the three systems employed in this 
operation, the method of detection consisted of a 
probe antenna located on the roof of the instrument 
trailer. The roof was used as the ground plane and 
was physically grounded to the earth. The probe was 
coupled to oscilloscope inputs through an impedance- 
matching device, a cathode follower receiver. The 
output of the cathode follower was fed through a delay 
line to oscilloscopes. A photographic record was 
made of the data presented in the oscillograms. 
The only data recorded was obtained from three 
aboveground, kiloton-range nuclear detonations. The 
opportunity to observe electromagnetic pulses from 
very-low-yield and underground shots was lost because 
of thyraton-emitted pulses and a high ambient noise 
level. Located in an area adjacent to electrical power 
transmission lines, the average noise level, a combina- 
tion of sferics and man-made sources, was higher than 
encountered in previous tests. This limited the usable 
trigger level to about 0.1 v /m. 
The equipment used proved to be adequate for the 
recording of known shot-time detonations in the kiloton 
range. 


PROGRAM 8: 
THERMAL RADIATION 
AND EFFECTS 


Project 8.1 "Effects on Materials of Thermal 
Radiation from Nucleal' Detonations" (ITR-1647), 
Naval Material Laboratory, New York Naval Shipyard, 
Brooklyn 1, New York; W. L. Derksen, Project Officer. 
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The objective of Project 8.1 was to determine the 
radiant exposure, in calories per square centimeter, 
at each of Project 4.1's stations during Shots Teak 
and Orange. In addition to this information, Project 
8.1 obtained some information on the variation of 
irradiance with time during the shot, and on the proba- 
bility of burns of human skin at the Johnston Island 
station. 
The instruments used for the radiant exposu re meas- 
urements were flat copper calorimeters of a type used 
successfully in a number of previous weapon tests by 
Project 8.1 personnel and others. For the time- 
variation of irradiance, photocells with maximum 
spectral response at 0.8 micron were used. Skin- 
simulant assemblies developed by the Naval Material 
Laboratory were used for determining the probability 
of human skin burns at the Johnston Island station. 


Only the radiant-exposure measurements have been 
reduced for the ITR. The reduction of the remainder 
of the measurements will be left for the WT report, 
because of the necessity of further laboratory meas- 
urements. The WT will also include a study of the 
attenuation and scatter of the thermal radiation by the 
atmosphere. 
During Shot Teak, all of the stations except the USS 


Hitchiti had a clear line of sight to the fireball. The 
\. 


results for each station were as follows: Johnston 
Island,. 1.2 cal/cm2; USS DeHaven, 0.27 cal/cm2; USS 
Cogswell, 0.066 cal/cm2 ; USS Hitchiti, 0.0007 cal/cm2 ; 
and C-97 aircraft, 0.015 cal/cm2• 


During Shot Orange, only stations USS Epperson 
and C-97 had a clear line of sight. The results for each 
station were:USS Boxer, 0.07 cal/cm2 ; USS Epperson, 
0.075 cal/cm2; USS DeHaven, 0.007 cal/cm2 ; and C-97 
aircraft, 0.0035 cal/cm2• 


Project 8.2 "Thermal Radiation from very-'iHgh- 
Altitude Bursts t'io)" (ITR-1648-1), Ail' Force Cam- 
bridge Research Center, Laurence G. Hanscom Field, 
Bedford, Massachusetts; R. M. Brubaker, Maj, USAF, 
Project Officer. 
The objective was to measure, analyze, and report 
on thermal radiation resulting from the detonation of 
a nuclear device at a very-high altitude. Measurements 
were made during Shot Yucca, a balloon-borne device 
detonated at 85,250 feet. 
To measure thermal radiation as a function of time, 
wave length, and distance, two RB-36 aircraft and 
three canisters were instrumented with spectroscopic 
thermal-radiation detectors. 
Each of the aircraft carried spectrally flat thermal- 
radiation detectors covering the range from 2,000 to 


10,000 A in four bands, a bolometer to measure'the 
total thermal radiation, gun-sight-aiming-point (GSAP) 
cameras with spectroscopiC nosepieces, and a Traid ' 
camera with a spectroscopiC nosepiece. The data were 


recorded on fourteen-channel magnetic-tape recording 
systems. 
The three canisters were spaced at predetermined 
intervals on the instrument dragline of the balloon. 
Each canister was instrumented with spectroscopic 
thermal-radiation detectors similar to those in the 
aircraft and, in addition, carried a radiometer to 
measure total thermal radiation. A six-channel 
magnetic-tape recording-and-playback system was 
employed in each canister to store the data for delayed 
transmission by a very-high-frequency (VHF) trans- 
mitter to a ship-based frequency'modulation (FM) 
telemetry receiving station. 
A complete set of data was obtained from the air- 
craft instrumentation from which the irradiances and 
times of maxima and minima have been computed for 
each wave-length range and for total thermal radiation. 
Total energy at the aircraft was approximately 50 
mwatt-sec/cm2 with about eight percent of this being 
emitted before minimum. A power surge disabled the 
ship-based command transmitter, which was required 
to initiate the canister recorder and playback systems; 
therefore, no data were received from this instrumen- 
tation. A VHF ionization blackout, beginning at zero 
time and lasting approximately 4 seconds at the nearest 
canister, prevented any direct transmission of thermal- 
radiation data. 


Project 8.2 (Supplement) "Thermal Radiation from 
Very-High-Altitude Bursts ~)" (ITR-1648-2), Air 
Force Cambridge Research Center, Laurence G. 
Hanscom Field, Bedford, Massachusetts; R. M. 
Brubaker, Maj, USAF, Project Officer. 
The objective was to measure and analyze thermal- 
radiation phenomena resulting from the detonation of 
thermonuclear devices at very-high altitudes. Meas- 
urements were made during Shots Teak and Orange, 
both missile-borne nuclear warheads. Teak was 
detonated at 250,000 feet, and Orange was detonated 
at 141,000 feet. 
To measure the thermal radiation as a function of 
time, wave length, and distance, the same two RB-36 
aircraft used earlier during Shot Yucca were used as 
instrument platforms. Each aircraft carried spectrally- 
flat thermal-radiation detectors covering the range of 
2,000 to 10,000 A in four bands, a bolometer to meas- 
ure the total thermal irradiance, gun-sight-aiming- 
point cameras with spectroscopic nosepieces, and a 
Traid camera with spectroscopic nosepieces. The data 
were recorded on dual fourteen-channel tape recording 
systems. 
A complete set of data was obtained for each shot, 
from which an irradiance-versus-time analog record 
was made and the peak values computed. The thermal 
pulses of the two shots differed, in that Teak had only 
one principal maximum, while Orange showed some of 


the characteristics of lower-altitude shots-an indica- 
tion of a minimum followed by a second pulse of con- 
siderable magnitude. The first prinCipal maximum 
occurred at approximately one-half millisecond on 
each shot, having a value of about 160 w/cm2 for Teak 
and 12 w/cm2 for Orange. 


Project 8.3 "Growth of Fireball Radii at Very-High 
Altitudes ~)" (ITR-1649-1), Edgerton, Germeshausen 
and Grier, Boston, Massachusetts; Lewis FusseIr, 
Project Officer. 
The purpose of Project 8.3 was to determine, by 
photographic means, the modes by which energy is 
propagated and dissipated from nuclear explosions at 
very-high altitudes. A corollary objective was to 
document all visible aspects of the detonations for 
later analysis of any unforseen phenomena. 
The project analyzed the films from Shot Yucca, 
a very-high-altitude burst, detonated on 28 April 1958 
at 1440 hours, 00.256 ± 2 msec. Records from five 
70-mm streak cameras and two 35-mm Fastax cameras, 
which photographed the burst from two RB-36 aircraft, 
were analyzed to obtain a plot of diameter versus time 
for the fireball growth. A fireball diameter of about 
40 meters was attained initially, becoming 136 meters 
by the time of the normal (third) minimum, and 260 
meters by 20 msec. 
Three light maxima were observed at approximately 
0.1, 0.5, and 3.0 msec. A microdensitometer trace of 
one streak record revealed preliminary information 
concerning variations in brightness and temperature 
over the first 20 msec. 
No attempt was made to calculate a yield, because 
of the uncertainties in scaling for high-altitude bursts. 


Project 8.3 (Supplement) "Growth of Fireball Radii 
at Very-High Altitudes" (ITR-1649-2), Edgerton, 
Germeshausen and Grier, Boston, Massachusetts; 
Lewis Fussell, Project Officer. 
The phenomena visible during the early stages of 


Shots Teak and Orange were photographed, and fireball 
diameter as a function of time was obtained from meas- 
urements of the photographic records. Yield was not 
calculated for either shot because of uncertainties in 
scaling for very-high-altitude bursts. 
The diameter-time data, as recorded on Shots Teak 
and Orange, provide further information for an analysis 
of energy partition and propagation accompanying the 
detonation of nuclear weapons at high altitudes. Addi- 
tional data from these films, including light intensity 
as a function of time and auroral phenomenology, will 
be analyzed for the final, WT, report. 


Project 8.4 "Early-Time Spectra of a Very-High 
Altitude Nuclear Detonation ~" (ITR-1650-1), U. S. 
Naval Radiological Defense Laboratory, San FranCisco, 


446 


-~ 


California; Edward C. Y. Inn, Project Officer. 
Time-resolved bomb-light spectra at early times 
were photographed for a nuclear detonation at an alti- 
tude of about 90,000 feet (VHA). The 1.7-kt weapon 
was balloon-borne to altitude, and the spectra were 
photographed from two RB-36 aircraft cruising at an 
altitude of about 40,000 feet and a horizontal range of 
12 naut mi. Each aircraft was equipped with a high- 
speed streak spectrograph. The time resolution of 
one of the modified quartz-prism spectrographs was 
adjusted to be about 50 JlSec, the other to about 225 
JlSec. Two unusual features of the first pulse were 
noted, namely, the first pulse consisting of two maxima 
prior to the minimum and the presence of discrete ab- 
sorption during the first 100 Ilsec, extending from the 
ultraviolet cutoff at 3,000 A into the infrared. 


Project 8.4 (Supplement) "Early-Time Spectra of 
a Very-High-Altitude Nuclear Detonation ." 
(ITR-1650-2), U.S. Naval Radiological D~~nse Labo- 
ratory, San Francisco, California; Edward C. Y. Inn, 
Project Officer. 
The objective of this project was to photograph 
time-resolved bomb-light spectra from nuclear detona- 
tions at altitudes of about 250,000 feet (Shot Teak) and 
141,000 feet (Shot Orange). The 3.8 Mt-weapon for 
each shot was missile-borne to altitude, and the spectra 
were photographed from two RB-36 aircraft cruising at 
an altitude 9f about 30,000 feet and a horizontal range of 
70 naut mi. Each aircraft was equipped with a high- 
speed streak spectrograph, which consisted of a modi- 
fied small-prism spectrograph. The time resolution 
of one was adjusted to about 20 JlSec and the other to 
about 115 to 130 JlSec.' 


The marked differences in the spectra of the two 
shots were highly indicative of the effect of ambient 
density and therefore the phenomenology associated 
with the formation of the fireball. Teller emission 
conSisting of N2 and Nt bands was observed in both 
shots, The important difference was 'that for Teak 
Teller light the first positive system of N2 appeared 
strongly and the second positive only weakly, while 
for Orange, only the second posi ti ve system of N2 
was present, 


The Teak spectra indicated tliat the radiant energy 
was emitted in a single short pulse peaking at about 
500 J.Lsec and dropping down to about 10 percent of the 
peak at about 10 msec. That for Orange consisted of 
a short first pulse peaking at about 500 JlSec and fol- 
lowed by a flat pulse with a duration of about 170 msec. 
The Teak spectra appeared to consist only of strong 
molecular emission bands of ]>;2, Nt, and possibly O2+, 
with no apparent emission continuum. 
The Orange spectra during the maxima of the ther- 
mal pulse consisted essentially of a strong emission 
continuum superposed by discrete absorption bands of 
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N2+, atmospheric 0 3, and possibly other constituents. 
This was then followed by molecular band emission of 
N2, N2+, and possibly other constituents. 


Project 8.5 "Narrow-Band Infrared Spectral 


Irradiance of Very-High-Altitude Bursts"" 
(ITR-1651), Bureau of Aeronautics, Department of 
Navy, Washington, D. C.; R. Z,irkind, Project Officer. 
The objective of this project was to measure narrow- 
band infrared spectral irradiance from very-high- 
altitude nuclear detonations. 
An air-borne station was equipped with an infrared 
monochromator, Perkin-Elmer Model 108A, and a 
modified AN/AAS-4 (XA-2) infrared mapping device. 
Each instrument had a single liquid-helium-cooled, 
zinc-doped germanium detector to measure the region 
of 2 to 12 microns with high sensitivity. The project 
participated in the high-altitude shots, Teak, Orange, 
and Yucca and in a sea-level shot, Koa, for correlation 
purposes. The monochromator provided spectra from 
2 to 12 microns every 11 msec. The mapping device 
provided information on the diameter of the fireball 
every 1.3 seconds in the spectral bands, 2.25 ± 0.25, 
3 ± 0.4, 3.5 ± 0.5, 3.9 ± 0.4, 4 ± 2, and 7 ± 5 microns. 
Detailed analysis will be required to obtain final re- 
sults. No observable infrared emission was obtained 
during Yucca. For Teak and Orange, the observable 
emission terminat~d at 2 and 18 seconds, respectively. 
In the case of Koa, infrared radiation was observed 
from 0.3 second to 3 seconds, The fireball radii for 
Teak and Orange were about 100,000 feet. 


Project 8.6 "Vulnerability of Missile Structures 
to Nuclear Detonations" (ITR -1652), Aircraft 
Laboratory, Wright Air Development Center, Wright- 
Patterson Air Force Base, Ohio; C.J. Cosenza, 
Project Officer. 
The work of Project 8.6 was divided into three 
studies, the first two conducted during Shot Cactus 
(ablation studies within the fireball) and the third 
during Shots Teak and Orange (destructive effects 
of very-high-altitude bursts). The basic objective 
was the collection of data to assist in the prediction 
of ICBM vulnerability to a nuclear detonation. 
For the first study, four specimens were exposed 
inside the fireball of Shot Cactus, two of these to 
determine the rate of surface melting of a steel 
hemispherical surface, and the other two to measure 
the speed of sound within the fireball as a function of 
time. All of the time-history data were recorded by 
magnetic-tape recorders designed specifically to 
record electrical-instrumentation signals inside the 
fireball. In addition to the time-history instrumen- 
tation for the measurement of temperatures, pres- 
sures, and accelerations, passive gages were used 


to record specimen velocity and the angle at which . 
the specimens were hit by the shock wave. The speci- 
mens have been recovered and returned to Dayton, 
Ohio; however, due to the high radiation level, only 
a limited amount of analysis has been performed. 
The magnetic tapes have been removed from the four 
recorders. Three of the recorders apparently oper- 
ated normally and a preliminary playback of the tapes 
indicates that there are signals on the tapes. 
The second study had as its objective experiments 
of the ablation of materials exposed in Shot Cactus. 
The blow-off pressure of the ablating vapors was 
measured. Measurements were also made of the 
radiant energy from the fireball incident on objects 
immersed in the plasma, and of the effect of ablating 
vapors in filtering this radiation. The effects of 
neutron bombardment on a number of materials was 
observed. The radiation level of the general area 
after the detonation was unexpectedly high, so that 
immediate recovery was precluded. A thorough search 
was conducted when the radiation level had declined; 
however, the instrument carrier was not located. 
For the third study, a jettisonable instrument pod 
was affixed to each of the (Teak and Orange) Redstone 
missiles. These pods were ejected prior to burnout, 
and were in the viCinity of the device at burst time. 
The pod exposed to the Teak detonation (250,000 feet) 
operated as programmed, was tracked by radar to 
burst time, and was recovered. A flashing light was 
the principal aid to recovery. There is strong evi- 
dence of X-ray-induced structural failure of the Teak 


pod. Measurements were made of the X-ray-induced 
mechanical impulses, neutron intensities, and thermal 
fluxes. The measured X-ray impulses, of the order 
of 104 dyne-sec!cm2 
be somewhat 


tfiE,rT1nal neutron 
:l.tmos- 
re at this high-burst altitude was measured. Ther- 
mal damage to the pod was negligible, although iron 
surfaces on the pod were melted. The Orange pod 
was not recovered. 


Project 8.7 "Thermal Radiation from a Very-Low- 
Yield Burst" (ITR -1676), U. S. Army Chemical War- 
fare Laboratories, Army Chemical Center, Maryland; 
J. J. Mahoney, Project Office r. 
The objectives of Project 8.7 were to determine 
the thermal radiant exposure versus distance from 
ground zero for a very-low-yield (fractional-kiloton) 
burst and to compare these values with theoretical 
results obtained from existing thermal scaling laws. 
The radiant exposure for Shot Fig was found to 
range from 11.1 cal!cm2 at 150 feet to 0.28 cal/cm2 


at 900 feet from surface zero. 
Values for thermal radiant exposure obtained from 
the regular scaling laws agree closely with the experi- 
mental values obtained from this test. 


Project 8.8 "Thermai Radiation from Low-Yield 
Bursts" (ITR-1675), Air Force Cambridge Research 
Center, Laurence G. Hanscom Field, Bedford, Massa- 
chusetts; J. W. Reed, 1st Lt, USAF, Project Officer. 


The objective of Project 8.8 during the NTS phase 
of Operation Hardtack was to measure the thermal 
phenomena resulting from the detonation of fractional- 
kiloton-yield nuclear devices. .i\leasurements were 
made on six bursts with yields less than 1 kt. To 
provide correlation with these data, additional meas- 
urements were made on four but'sts of greater than a 
kiloton yield. 


In order to measure thermal irradiance as a func- 
tion of time, wave length, and distance, two stations 
were instrumented with spectroscopic-radiation de- 
tectors covering the spectrum from 2,000 to 10,000 A 
in 4 bands. A bolometer was used to measure total 
thermal irradiance, and a calorimeter to measure 
total thermal radiation. The data were recorded using 
multi-channel magnetic-tape recording systems. To 
supplement the electronically recorded information, 
cameras registered spectroscopic and documentary 
data. 
Thermal data were obtained from each of the ten 
shots. The predicted and measured times to minimum 
and ma."I(imum for 5 fractional-kiloton bursts are fur- 
nished. In addition, the approximate values of irradiance 
at first and second maxima as measured from each burst 
for the various spectral ranges are presented. The large- 
yield scaling laws for times to minimum and maximum 
appeared to extend reasonably well to yields down to 5 
tons; however, the scaling law for irradiance at second 
maximum failed to hold for the fractional-kiloton-yield 
bursts investigated. Second ma."I(ima generally were 
much lower than predicted values, and the· deviation 
increased with decreasing yields. 


PROGRAM 9: 
SUPPORT PHOTOGRAPHY 


Project 9.ld "Temperature, Density, and Pres- 
sure of Upper Atmosphere During a Very-High-Altitude 
Nuclear Detonation'" (ITR-1653), Cooper Develop- 
ment Corporation, Monrovia, California; R. E. Loftman, 
Project Officer. 
In an eff~rt to obtain supporting atmosphe ric data 
for Shot Teak, instrumented Nike-Asp sounding rockets 
were fired, using the falling-sphere technique to deter- 
mine density, pressure, and temperature as a function 
of altitude between 200,000 and 300,000 feet. 
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The sphere contained a transit-time accelerometer 
to measure drag acceleration, a telemetry system to 
relay accelerometer-transit times to a ground station, 
and a DPN-19 beacon to provide, in conjunction with 
an MSQ-lA tracking radar, space-position data. An 
IBM 650 computer was a\'ailable to resolve this raw 
data to solutions for density, temperature, and pres- 
sure. 
All four soundings were unsuccessful, and firing 
of subsequent rounds was cancelled. Component 
failures within the sphere were the primary reason 
that upper atmospheric data were not obtained. It is 
recommended that the system be perfected and tested, 
pursuant to any future participations. 


Project 9.2 "Shot Yucca: A V~ry-High-Altitude 


Nuclear Detonation." (ITR-1654), Office of the 
Deputy Chief of Staff, Weapons Effects Tests, Field 
Command, Armed Forces Special Weapons Project, 
Sandia Base, Albuquerque, New Mexico; Harry C. 
Henry, Lt Col, USAF, Special Assistant, Task Unit 
7.1.3. 


On 28 April 1958 at 1125: 05 hours a 128-foot- 
diameter, 2-mil polyethlene balloon supporting a low- 
yield nuclear device and effect-measuring instrumen- 
tation was launched from the deck of the USS Boxer 
(CVS-21) within the Eniwetok Proving Ground. The 
objective of the program was to measure the effects 
of the detonation at an altitude of approximately 
92,000 feet by means of close-in canister instrumen- 
tation and by means of instrumented aircraft. The 
device was successfully detonated at 1440 hours on 
28' 
:1 1958 by radio command at a pressure altitude 
of 85,000 feet or a radar-measured altitude of 85,500 
feet. The burst yielded an estimated 1.7 kt and pro- 
vided the necessary conditions for measuring the 
partition of energy and extending the scaling laws 
for low-yield weapons to 100,000 feet. 


Due to command-transmitter failure prior to zero, 
no significant weapon-effect data was received from 
the five suspended canisters. Aircraft instrumentation 
is reported to have been successful. 


Project 9.2b "Operation of Balloon Carrier for 
Very-High-Altitude Nuclear Detonation ." (ITR-1655), 
Balloon Development Laboratory, Geophysics Research 
Directorate, Air Force Cambridge Research Center, 
Air Research and Development Command, Laurence G. 
Hanscom Field, Bedford, Massachusetts; A. E. 
Gilpatrick, Maj, USAF, Project Officer. 


The project provided a platform for a nuclear device 
and measurement instrumentation at a pressure altitude 
of 85,000 feet (16 14 millibars) by means of a large plastiC 
balloon. The original plan called for a development pro- 
gram based on a pay load of 600 pounds and a floating 


altitude of approximately 90,000 feet. The actual weight 
was increased in small increments to a final weight of 
761.5 pounds, with a corresponding decrease in altitude 
to 85,500 feet. The balloon system was launched from 
the deck of the USS Boxer (CVS-21). Prior to reaching 
ceiling altitude, the nucle:tr device was separated from 
the balloon a distance of 568 feet by a hydraulic load- 
lowering device, and th~ measurement instrumentation 
was additionally deployed along a nylon line at specific 
intervals totaling 3,000 feet below the nuclear device. 
Both the load-lowering device and the instrumentation- 
deployment system were developed by the project. Be- 
cause of the support nature of the project miSSion, this 
report does not contain we"apon-effect data. 
It is concluded that the large, plastic, constant- 
volume balloon vehicle provided a stable and reliabie 
platform for the very-high-altitude nuclear detonation, 
Shot Yucca. 


Project 9.2c ;. Aircraft Modification and Instrumen- 
tation for High-Altitude Technical Photography" 
(ITR-1656), Weapons Effects Test Group, Field Com- 
mand, Armed Forces Special Weapons Project, Sandia 
Base, Albuquerque, New Mexico; Jack G. James, Lt 
Col, USAF. 
Operational requirements necessitated the test of 
effects of very-high-altitude nuclear detonations on 
Operation Hardtack. The report covers, in summary, 
the planning, design, and modification of two RB-36 
aircraft as high-altitude-instrumentation platforms for 
Projects 8.2, 8.3, and 8.4. 


Project 9.3a "Operation of Missile Carrier for 
Very-High-Altitude Nuclear Detonations ." 
(ITR-1657), U.S. Army Ballistic Missile Agency, 
Redstone Arsenal, Alabama; Glenn P. Elliott, Col, 
USA, Project Officer. 


Project 9.3a, with personnel from the U. S. Army 
Ballistic Missile Agency, Picatinny Arsenal, and Fort 
Belvoir, participated in Operation Hardtack by firing 
two Redstone missiles with ~ 
The 
first firing, Shot Teak, too~, 
with a burst altitude of approximately 76 km; the second 
firing, Shot Orange, took place on 11 August 1958, with 
a burst altitude of approximately 38 km. 
In addition to providing the carrier for these 
detonations, the U. S. Army Ballistic Missile Agency 
designed, mounted on the missile, and delivered to 
prescribed locations in space, four instrument carriers 
(pods), which were mounted on the surface of the thrust 
unit and expelled explosively from the thrust unit during 
the powered phase of the trajectory. 
Certain indications of missile performance were 
provided the Missile Flight Safety Officer, as well as 
means of taking corrective action in the event of mal- 
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function. These were command destruction of the fuel 
tanks, command cutoff, and, in the case of Orange, a 
means of preventing warhead arm. Flight-performance 
data for both shots were recorded and are presented 
herein, as well as day-by-day records of preflight 
preparations. 


Project 9.4 "Shots Wahoo and Umbrella: Two 
Underwater Nuclear Test Detonations" (ITR-1658), 
Office of the Deputy Chief of Staff, Weapons Effects 
Tests, Field Command, Armed Forces Special Wea- 
pons Project, Sandia Base, Albuquerque, New Mexico; 
Corwin G. Mendenhall, Jr., CAPT, USN. 


Two underwater detonations were planned for Opera- 


tion Hardtack: Shot Wahoo, to simulate a 10-kt weapon 
detonated 500 feet below the surface in water 3,000 feet 
deep and Shot Umbrella, to simulate a 10-kt weapon 
detonated on the bottom in about 150 feet of water. Shot 
Wahoo was detonated 16 May 1958 and Shot Umbrella was 
detonated 9 June 1958. The shots were fired against a 
target array composed of three destroyers, an EC-2 
liberty ship, a submarine, and a submarine model. 


The objectives of the tests were to document (1) the 
basic effects with regard to initial and residual radia- 
tion, air overpressures, underwater shock pressures, 
crater characteristics, mechanics of the base surge, 
and radiological contamination and (2) the response of 
selected targets to underwater shock pressures. 
The objectives were met in all except a few areas, 
wherein they were partially met. It appears that, for 
the conditions of these tests, radiological effects will 
dictate safe delivery ranges for nuclear antisubmarine 
weapons by surface ships; for submarines, underwater 
pressures will dictate safe delivery ranges. 
From the data obtained, it is expected that the fol- 
lowing general results will follow: (1) a determination 
of safe minimum standoff distances for delivery of nu- 
clear antisubmarine-warfare weapons by existing 
vehicles; (2) an improvement in predictions of lethal 
range of nuclear antisubmarine:"warfare weapons 
against submarine and surface targets in shallow and 
in deep water; and (3) a determination of the mine field 
clearance capability of underwater nuclear bursts. 
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91 Chief of Naval Operations, DIN, Washington 25, D.C. 
ATTN: OP-03EG 
92 Chief of Naval Operations, DIN, Washington 25, D.C. 
ATTN: OP-31 


93 Chief of' lIaval Operations, DIN, Washington 25, D.C. 
ATTN: OP-75 


94 Chief' of Naval Operations, Dill, Washington 25, D.C. 
ATTN: OP-9l 


95 Chief of Naval Personnel, DIN, Washington 25, D.C. 


96- 97 Chief of Naval Research, DIN, Washington 25, D.C. 
ATTN: Code 811 


98- 99 Chief, Bu-?au of Aeronautics, DIN, Washington 25, D.C. 


100-104 Chief, Bureau of Aeronautics, DIN, Washington 25, D.C. 
ATTN: AER-AD-41/20 
105 Chief, Bureau of Medicine ""d SurgeI"'J, DIN, Washington 
25, D.C. ATTN: SpecialWpns. Def. Div. 
106 Chief, Bureau of Ordnance, DIN, Washington 25, D.C. 
107 Chief', Bur""u of Ordnance, D/N, Washington 25, D. C. 


ATTN: S.P. 
108 Chief, Bureau of Ships, DIN, Washington 25, D.C. 
ATTN: Code 423 
109 Chief, Bureau of Supplies and Accounts, DIN, Washington 
25, D.C. 


110 Chief, Bureau of Yarde and Docks, D/N, Washington 25, 
D.C. ATTN: D-44o 
III Director, U.S. lIava1 Research LaboratoI"'J, Washington 
25, D.C. ATTIf: Mrs. Xatherine II. Cass 


ll2-113 Commander, U.S. lIaval Ordllance laboratory, White oak, 
Silver Spring 19, Md. 
114 Director, Material Lab. (Code 900), lie" York lIaval 


Shipyard, Brooklyn 1, N. Y • 


115 Com.andino; Officer and Director, lIavy Electronics 


Labc: 
ry, San Diego ')2, Calif'. 


116 Commanding Officer, U.S. lIaval Mine Defense Lab., 


Pana:na City, Fla. 


117-l20 Commanding Officer, U.S. Naval Badio1ogical Defense 


laboratory, San FranCiSCO, Calif. ATTN: Tech. 
lIIi'o. Div. 
l21 Officer-in-Charge, U.S. lIaval Civil Engineering R&E lab., 
U.S. lIaval Construction Bn. Center, Port lIueneme, 
Calif. ATTN: Code 753 
l22 Superintendent, U.S. Naval Academy, AnnapoliS, Md. 
l23 Commanding Officer, U.S. Naval SchoOls Command, U.S. 


Naval Station, Treasure Island, San FranCiSCO, Calif. 
l24 PreSident, U.S. lIaval War College, NeYpOrt, Rhode 
Island 
l25 Superintendent, U.S. lIaval Postgraduate School, Honterey, 
Calif. 
l26 
Officer-in-Cr.arge, U.S. lIaval School, CEC Officers, U.S. 


Naval Construction Bn. Center, Port lIueneme, Calif. 
l27 
Commanding Officer, lIuclear Weapons Training Center, 
Atlantic, U.S. lIaval Base, Norfolk 11, Va. ATTN: 
Nuclear Warfare Dept. 
l28 
Commanding Officer, lIuclear W""pons Training Center, 


Pac ific, Naval Station, San Diego, Calif. 


l29 
COm:!l8Jlding Officer, U.S. lfaval Demage Control Tng. 
Center, lIaval Base, Philadelphia l2, Pa. ATTN: ABC 
Defense Course 
130 
Commanding Officer, Air Development Squadron 5, VX-5, 


China Lake, Calif. 
131 
Director, Naval Air Experiment Station, Air Material 
C'mter, U.S. lI ... val Base, Philadelphia, Pa. 


132 
Commander, Of ricer U.S. Naval Air Development Center, 
Johnsville, Pa. Ami: lIAS, Librarian 
133 
Commanding Officer, U.S. Na-ral Medical Research Institute, 
National Naval Medical Center, Bethesda, Md. 
134 
Co:mnander, U.S. Naval Ordnance Test Station, China lake, 


Calif. 


135 


136-137 


138 


139 


140-141 


142-145 


146 


147 


148 


149 


150 


151 


152-153 


154 
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156 


157 


158 
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160-161 
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165 


166 
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169 


170 


171 


172 


173 


174 


175-176 


117-181 


182-183 


184 


185 


186 


187-189 


190-191 


192 
193 
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Commanding Officer &r.d Director, David W. Taylor Model 


BaSin, Washington i, D.C. ATTN: LibraI"'J 


Commanding Officer ""d Director, U.S. Naval Engineering 


ExperlJllent Station, Annapolis, M1. 
Officer-in-Charge, U.S. Naval Supply Research and Devel- 
opment FaCility, Naval Supply Depot, Bayonne, N.J. 


Commander, Norfolk Naval Shipyard, Portsmouth, Va. A1'l'lI: 
UndeNater Explosions Research Division 


Commander-in-Chief, U.S. Atlantic Fleet, U.S. Naval 
Base, Norfolk 11, Va. 


Commandant, U.S. Marine Corps, Washington 25, D.C. 
ATTN: Code A0311 


Commanding General, Fleet Marine Force, AtlantiC, 


Norfolk, Va. 
Director, U.S.M.C. Development Center, U.S.M.C. Schools, 
Quantico, Va. 


Director, U.S.M.C. Educational Center, U.S.H.C. Schools, 
Quantico, Va. 
Commandant, U.S. Coast Guard, 1300 E. St., N., Washington 
25, D.C. ATTN: (OI:I) 
. 


Commanding Officer, U.S. Naval CIC School, U.S. Naval Air 


Station, Glynco, Bruns"ick, Ga. 


Commander-in-Chief, Pacific, c/o Fleet Post Office, San 
Francisco, Calif. 
Commander-in-Chief, U.S. Pacific Fleet, Flee~ Pos~ 
Office, San Francisco, Calif. 
Commanding General, Fleet Marine Force, PaCifiC, Fleet 
Post Office, San FranCiSCO, Calif. 


AIR FORCE ACTIVITIES 


Assistant for Atomic Energy, lIG, USAF, Washington 25, 
D. C. ATTN: DeSiO 


Deputy Chief of Staf:', Developnent, IIQ. USAF, Washington 


25, D.C. ATTN: A!''DDP 
Deputy Chief of' Staff, Operations, I!Q. USAF, Washington 
25, D.C. ATTN: AFoop 
Deputy Chief' of Staff, Operations 1iQ. USAF, Washington 
25, D.C. ATTN: Operations AnalysiS 


Director of Civil Engineering, I!Q. USAF, Washington 25, D.C. 
ATTN: AFOCE 


Assistant Chief' of' Staff, Intelligence, lIG. USAF, 


Washington 25, D.C. ATTN: AFCIN-3B 
Deput:r Chief of Staff, Plans and Programs, HQ. USA:' , 


Washington 25, D.C. ATTN: War Plans Divisior. 
Director of Research and Develop:nent, DeS/D, f.Q. USAF, 
Washington 25, D.C. ATTN: Guid",",ce and Weapons Div. 
The Surgeon General, !iQ. USAF, Washington 25, D.C. 
ATTN: Bio.-Def. Pre. Med. Division 
Commander-in-Chief, Strategic Air Co=and, Of!'utt AFB, 


Neb. Ami: OA'.lS 
Commander, Tactical Air Command, Langley Arll, Va. ATTN: 
Doc. Securi ty Bra::ch 
Commander, Air Defense Command, Ent AFB, Colorado. 
ATTN: A to:nic Energy Di·r., ADIAII-A 
Commander, Air Material Command, Wright-Patterson ArZl, 


Deyton, Ohio. ATTN: !'.cS.l 
COlllClander. Air Force Ballistic Missile Div. 1iQ. ARDC, Air 
Force Unit Post Office, Los Angeles 45, Calif. ATTN; I/DSCI!' 


Commander, IIq. Air Research and Development Command, 
Andre"s AFB, Washington 25, D.C. ATTN: RDRIIA 


Commander, Second Air Force, Barksdale Ar'1l, la. ATTN: 
Operations AnalySis Office 
Commander, Eighth Air Force, Westover AFB, Mass. ATTN: 
Operations Analysis Office 


Commander, Fifteenth Air Force, March A..'1l, Calif'. ATTII: 


Operations Analysis Office 


Commander, Air Proving Ground Center, Eglin Ar'1l, Fla. 
ATTN: ?GTRIL 
Commander, AF Cambridge Research Center, L. G. !ianscoCl 


Field, Bedford, Hoss. ATTN: CRQST-2 


Commander, Air Force Special Weapons Center, Kirtland AFB, 
Albuquerque, N. Mex. ATTN: Tech. Info. & Intel. Di·r. 


Director, Air University LibraI"'J, H"""ell AFB, Ala. 
Commander, Lo"r:r AFB, Denver, Colorado. ATTN: Dept. of 


Sp. Wpns. Tng. 
Commandant, School of Aviation Medicine, USAF, Randolph 
AFB, Tex. ATTN: Research Secretariat 


Commander, l009th 5p. Wpns. Squadron, HQ. USAF, Washington 
25, D.C. 


Commander, Wright Air Development Center, Wright-Patterson 


AFB, !luyton, Ohio. A1'l'lI: WCeSI 


Director, USAF i'roject RAlm, VIA: USAF Liaison Office, 


The wm Corp., 1700 !'.ain St., Santa Monica, Calif. 


Commander, 3535th Navigetor Wing, Mather AFB, Culif. 
Chief, Ballistic Missile Early W.rr.lng Project Office, 
220 Church St., Ne'J York 13, II.Y. AT'l'N: Col. LeoV. 
Skinner, USAF 


1 
.! 


I~' 


,. 


194-195 


196 


197 


198 


CoJlllll8llder, Air Technical Intelligence Center, USAF, 
llright-Patterson AFB, Ohio. ATrN: AFCIN-4B1a, Library 


Assistant Chief of Staff, Intelligence, HQ. USAFE, A20 


633, Nev York, N.Y. ATTN: Directorate of Air Targets 
Commander, Alaskan Air COlllJ:1and, A20 942, Seattle, 


Washington. ATTN: AAarN 


Commander-in-Chief, Pacific Air Forces, A20 953, San 
FranCiSCO, Calif. ATTN: PFCIE-MB, Base RecoverJ 


OTm:R DEPAR'lMEl1T OF DEFENSE ACTIVITIES 


199-200 
Director of Defense Research and Engineering, 


Washington 25, D.C. ATTN: Tech. Library 


201 
Executive Secretary, M1litary Liaison Committee, P.O. 


Box 1814, Washington 25, D.C. 
202 
Executive SecretarJ, Joint Chiefs of Staff, Washington 


25, D.C. 


203 
Cha irma.., , Ar.:led Services Explosives Safety Board, DOD, 


:lu1lding T-7, Gravelly POint, Washington 25, D.C. 


204 
Director, Weapons Syste:ns Evaluation Group, Room 1E880, 
The Pentagon, Washington 25, D.C. 


205 
Commanda..,t, The Industrial College of The Armed Forces, 
Ft. McNair, Washington 25, D.C. 


206 
Coc::nandant, Ar.:led Forces Staff College, Norfolk 11, Va. 
Arnt: Secretar.l 


207 -214 Chief, Defense Atomic Support Agency, Washington 25, 
D. C. 
215 CO!Cl8.nder, Field Command, DASA, Sandia Base, Albu- 
querque, N. Mex. 


• 


216 Commander, Field Command, DASA, Sandia Base, Albu- 
querque, N. Mex. ATTN: FCTe 


211-226 Commander, Field Command, DASA, Sandia Base, Albu- 


querque, N. Mex. ATrN: FCI.'r 


221 Commander, JTF-1, Arlington !!all Station, Arlingtoc 12, 


Va. 


228 U.S. Document. Officer, Office 01' tbe United States 


National Military Representative - SHAPE, APO 55, 
Nev York, N.Y. 


ATCflIC ENERGY CCflMISSION ACTIVITIES 


229-231 U.S. Atomic Energy COmmission, Tecluiical Library, 


Washington 25, D. C. ATTN: IlMA 


232-233 Los Alamos Scientific Laboratory, Report Librarj, P.O. 


Box 1663, Los Alamos, N. Mex. ATTl;: Helen Red::!a!: 


234-238 Sa..,dia Corporation, Classified Doc=ent Division, Sa:>dia 


Base, Albuquerque, N. Mex. ATTN: Ii. J. Smyth, Jr. 
239-241 University of California Lavrence Radiation Labora:or!, 
P.O. Box 808, Liver.:lore, Calif. ATTN: Clovis G. Craig 


242 Essential Operating Records, Div. of Infor. Services 


for Storage at ERe-H. ATrN: John E. Hans, Chie!', 
Headquarters Recorda and Mail Service Branch, U.S • .\EC, 
liashington 25, D.C. 


243 Weapon Deta Section, Technical Infor-ation Se~rice 
Extension, Oak Ridge, Te::.n. 


244-280 Technical Infor:nation Ser/ice Extension, Oak Ridge, 
Ter.n. (Surplus) 
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